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PKEFACE 


It  is  a  curious  fact  that  there  does  not  exist  in  the  English 
language  a  single  complete  treatise  on  Metallurgy.  There  are  a 
number  of  smaller  text-books,  mainly  adapted  to  the  use  of  students, 
which  cover  the  entire  field,  but  make  no  pretence  of  describing  it 
with  any  thoroughness  of  detail ;  and  there  are  a  number  of  very 
admirable  works  dedicated  to  the  metallurgy  of  individual  metals. 
Had  my  respected  teacher,  the  late  Dr.  John  Percy,  ever  carried  out 
his  magnificent  idea  of  a  comprehensive  series  of  volumes  on  this 
subject,  the  ideal  of.  an  exhaustive  work  on  Metallurgy  would  have 
been  produced,  although  its  bulk  would  have  attained  the  formidable 
dimensions  of  a  small  library  in  itself — an  advantage  perhaps  to  the 
specialist,  but  a  less  commendable  feature  for  those  who  have  to  deal 
with  general  Metallurgy. 

Such  being  the  position  of  our  literature  of  this  subject,  I  venture 
to  think  that  I  am  rendering  the  English  metallurgist  a  distinct 
service  in  submitting  to  him  a  translation  of  the  most  recent  and 
most  exhaustive  work  on  the  subject  in  any  language,  from  the  pen  of 
that  eminent  metallurgical  authority.  Dr.  C.  Schnabel,  of  Clausthal. 
The  object  of  his  work  has  been  to  give  a  complete  account  of  the 
metallurgical  treatment  of  every  one  of  the  metals  ordinarily  em- 
ployed, together  with  all  the  recent  improvements  in  the  art,  whilst 
at  the  same  time  pointing  out   the   scientific   principles  underlying 
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each  process,  and  illustrating  each  by  examples  drawn  from  actual 
|)i-actieo  in  various  parts  of  the  world.  Our  author  is  especially  fitted 
for  this  task,  having  had  man}'  ^^ears'  practical  experience  as  a  metal- 
lurgist both  in  his  own  country  and  abroad,  whilst  he  has  been  for 
nine  years  professor  of  this  subject  at  the  Royal  Mining  Academy  of 
Clausthal,  and  has  had  especially  favourable  opportunities  for  studying 
the  metallurgical  methods  emplo3'ed  not  only  in  Germany,  but  also 
in  the  other  countries  of  Europe,  in  America,  Asia,  and  Australia,  in 
the  course  of  his  extensive  travels. 

He  has  at  the  same  time  availed  himself  fully  of  all  contemporary 
Metallurgical  literature,  and  especially  of  the  works  of  three  well- 
known  American  WTiters,  namely  Egleston,  Peters  and  Hofman. 
His  illustrations  have  been  drawn  partly  from  material  collected  by 
himself,  partly  from  the  authors  named,  and  from  his  own  previous 
work  and  that  of  Balling  on  the  same  subject. 

The  work  is  divided  into  two  volumes.  The  first  embraces  the 
metallurgy  of  copper,  lead,  silver  and  gold,  which  were  grouped  to- 
gether, firstly  because  they  so  often  occur  together  in  the  same 
mineral  deposits  that  they  are  often  necessarily  extracted  side  by 
side  from  their  ores  ;  and,  secondly,  because  their  treatment  has  been 
so  profoundly  modified  by  recent  improvements  that  more  space  is 
required  for  the  description  of  the  methods  employed  in  their  extrac- 
tion than  for  that  of  all  the  other  metals  put  together.  The  remaining 
metals  are  treated  of  in  Volume  II.,  the  most  important  among  them 
being  zinc,  nickel  and  mercury. 

As  regards  my  own  task  as  translator,  my  chief  object  has  been 
to  present  a  faithful  interpretation  of  the  original,  and  I  have  there- 
fore subordinated  the  style  of  the  work  to  the  all-important  con- 
sideration of  accuracy.  With  the  full  consent  and  authorization  of 
Dr.  Schnabel,  I  have  in  some  places  introduced  brief  notices  of  any 
new  processes  or  improvements  on  old  ones,  that  have  been  brought 
out  since  the  German  original  was  produced.     These  are  naturally 
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most  frequent  in  the  first  volume,  which  was  published  in  1894,  or 
more  than  two  years  before  the  second  volume,  and  are  largely  con- 
fined to  gold,  the  metallurgy  of  which  has  made  such  rapid  advances 
in  recent  years.  I  have  also  been  at  pains  to  correct  as  fully  as 
possible  all  typographical  errors  in  the  original.  The  opinions 
expressed  are,  however,  throughout  the  author's  own,  my  responsibility 
being  confined  to  their  faithful  rendering  into  English. 

I  have  been  assisted  in  this  task  by  Mr.  Saville  Shaw,  M.Sc,  of 
the  Durham  College  of  Science,  and  Mr.  John  McKillop,  late  of  Pulo 
Brani,  Singapore.  The  former  has  translated  the  sections  on  lead 
and  silver,  the  latter  the  second  half  of  Volume  II.  from  the  section 
on  tin  onwards ;  and  he  has  also  contributed  a  brief  account  of  his 
own  method  of  tin  smelting  at  Pulo  Brani.  I  am  greatly  indebted 
to  these  gentlemen  for  the  zeal  and  knowledge  which  they  have 
brought  to  bear  on  their  work,  but  think  it  only  right  to  add  that  I 
have  repeatedly  revised  their  translations,  and  am  fully  prepared  to 
take  upon  myself  the  sole  responsibility  for  any  errors  that  may  be 
found,  whether  in  this  part  or  in  the  remainder  of  the  translation. 

HENRY  LOUIS. 

The  Durham  College  of  Science, 
Newca8tle-upon-Tyne.     1898. 
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METALLURGY 


COPPER 

Physical  Properties  ^ 

Copper  is  distinguished  from  all  other  metals  by  a  j)eculiar  red 
colour,  which  is  pinkish  or  yellowish  on  the  fresh  fracture  of  the  pure 
metal,  but  inclines  to  purple  in  the  case  of  copper  containing  cuprous 
oxide. 

The  fracture  of  cast  copper  is  hackly-granular  ;  in  forged  or 
rolled  copper  it  is  fibrous,  and  shows  a  pale  red  silky  lustre. 

Copper  crystallises  in  the  cubic  system.  Its  specific  gravity, 
according  to  Marchand  and  Scheerer,  is  8'940,for  pure  crystalline 
copper,  8"914  for  electro-deposited  copper,  8*921  for  cast  copper,  and 
8  952  for  rolled  and  hammered  copper.  According  to  Hampe/^  the 
specific  gravity  of  pure  and  perfectly  compact  copper  at  (f  C.  in  vacuo 
is  8'945,  water  at  4"  C.  being  taken  as  unity.  Ordinary  commercial 
copper  is  more  or  less  porous,  and  its  specific  gravity  varies  between 
8'2  and  8'5  according  to  the  same  authority. 

Copper  possesses  great  hardness  and  tenacity,  and  is  at  the  same 
time  so  extensible  that  it  can  be  beaten  and  drawn  into  the  thinnest 
leaf  and  wire.  By  hammering  and  rolling  at  ordinary  temperatures 
it  becomes  harder,  but  regains  its  malleability  when  heated  to  the 
melting  point  of  tin. 

Its  conductivity  for  heat  is  898,  gold  being  taken  at  1000.  Its 
electric  conductivity  is  93"08,  silver  being  taken  at  100.  The  weld- 
ability  of  copper,  which  is  exhibited  only  at  bright  redness,  is 
extremely  feeble. 

The    melting-point    of  coj^per    has    not    been    determined    with 

^  See  the  classical  investigations  of  Hampe,  ZeiUcJu  f.  Berg.  Hiltt.  ti.  Sal.   Weseii. 
1873,  21,  218;  1874,  22,  93  ;  1876,  24-6.     Chemiker-Zntumj,  1892,  16,  No.  42. 
1  Ztitsch.f.  Btrij.  Hiitt.  u.  Sal.   Wtsen,  1873,  21,  218. 
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sufficient  certainty  ;  it  lies  betAveen  1000°  and  1200°  C,  and,  accord- 
ing to  Violle,  is  about  1054°.  Molten  copper  is  very  fluid,  and  has 
a  sea-green  colour.  Below  its  melting-point  it  becomes  so  brittle 
that  it  can  be  broken  into  pieces  and  pounded  to  powder. 

At  more  elevated  temperatures  (before  the  oxyhydrogen  blow- 
pipe, and  according  to  the  investigations  of  Sir  C  W.  Siemens  in  the 
electric  arc)  it  is  volatile,  and  burns  in  the  air  with  a  green  flame. 

When  cast  in  moulds,  copper  has  the  property  of  rising  and  be- 
coming porous.  Sound  castings  can  only  be  obtained  by  means  of 
special  precautions,  such  as  pouring  at  the  lowest  possible  tempera- 
ture, the  addition  of  lead  before  poui-ing,  or  pouring  in  an  atmosphere 
of  carbon  dioxide.  The  above  property  is  due  to  the  power  possessed 
by  molten  copper  of  absorbing  certain  gases,  and  of  giving  them 
off  again  as  the  temperature  falls.  The  absorptive  power  of  copper 
for  carbon  monoxide,  hydrogen  and  sulphur  dioxide,  has  been 
j)roved  by  Hampe.  Little  is  known  about  it  in  respect  of  hydro- 
carbons. According  to  the  most  recent  researches  of  Hampe, 
the  hydrogen  alone  of  hydrocarbons  is  absorbed,  carbon  being 
liberated.  The  above  gases  are  contained  in  part  in  the  furnace 
gases,  in  part  in  the  gases  produced  in  the  poling  of  copper, 
whilst  some  may  be  evolved  from  the  molten  copper  itself  by 
the  action  of  certain  of  its  constituents  when  present.  Carbon 
monoxide  and  sulphur  dioxide  may  be  present  in  the  furnace 
gases,  whilst  hydrogen,  carbon  monoxide  (and  hydrocarbons)  are 
amongst  the  gaseous  products  of  poling.  Carbon  monoxide  and 
sulphur  dioxide  may  be  evolved  from  the  molten  copper,  the  latter 
by  the  action  of  cuprous  oxide  on  sulphide  of  copper,  the  former  by 
the  action  of  cuprous  oxide  on  carbon  or  hydrocarbons.  Lead  and 
carbon  dioxide  will  displace  these  gases  from  molten  copper,  whilst 
water  vapour  has  a  similar  effect. 

Commercial  copper  is  frequently  rendered  impure  by  foreign 
bodies,  most  of  which  affect  the  valuable  qualities  of  copper  injuri- 
ously, even  though  present  in  small  proportion;  it  is,  therefore,  of 
importance  to  know  the  effect  of  the  various  impurities  present  in 
copper,  upon  its  properties. 

Cuprous  oxide  has  the  property  of  mixing  with  molten  copper 
in  all  proportions.  It  occurs  in  notable  quantity  in  so-called  dry 
copper;  for  instance,  Rammelsberg  found  15  to  19  per  cent,  of 
cuprous  oxide  in  copper  that  had  purposely  been  made  too  dry,  and 
Eggertz  found  23  to  24  per  cent,  of  cuprous  oxide  in  similar  Swedish 
copper.  Small  proportions  of  cuprous  oxide  have  no  injurious  effect 
upon  copper,  but  larger  quantities. make  it  cold-short,  and  when  a 
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certain  limit  is  exceeded,  also  red-short.  According  to  Hampe,^  less 
than  0"45  per  cent,  of  cuprous  oxide  has  no  perceptible  effect,  copper 
with  this  percentage  commencing  to  show  diminished  toughness,  but 
no  decrease  in  extensibility.  When  the  proportion  of  cuprous  oxide 
reached  0*9  per  cent.,  a  small  diminution  of  extensibility  in  the  cold 
was  shown,  but  none  whilst  hot.  With  2*25  per  cent,  cuprous  oxide, 
there  is  great  loss  of  extensibility  in  the  cold,  but  no  red-shortness. 
Such  copper  was  still  equally  as  fit  for  use  as  ordinary  cast  refined 
copper.  Distinct  red-shortness  only  set  in  when  the  percentage  of 
cuprous  oxide  reached  G"7. 

Iron  forms  no  true  alloy  with  copper,  but  is  irregularly  distributed 
through  its  mass.  Small  admixtures  of  this  metal,  such  as  are  con- 
tained in  many  varieties  of  copper,  have  no  injurious  effect  upon  the 
quality  of  the  latter  ;  larger  quantities  however  are  said  to  produce  both 
red-  and  cold-shortness.  Reliable  information  on  this  point,  as  also  on 
the  effect  of  varying  proportions  of  the  two  metals  is  not  obtainable. 

Tin  alloys  with  copper  and  diminishes  its  extensibility.  According 
to  Ledebur,-  a  marked  diminution  is  only  produced  when  the  pro- 
portion of  tin  reaches  1  per  cent. 

Zinc  also  alloys  with  copper  and  diminishes  its  malleability  when 
hot.  A  zinc-copper  alloy  containing  over  20  per  cent,  of  zinc  is  less 
malleable  than  copper  at  all  temperatures. 

Lead  can  be  melted  with  copper  in  all  proportions,  but  the  greater 
part  of  it  can  be  liquated  out  of  the  alloy  by  a  gentle  heat.  Accord- 
ing to  Hampe's  experiments,  O'lo  per  cent,  of  lead  does  not  affect  the 
malleability  of  copper  in  any  way;  with  0"3  per  cent,  of  lead  it 
becomes  slightly  red-short,  and  with  O'-i  per  cent,  slightly  cold-short. 
With  1  per  cent,  of  lead,  copper  is  unworkable. 

According  to  Hampe,  cuproso-lead  oxide  (2Cu20,PbO)  is  far  less 
injurious  than  metallic  lead.  As  much  as  I'-lo  per  cent,  of  this  com- 
pound may  be  present  in  copper  without  making  it  perceptibly  red- 
short,  although  this  effect  would  be  strongly  produced  by  the  reduction 
of  the  oxide  to  metal,  even  in  the  case  of  a  far  smaller  quantity. 

Bismuth  is  the  most  injurious  impurity  in  copper,  as  very  small 
quantities  render  the  copper  unworkable.  According  to  Hampe, 
copper  containing  as  little  as  0*02  per  cent,  of  bismuth  is  red-short, 
and  0"05  per  cent,  cold-short.  With  01  per  cent,  the  copper  crumbles 
under  the  hammer  at  a  red  heat.  The  presence  of  a  certain  proportion 
of  antimony  somewhat  counteracts  the  tendency  of  bismuth  to 
produce  cold-shortness. 

^  Lor.  dl.  1874,  22-93 ;  1876,  24-6. 

-  Die  VtrurbtUrnKj  der  Metalle  auf  merhaniichem  Wt<jt. 
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Oxide  of  bismuth,  Avhich  is  mechanically  taken  up  by  copper, 
affects  it  like  the  metal,  but  in  a  less  degree  as  far  as  cold-shortness 
is  concerned.  Its  effect  is  yet  further  diminished  if  the  oxide  of 
bismuth  is  combined  with  cuprous  oxide. 

Arsenic  in  small  quantities  has  no  injurious  effect  upon  copper. 
The  older  writers  maintained  that  y ^Vo  of  arsenic  in  copper  sufficed 
to  produce  both  red-  and  cold-shortness,  but  Hampe  has  found  that 
0  5  per  cent,  of  arsenic  produces  no  bad  effects ;  only  when  the 
proportion  of  arsenic  rose  to  1  per  cent,  could  a  slight  degree  of  red- 
shortness,  but  no  cold-shortness,  be  noticed.  Accoi'ding  to  the  most 
recent  researches  of  Hampe,^  copper  with  0*8  per  cent,  of  arsenic 
could  be  drawn  into  the  very  finest  wire.  Small  percentages  of 
arsenic  (0"216  per  cent.)  even  increase,  according  to  Hampe,  the 
tenacity  of  cop^ier,  but  diminish  its  electrical  conductivity.  According 
to  Stall!  ^  a  small  amount  of  arsenic  is  in  so  far  beneficial  in  that  it 
prevents  the  copjDer  from  becoming  porous. 

Antimony  in  small  quantities  does  not  affect  the  good  qualities  of 
copper.  It  has  been  stated  that  i-^oo"  of  antimony  acts  injuriously  on 
copper,  and  renders  it  useless  for  the  manufacture  of  brass  wire  and 
sheet  brass,  but  Hampe  ^  has  shown  that  coj^per  with  0"529  per  cent, 
of  antimony  can  be  drawn  into  the  finest  wire  just  as  well  as  pure 
copper.  Hampe  finds  that  1  per  cent,  of  antimony  makes  copper 
extremely  red-short,  vrliilst  an  equal  proportion  of  arsenic  imparts  this 
property  only  to  a  slight  degree.  Like  arsenic,  antimony  in  small 
amounts  (0"260  per  cent.)  increases,  according  to  Hampe,  the  tenacity 
of  copper,  but  impairs  its  electrical  conductivity. 

Nickel  in  small  quantities  aj^pears  to  exercise  no  injurious  effect 
upon  the  properties  of  copper.  Old  authorities'*  state  that  a  propor- 
tion of  nickel  up  to  (>3  per  cent,  does  no  harm ;  there  are  no  more 
recent  determinations  on  this  subject.  According  to  HamjDe  the 
coexistence  of  nickel  and  antimony  up  to  a  total  of  Oo  per  cent,  in 
copper  does  not  affect  the  malleability  of  that  metal  in  the  cold. 

Tellurium,  which  has  been  found  by  Egleston  in  some  brands  of 
American  coj^per,  causes  red-shortness  when  present  even  in  very 
small  proportion. 

According  to  Hampe's  ^  latest  experiments,  silicon  hardens  copjaer 
without  impairing  its  toughness  or  its  malleability  when  less  than 
3  per  cent,  is  present.     With  6  per  cent,  of  silicon,  copper  becomes 

1  C'hemil-er-Zfy.  1892,  10,  No.  42. 

-  Inaugural  Dissertation,  Tiibingen,  1SS6. 

3  Chemi-l-er-Ztfj.  1892,  16,  No.  42. 

*  Plattner-Richter,  A/'<jem.  HiUtinhoule,  p.  142. 

•'  Chemiker-Ztii.  1892,  10,  No.  42. 
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brittle,  with  8  per  cent,  it  is  readily  pulverised,  and  with  117  per 
cent,  it  is  as  brittle  as  glass.  The  electrical  conductivity  of  copper 
is  impaired  by  small  proportions  (0"52  per  cent.)  of  silicon. 

Sulphur  often  occurs  in  unrefined  copper  as  cuprous  sulphide 
(Cu.,S).  According  to  Hampe  it  renders  the  metal  cold-short ;  he 
finds  that  copper  with  ()'2o  per  cent,  of  sulphur  is  still  moderately 
malleable,  but  with  (J"-5  per  cent,  it  becomes  very  cold-short,  although 
not  red-short. 

Carbon  is  not  at  all  absorbed  by  copper  according  to  Hampe.  Up 
till  the  year  1874  all  metallurgists  accepted  the  opinion  of  Karsten 
that  molten  copper  is  capable  of  absorbing  carbon,  and  that  this 
element,  which  was  said  to  be  taken  up  in  refining,  in  the  case  of 
overpoling,  had  an  injurious  effect  upon  the  qualities  of  the  metal. 

Hampe  has  shown  that  overpoled  copper,  i.e.  copper  that  has  been 
poled  for  too  long  a  time,  contains  no  combined  carbon,  and  that 
the  defective  properties  of  overpoled  copper  might  be  produced  both 
by  the  reduction  to  the  metallic  state  of  certain  metallic  oxides  and 
salts  (cuproso-lead  oxide,  oxide  of  bismuth,  antimoniate  of  bismuth, 
arseniate  of  lead)  dissolved  in  the  copper,  as  well  as  by  the  absorption 
by  the  metal  of  the  gases  produced  in  poling  (carbon  monoxide  and 
hydrogen). 

Phosphorus  combines  readily  with  molten  copper ;  small  jDropor- 
tions  of  this  element  have  no  injurious  effect,  but  larger  amounts 
(over  0"5  per  cent.)  render  it  red-short. 

Salts. — Molten  copper  has  the  property  of  dissolving  certain 
metallic  salts  which,  when  present  in  large  proportion,  affect  it 
injuriously.  The  injurious  effect  of  these  salts  is  however  much  less 
than  that  of  the  metals  reduced  from  them.  That  is  why  copper,  in 
which  such  salts  are  reduced  to  the  metallic  state  by  oveqjoling,  is 
much  inferior  to  the  unrefined  copper  in  which  they  are  still  present 
as  salts.  Hampe  enumerates  amongst  such  salts  antimoniate  and 
probably  also  arseniate  of  bismuth,  arseniate,  and  probably  also 
antimoniate  of  lead,  and  antimoniate  of  copper  Certain  salts,  how- 
ever, do  the  copper  more  harm  than  do  the  metals  reduced  from 
them ;  such  are  arseniate  of  copper  and  so-called  copper-mica,  an 
antimoniate  of  copper  and  nickel. 

Antimoniate  of  bismuth,  according  to  Hampe,  only  affects  copjDer 
when  its  proportion  rises  to  0*7  per  cent,,  when  it  produces  both  red- 
andj  cold-shortness.  When  the  salt  is  reduced,  however,  a  small 
proportion  sutfices  to  cause  red -shortness.  The  antimony  reduced 
from[the  salt  diminishes  the  tendency  of  the  bismuth  to  render  coj^per 
cold-short. 
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Ai'seiiiate  of  lead  is  dissolved  by  molten  copper  just  like  cuprous 
oxide  is.  According  to  Hampe,  arseniate  of  lead  to  the  extent  of 
0'657  per  cent.,  only  makes  copper  slightly  red-short,  Avhilst  after  the 
reduction  of  the  salt  it  is  found  to  be  cold-short  and  extremely  red- 
short. 

Antimoniate  of  copper  in  small  proportions  has,  according  to 
Hampe,  no  injurious  effect  uiDon  the  properties  of  copper ;  whereas 
copper  is  inclined  to  red-shortness  when  it  contains  0"5  per  cent,  of 
antimony,  a  proportion  of  antimoniate  of  copper  corresponding  to  the 
above  percentage  of  antimony  produces  neither  cold-  nor  red-shortness. 
On  the  contrary  such  copper  proved  to  be  superior  to  most  commercial 
coppers  in  ductility. 

Arseniate  of  copper,  to  the  extent  of  0'4  per  cent,  has,  according 
to  Hampe,  no  noticeable  effect  upon  the  properties  of  copper.  A 
higher  proportion,  however,  makes  it  cold-short,  and  2  per  cent,  of 
the  salt  renders  it  red-short.  The  copper  is  improved  by  reduction 
of  the  salt,  copper  with  0"5  per  cent,  of  arsenic  being  neither  cold-,  nor 
red-short. 

Copper  mica  is  an  antimoniate  of  copper  and  nickel,  having, 
according  to  Hampe,  the  formula  : 

6Cu,0,Sb,0-, -h  SNiO.Sb.O^. 

This  salt  forms  yellow  scales  with  a  metallic  lustre,  which  are  found 
to  separate  out  on  the  surface  and  in  the  interior  of  many  brands  of 
copper  (dry  copper).  According  to  Hampe,  0'726  per  cent,  of  copper 
mica  only  diminishes  the  toughness,  but  not  the  ductility  of  copper, 
either  hot  or  cold;  with  1"44  jDer  cent,  of  copper  mica,  copper  be- 
comes cold-short.  After  the  reduction  of  the  salt,  however,  the 
copper  was  found  to  be  as  ductile  in  the  cold  as  pure  copper,  but 
somew^hat  harder. 

Gases. — Carbon  monoxide,  sulpliur  dioxide  and  hydrogen  are 
dissolved  by  molten  copper,  and  are  retained  by  it  after  solidification 
in  the  shape  of  blisters;  they  thus  produce  unsound  spots  in  the 
metal,  both  in  the  heat  and  in  the  cold. 

Chemical  Properties 

Copper  is  unchanged  in  dry  air  at  ordinary  temperatures.  In 
damp  air  and  in  tlie  presence  of  carbon  dioxide,  it  becomes  coated  with 
a  film  of  basic  carbonate  of  copper  (verdigris).  Heated  to  redness  in 
air  it  becomes  covered  with  a  grayish  black  layer  of  cupric  and 
cuprous  oxides,  so-called  copper  scale.     The  outer  part  of  the  layer 
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consists  of  CLipric,  the  inner  of  cuprous  oxide  the  latter,  on  long 
continued  heating  to  redness,  is  also  transformed  to  cupric  oxide. 
The  scale  is  easily  detached  from  copper  by  bending  the  latter,  or  by 
quenching  it  in  water. 

Copper  is  not  attacked  by  water  free  from  air  nor  by  limewater ; 
but  with  access  of  air  it  is  oxidised  by  water  that  contains  alkalies, 
acids,  or  various  salts. 

Copper  is  easily  soluble  in  nitric  acid,  aqua  regia,  and  boiling, 
concentrated  sulphuric  acid  ;  dilute  sulphuric  acid  only  dissolves  it 
with  free  access  of  air.  It  dissolves  slowl}-  in  hydrochloric  acid  with 
access  of  air. 

It  has  the  greatest  affinity  for  sulphur  of  all  metals,  and  therefore 
combines  with  that  element  with  especial  energy. 

If  copper,  rendered  impure  by  the  presence  of  other  elements,  be 
used  as  the  anode  of  an  electrical  circuit,  an  acidified  solution  of 
copper,  such  as  a  solution  of  sulphate  of  copper  (to  which  free  sul- 
phuric acid  has  been  added)  as  the  electrolyte,  and  a  plate  of  copper 
as  the  cathode,  the  copper  may  be  precipitated  on  the  cathode  in  a 
state  of  purity,  provided  that  a  current  of  suitable  power  be  employed. 


Chemical  Reactions  of  the  Compounds  of  Copper  that  are  of 
Importance  in  its  Extraction 

cuprous  oxide  (Cu^O) 

Cuprous  oxide  melts  at  a  red  heat,  and  is  miscible  in  all  propor- 
tions with  molten  copper.  In  the  state  of  powder  it  may  be  trans- 
formed into  cupric  oxide  by  heating  to  redness  in  the  air. 

It  is  easily  reduced  to  the  metallic  state  by  carbon,  carbon  mon- 
oxide, hydrogen  and  hydrocarbons.  It  forms  silicates  with  silica. 
With  oxide  of  lead  it  melts  to  a  very  limpid  liquid. 

When  cuprous  oxide  is  heated  with  sulphide  of  copper  in  suitable 
proportions,  the  whole  of  the  copper  is  reduced  from  both  compounds 
with  the  evolution  of  sulphur  dioxide.  If  the  quantity  of  cuprous 
oxide  is  too  small  in  proportion  to  that  of  the  sulphide  of  copper,  a 
portion  of  the  latter  remains  undecomposed. 

When  cuprous  oxide  is  heated  with  sulphide  of  iron  (FeS)  in 
suitable  proportions,  the  copper  is  reduced  to  the  metallic  state, 
whilst  the  iron  forms  ferrous  oxide,  and  the  sulphur  escapes  as 
sulphur  dioxide.  If  the  amount  of  cuprous  oxide  is  too  small 
in  proportion  to  the  sulphide  of  iron,  cuprous  sulphide,  ferrous  oxide 
and  sulphur  dioxide  are  formed,  when  the  original  substances  are 
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present  iu  certain  proportions.  If  there  is  still  less  than  this  pro- 
portion of  cuprous  oxide,  a  part  of  the  sulphide  of  iron  will  remain 
undecomposed  or  reduced  to  a  lower  sulphide,  and  combine  with 
the  sulphide  of  copper  to  form  a  copper  matte  or  regulus  (the  metal 
of  the  English  copper  smelter).  The  products  will  thus  be  copper 
matte,  ferrous  oxide  and  sulphur  dioxide. 

Nitric  acid  first  converts  cuprous  into  cupric  oxide,  and  then 
dissolves  the  latter. 

Sulphuric  acid  decomposes  cuprous  oxide  into  metallic  copper  and 
cupric  oxide,  Avhich  latter  is  then  dissolved  in  the  acid. 

Hydrochloric  acid  dissolves  cuprous  oxide,  forming  cuprous  chlor- 
ide, which  can  be  precipitated  as  a  white  powder  by  the  addition 

of  W' ater. 

Cuprous  oxide  is  soluble  in  ammonia,  forming  a  colourless  solu- 
tion, which  on  exposure  to  the  air  becomes  blue,  owing  to  the  forma- 
tion of  ammonio-cupric  hydrate. 

CUPRIC  OXIDE 

Cupric  oxide  is  infusible.  With  lead  oxide  it  melts,  forming  a 
slag.  It  can  also  be  melted  in  admixture  with  lead.  According  to 
Karsten,  a  compound  of  oxide  of  lead  and  cuprous  oxide,  or  an  alloy 
of  lead  and  copjaer,  together  with  a  slag  containing  cuprous  oxide,  are 
said  to  be  formed,  according  to  the  proportions  of  the  two  substances. 

Cupric  oxide  is  easily  reduced  to  metal  by  carbon,  carbon  mon- 
oxide, hydrogen  and  hydrocarbons. 

"With  silica  it  forms,  according  to  the  experiments  of  Percy  and 
Knapp,  a  blood-red  slag  containing  principally  cuprous  oxide,  in  the 
presence  of  reducing  gases.  If  these  latter  are  excluded,  a  half- 
melted  opaque  mass  is  produced,  of  a  brownish  red  colour  and  black 
surface. 

Heated  with  sulphide  of  copper  (Cu^S)  in  proper  proportions,  the 
total  copper  contents  of  both  compounds  are  reduced  to  metal  with  the 
evolution  of  sulphur  dioxide,  as  in  the  corresponding  case  of  cuprous 
oxide.  With  less  cujjric  oxide,  in  certain  proportions,  copper,  cuprous 
oxide  and  sulphur  dioxide  are  produced,  wdiilst  if  the  proportion  of 
cupric  oxide  falls  below  a  certain  limit,  some  of  the  sulphide  of  copper 
escapes  decomposition. 

When  cupric  oxide  is  heated  with  sulphide  of  iron  in  suitable 
proportions,  as  in  the  corresponding  reaction  with  cuprous  oxide,  the 
copper  is  separated  in  the  metallic  state,  ferrous  oxide  is  formed,  and 
sulphur  dioxide  evolved.     With  less  cupric  oxide  than  is  required  for 
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this  reaction,  cuprous  sulphide,  ferrous  sulphide  and  sulphur  dioxide 
are  produced,  and  with  still  less  cupric  oxide  the  products  are  iron- 
copper  sulphide  (copper  matte),  ferrous  oxide  and  sulphur  dioxide. 

Cupric  oxide  is  readily  soluble  in  acids,  also  in  ammonia  and  salts 
of  ammonia. 

By  the  action  of  ferrous  chloride  on  cupric  oxide,  ferric  oxide, 
cupric  and  cuprous  chlorides  are  formed  ;  ferric  chloride  forms  cupric 
chloride  and  ferric  oxide. 

Ferric  sulphate  acts  on  cupric  oxide  producing  copper  sulphate 
and  basic  ferric  sulphate  or  ferric  oxide  ;  ferrous  sulphate  transforms 
it  into  copper  sulphate  with  the  production  of  basic  ferric  sulphate. 

Carbonates  of  copper  react  like  cupric  oxide. 


SILICATES   OF   COPPER 

Silicates  of  copper  are  reduced  to  the  metallic  state  by  carbon  in 
the  presence  of  a  stronger  base  (FeO  or  CaO).  Silicates  of  copper 
and  sulphide  of  iron  react  mutually  when  heated  together,  producing 
copper  sulphide  and  silicates  of  iron. 

Silicates  of  copper  and  metallic  iron  in  suitable  proportions  in- 
teract at  a  red  heat,  producing  silicate  of  iron  and  metallic  copper. 

SULPHIDE   OF   COPPER 

Of  the  two  sulphides  of  copper,  only  cuprous  sulphide  (Cu^S)  is  of 
special  metallurgical  importance.  Cupric  sulphide  (CuS)  is  not  stable 
at  high  temperatures,  but  is  decomposed  on  heating  into  cuprous  sul- 
phide and  sulphur. 

Cuprous  sulphide  is  more  fusible  than  copper  itself,  and  melts 
with  other  metallic  sulphides,  even  baric  and  calcic  sulphides,  to 
homogeneous  masses,  known  as  matte,  regulus,  iihetol,  &c. 

When  cuprous  sulphide  is  calcined  in  the  open  air  (oxidising 
roasting)  a  part  of  the  sulphur  escapes  as  sulphur  dioxide,  the 
copper  being  oxidised.  Another  portion  is  further  oxidised  to 
sulphur  trioxide,  which  converts  a  part  of  the  copper  oxide  into 
cupric  sulphate ;  the  latter  when  more  strongly  heated  is  split  up 
into  cupric  oxide  and  sulphur  trioxide  or  sulphur  dioxide  and  oxygen. 
By  a  sufficiently  long  continued  calcination  at  the  necessary  tem- 
perature, cupric  oxide  is  produced  ;  with  imperfect  roasting  the  result 
is  a  mixture  of  cuprous  oxide  (reduced  from  cupric  oxide  by 
sulphur  dioxide),  cupric  oxide,  cupric  sulphate  and  undecomposed 
sulphide. 
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The  ultimate  product  of  the  complete  calcination  of  compounds 
or  mixtures  of  sulphides  of  copper  and  iron  is  a  mixture  of  the 
oxides  of  copper  and  iron.  If  the  process  is  stopped  before  all  the 
sulphur  is  removed,  the  result  is  a  mixture  of  oxides,  sulphates  and 
sulphides  of  coj^per  and  iron. 

When  sulphide  of  cojjper  is  roasted  with  substances  capable  of 
evolving  chlorine,  such  as  salt,  chloride  of  magnesium,  ahraumscdz} 
&c.  (chloridising  roasting),  the  copper  is  converted  into  cupric 
chloride  and  a  small  portion  into  cuprous  chloride,  whilst  the  metals 
originally  present  as  chlorides  are  converted  into  sulphates,  and 
sulphur  dioxide  and  hydrochloric  acid  are  evolved. 

When  copper  sulphide  is  roasted  with  sulphates  of  iron  or  with 
pyrites,  the  copper  is  partly  transformed  into  sulphate  ;  when  heated 
with  nitrate  of  iron,  cupric  sulphate  is  produced. 

When  sulphide  of  copper  is  heated  with  oxides  of  copper  the 
reaction  already  stated  takes  place ;  if  the  sulphide  of  copper  is  com- 
bined with  sulphide  of  iron,  the  oxides  of  copper  also  attack  the 
latter  as  stated  above. 

When  mixtures  of  oxides  and  sulphides  of  copper  and  iron,  con- 
taining sufficient  sulphur  to  convert  all  the  copper  present  into 
sulphide,  are  heated  with  carbon  and  silica,  all  the  copper  will  unite 
with  sulphur,  and  all  the  iron,  as  protoxide,  with  silica.  If  sulphur  is 
present  in  excess,  part  of  it  combines  with  the  iron,  and  a  sulphide 
of  copper  and  iron  or  copper  matte  is  produced.  Any  copper  silicate 
will  be  decomposed  by  sulphide  of  iron  into  sulphide  of  copper  and 
silicate  of  iron. 

When  a  current  of  air  under  pressure  is  forced  through  molten 
sulphide  of  copper,  the  copper  is  reduced  with  the  formation  of 
sulphur  dioxide. 

When  an  air  current  is  forced  through  molten  copper  matte 
(sulphide  of  iron  and  copper)  rich  in  copper,  in  the  presence  of  silica, 
the  copper  is  reduced  to  metal,  the  iron  forms  silicate  (slag)  and  the 
sulphur  escapes  as  sulphur  dioxide. 

When  matte,  rich  in  iron,  is  thus  treated,  the  greater  part  of  the 
iron  can  be  removed  out  and  slagged  off,  with  the  formation  of  a  matte 
rich  in  copper. 

Oxide  of  lead  is  decomposed  by  copper  sulphide  with  the  evolution 
of  sulphur  dioxide,  metallic  lead  and  a  mixture  of  oxide  of  lead  and 
cuprous  oxide  being  produced.     According  to  Perc}',  this  reaction  is 

^  .(4?'>T<?/?H6a/:,  "stiipijing  salt,'"  is  a  name  applied  to  the  upper  lasers  of  mixed 
chlorides  of  magnesium,  potassium  and  sodium,  overlying  the  beds  of  rocksalt,  etc. 
at  Stassfurt. 
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only  complete  when  there  is  twenty  times  as  much  oxide  of  lead 
present  as  there  is  sulphide  of  copper. 

Metallic  lead  has  j)ractically  no  effect  upon  sulphide  of  copper. 

Metallic  iron  only  partially  decomposes  sulphide  of  copper  when 
fused  with  it,  the  products  being  a  button  containing  metallic  copper 
and  metallic  iron,  and  a  ferriferous  copper  matte. 

Zinc,  too,  only  partly  decomposes  sulphide  of  copper,  the  results 
of  the  fusing  of  the  two  substances  together  being  an  alloy  of  copper 
and  zinc,  and  a  large  amount  of  copper  matte  containing  zinc. 

Tin  and  antimony  behave  like  zinc. 

According  to  Berthier,  carbon  partly  reduces  copper  sulphide  at 
high  temperatures  with  the  formation  of  carbon  disulphide. 

According  to  Berthier  and  H.  Kose,  hydrogen  is  said  not  to  attack 
sulphide  of  copper.  More  recent  experiments  of  Harape  have  how- 
ever shown  that  at  a  red  heat  sulphide  of  copjoer  is  slowly  but 
completely  decomposed  by  hydrogen  with  the  evolution  of  sulphuret- 
ted hydrogen. 

Water  vapour  has  but  little  effect  on  sulphide  of  copper  at  a  red 
heat ;  at  a  white  heat,  however,  the  latter  is  reduced  to  the  metallic 
state  with  the  evolution  of  sulphuretted  hydrogen.  According  to 
Knapp  the  oxygen  of  the  water  combines  with  the  copper  to  form 
cupric  oxide,  which  reacts  with  the  sulphide  of  copper  still  present, 
forming  metallic  copper  and  sulphur  dioxide. 

According  to  Hampe  carbon  dioxide  can  slowly  reduce  sulphide  of 
copper  at  a  bright  red  heat,  sulphur  dioxide  and  carbon  monoxide 
being  generated. 

According  to  Hampe  carbon  monoxide  does  not  attack  cojjper 
sulphide  at  a  red  heat. 

Cuprous  sulphide  is  attacked  by  a  solution  of  ferric  chloride, 
cuprous  chloride,  ferrous  chloride  and  sulphur  being  produced  ;  cupric 
sulphide  forms  cupric  chloride,  ferrous  chloride  and  sulphur. 

When  copper  sulphide  is  treated  with  ferrous  chloride  and  hydro- 
chloric acid  in  the  presence  of  air,  the  copper  forms  cupric  and 
cuprous  chlorides  and  cupric  sulphate,  sulphate  of  iron  being  produced 
at  the  same  time. 

Ferric  sulphate  transforms  cojjper  sulphide  into  copper  sulphate 
with  the  formation  of  ferrous  sulphate. 

Cupric  chloride  attacks  copper  sulphide  producing  cuprous  chloride 
with  the  separation  of  sulphur. 

If  copper  sulphide  or  copper  matte  containing  iron  is  made  the 
anode  of  an  electric  circuit,  a  solution  of  sulphate  of  copper  acidified 
with  sulphuric  acid  forming  the  electrolyte,  and  a  plate  of  copper  the 
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cathode,  the  copper  may  be  deposited  on  the  cathode  by  suitably 
regulating  the  current  strength,  whilst  sulphur  separates  out  at  the 
anode,  and  iron  enters  into  the  solution  of  the  electrolyte. 

CUPRIC   SULPHATE    (CuSO^  +   oK.,0) 

Crystallised  copper  sulphate  is  soluble  in  -i  parts  of  cold  water. 
Heated  to  lUC  C.  it  loses  4  molecules  of  water  of  crystallisation,  and 
at  200'  C.  the  whole  of  it.  At  a  bright  red  heat,  copper  sulphate  is 
decomposed  into  cupric  oxide  and  sulphur  trioxide  or  sulphur  dioxide 
and  oxygen. 

When  copper  sulphate  is  heated  with  carbon,  metallic  copper,  and 
carbon  and  sulphur  dioxides  are  formed  at  a  low  red  heat ;  at  higher 
temperatures,  sulphide  of  copper  and  carbon  dioxide  are  produced. 

When  heated  with  cuprous  sulphide  it  behaves  like  cupric  and 
cuprous  oxides.  It  may  be  assumed  that,  before  the  temperature  is 
attained  at  which  this  reaction  occurs,  the  greater  part  of  the  sulphate 
will  have  been  changed  into  oxide  of  copper,  so  that  it  is  the  latter 
compound  chiefly  that  takes  part  in  the  reaction. 

Copper  is  precipitated  in  the  metallic  state  from  solutions  of 
copper  sulphate  by  iron  and  zinc,  and  as  sulphide  by  sulphuretted 
hydrogen  and  alkaline  sulphides. 

Copper  sulphate  solution  is  decomposed  by  the  electric  current, 
copper  being  deposited  at  the  cathode,  whilst  the  acid  radical  appears 
at  the  anode.  If  there  is  a  solution  of  ferrous  sulphate  at  the  anode 
— the  latter  not  being  soluble — the  anion  (SO^)  will  convert  the 
ferrous  into  ferric  sulphate. 

CUPROUS  CHLORIDE  (CUoCU) 
is  but  slightly  soluble  in  water,  but  dissolves  readily  in  hydrochloric 
acid,  or  in  solutions  of  the  chlorides  of  sodium,  potassium,  calcium, 
magnesium  and  zinc,  and  of  ferrous,  manganous  and  cobaltous  chlorides. 
From  a  solution  of  cuprous  chloride,  iron  and  zinc  precipitate 
metallic  copper,  sulphuretted  hydrogen  and  suljDhides  of  the  alkalies 
and  alkaline  earths  ^precipitate  sulphide  of  copper,  and  lime  precipi- 
tates cuprous  oxide. 

Cuprous  chloride  solution  is  decomposed  by  the  electric  current, 
copper  being  deposited  at  the  cathode  and  chlorine  liberated  at  the 
anode.  If  cuprous  chloride  exists  in  solution  at  the  anode  it  will  be 
converted  into  cupric  chloride  by  the  chlorine  evolved. 

CUPRIC   CHLORIDE    (CuCU) 

is  readily  soluble  in  water.  It  combines  Avith  cupric  oxide  in  several 
proportions   to   form  oxychlorides.     From  its  solution  iron  and  zinc 
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precipitate  metallic  copper,  sulphuretted  hydrogen  and  sulphides  of 
the  alkalies  and  alkaline  earths  precipitate  copper  sulphide,  lime 
precipitates  cupric  hydrate. 

When  sulphur  dioxide  is  passed  into  cupric  chloride  solution, 
cuprous  chloride  is  precipitated. 

The  electric  current  deposits  copper  at  the  cathode  and  evolves 
chlorine  at  the  anode. 

Ores  of  Copper 

The  most  important  ores  of  copper  are  the  following  :— 

NATIVE  COPPER 

This  occurs  in  large  quantities  on  Lake  Superior  in  the  State  of 
Michigan,  and  at  Santa  Rita  in  New  Mexico  (U.S.A.).  It  is  also 
found  abundantly  in  Chili  as  copper  sand  with  60  to  90  per  cent,  of 
metal,  and  at  Burra-Burra  in  South  Australia. 

CUPRITE  (CuoO) 

contains  88'S  per  cent,  of  copper.  It  is  abundant  at  Santa  Bita  in 
New  Mexico  and  at  Clifton  in  Arizona,  and  used  to  be  found  in  large 
quantity  at  Burra-Burra.  It  has  also  been  met  with  in  Chili, 
Colombia,  and  Perm  in  Russia.  Tile  ore  is  an  intimate  mixture  of 
cuprite  and  brown  haematite. 

MELACONITE    OR    BLACK   COPPER    (CuO) 

contains  79'S  per  cent,  of  copper.  This  mineral  rarely  occurs  pure, 
but  mostly  contaminated  with  oxides  of  iron  and  manganese.  Like 
cuprite,  it  is  a  decomposition  product  of  the  sulphur  compounds  of 
copper.  It  was  formerly  found  abundantly  in  Tennessee,  North 
Carolina  and  Virginia  (U.S.A.). 

MALACHITE    (CUgCO^  +  11,0) 

contains  57'33  per  cent,  of  copper,  and  is  generally  a  decomposition 
product  of  sulphur-compounds  of  copper.  It  has  been  found  in  great 
abundance  in  the  Urals,  in  Chili,  at  Burra-Burra,  and  more  recently 
in  Arizona  and  New  Mexico. 

AZURITE    OR   CHESSYLITE    (2C11CO3  -f  CuH.^Og) 

contains  55 '16  per  cent,  of  copper  and  is  also  a  secondary  product. 
It  generally  occurs  with  malachite,  but  never  in  such  large  masses  as 
the  latter.     Its  chief  localities  have  been  Chessy  near  Lyons,  the 
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Bauate,  Siberia  and  the  L^rals ;  it  has  recently  been  found  with 
malachite  in  Arizona  and  New  Mexico. 

COPPER    PYRITES    OR   CHALCOPYRITE    (Cll^S  +  FeoS;.) 

contains  34"-l  per  cent,  of  copper.  This  is  the  ore  from  which  the 
greater  proportion  of  the  world's  copper  supply  is  derived.  It  often 
contains  both  silver  and  gold.  It  is  generally  associated  with  iron 
pyrites,  often  with  zinc  blende,  galena,  arsenical  pyrites,  fahlore, 
bournonite,  and  true  silver  ores.  With  iron  ^^yrites  it  often  forms 
such  intimate  mixtures  that  the  two  minerals  cannot  be  distinguished 
from  each  other.  It  occurs  in  Spain  at  Rio-Tinto,  and  Tharsis  in 
Portugal ;  in  Germany,  at  Rammelsberg  near  Goslar,  and  Mansfield ; 
in  Austro-Hungary,  at  Bischofshofen,  Brixlegg,  Schmollnitz  and 
Nagybania ;  in  England,  in  Cornwall,  Devonshire  and  Wales ;  in 
Ireland,  in  Wicklow  ;  in  Russia,  in  the  L^rals,  the  Caucasus  and  the 
Altai ;  in  France,  at  Chessy  ;  in  Italy,  at  Agordo  and  Massa  Maritima ; 
in  Norway,  at  Roros  and  Yigsnaes ;  in  Sweden,  at  Fahlun  and  Atvida- 
berg;  in  North  America,  in  Newfoundland,  Canada,  Vermont, 
Virginia,  Georgia,  Tennessee,  Alabama,  Montana,  and  Mexico ;  in 
Cuba,  Chili,  Peru ;  in  Australia,  in  South  Australia,  New^  South 
Wales,  Victoria,  Queensland  and  Tasmania,  and  in  Africa. 

BORNITE   OR   ERUBESCITE  (SCu^S   +   Fe^Sg) 

contains  on  the  average  r>o6  per  cent,  of  copper.  This  mineral  is  far 
less  plentiful  than  the  last-named,  and  is  generally  intermixed  with 
it  and  with  chalcocite.  It  is  no  doubt  a  decomposition  product,  as  is 
sufficiently  shown  by  its  variable  contents  of  copper,  ranging  between 
42  and  70  per  cent.  It  occurs  in  quantity  at  moderate  depths  in  the 
copper  veins  of  Butte  City,  Montana.  It  also  occurs  in  the  ]\lansfield 
copper  schists,  in  Cornw^all,  Tuscany  and  Chili. 

CHALCOCITE   OR   COPPER   GLANCE  (Cu^S) 

contains  79'89  per  cent,  of  copper,  and  occurs  in  quantity  in  the 
United  States  of  North  America,  especially  in  Montana  at  Butte  in 
the  Anaconda  Mine,  Arizona,  New  Mexico  and  Texas.  It  has  also 
been  found  in  Cornwall,  Tuscany,  Russia,  Chili  and  South 
Australia.  It  does  not  occur  in  Germany  as  an  independent  copper 
ore. 

COYELLITE   OR    INDIGO    COPPER  (CuS) 

containing  66  per  cent,  of  copper,  is  a  rare  mineral.  It  is  said  to 
have  been  found  in  considerable  quantities  in  Chili. 
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CHALCANTHITE    OR   COPPER  VITRIOL  (CuSO^   +   oH^O) 

contains  25"4  per  cent,  of  copper  when  crystallised.  It  is  a  not  un- 
common decomposition  product,  carried  in  solution  in  the  waters  of 
mines  that  are  working  on  deposits  consisting  of  admixtures  of 
sulphuretted  compounds  of  copper  with  iron  pyrites  or  marcasite. 

ATACAMITE  (CuClo   +   CuO   +   3H,0) 

contains  59'4  per  cent,  of  copper,  and  occurs  plentifully  in  Chili  and 
Peru. 

BOURNONITE  (PbCuSbSg) 

contains  127  per  cent,  of  copper  and  42-3  per  cent,  of  lead  ;  it  occurs 
in  small  quantities  with  other  copper  ores. 

ENARGITE  ([4CuS   +   CUoSJAs^Sg) 

contains  48'6  per  cent,  of  copper  ;  it  occurs  in  Peru  and  Manilla. 

CHRYSOCOLLA 

is  a  hydrated  silicate  of  copper,  containing  on  the  average  39*9  per 
cent,  of  copper.  It  occurs  as  a  decomposition  product  of  sulphuretted 
copper  ores,  generally  with  malachite.  It  occurs  plentifully  in  the 
Urals  and  in  Chili. 

FAHLORE   OR   TETRAHEDRITE 

(4[Cu2S,FeS,ZnS,Ag2S,Hg.,S]Sb2S3,As2S3) 

contains  between  15  and  48  per  cent,  of  copper.  It  contains  less 
copper,  the  higher  the  silver  contents  of  the  ore ;  the  proportion  of 
mercury  is  often  as  high  as  18  per  cent.  It  occurs  in  lead,  silver  and 
copper  deposits  in  Germany,  Hungary,  the  Tyrol  and  Colorado,  but 
rarely  in  sufficient  quantity  to  be  worked  independently  for  the 
extraction  of  copper. 

CUPRIFEROUS   ARTIFICIAL   PRODUCTS 

In  addition  to  the  ores  of  copper,  copper-bearing  metallurgical 
products  of  the  most  varying  kinds,  such  as  are  obtained  in  the 
extraction  of  various  metals,  are  employed  as  sources  of  copper.  The 
most  important  are :  cupriferous  matte,  regulus  or  metal,  speiss, 
slags,  alloys  (liquation  residues),  oxidised  slags,  oxides  and  various 
liquors. 
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The  Extraction  of  Copper 


As  is  evident  from  the  composition  of  copper  ores  and  of  cupri- 
ferous metallurgical  products,  and  from  the  above  explained  chemical 
reactions  of  copper  compounds,  the  extraction  of  copper  can  be 
performed  by 

1.  Dry  methods. 

2,  Wet  methods. 

8.  Electro-metallurgical  methods. 

The  dry  way  should  be  employed  chiefly  for  ores  or  artificial 
products  with  high  or  moderate  copper  contents.  The  lower  limit, 
below  Avhich  this  method  will  no  longer  prove  advantageous,  depends 
chiefly  on  the  price  of  fuel. 

The  wet  way  is,  generally  speaking,  to  be  employed,  besides  in 
the  case  of  copper  solutions,  on  all  ores  that  cannot  be  profitably 
treated  in  the  dry  way  on  account  of  their  low  copper  contents.  Up 
to  what  limit  this  method  is  preferable  to  the  dry  way  depends  on 
the  prices  of  fuel,  of  solvents,  and  of  precipitants. 

Apart  from  cupriferous  liquors,  the  wet  methods  are  only  applied 
to  metallurgical  products  under  especial  circumstances,  and  mostly 
when  gold  or  silver  is  at  the  same  time  to  be  extracted.  In  this  case, 
the  percentage  of  precious  metal  Avill  determine  when  wet  methods 
should  be  employed. 

Electro-metallurgical  methods  have  up  to  the  present  time  only 
been  employed  in  a  few  individual  instances.  Various  very  ingenious 
processes  (those  of  Siemens  and  Hopfner,  for  instance)  have  been 
devised,  but,  although  they  have  been  proved  to  be  practically 
applicable,  they  have  not  yet  been  in  use  on  a  large  scale  for  a 
sufficient  time  to  enable  any  safe  judgment  to  be  formed  as  to  their 
advantages. 

On  the  other  hand,  this  method  is  employed  in  a  number  of  works 
for  the  purpose  of  producing  pure  copper  from  copper  containing  gold, 
silver,  or  other  elements. 

THE   REFINING   OF   COPPER 

Copper  obtained,  whether  by  the  wet  or  by  the  dry  way,  so  called 
black  copper  or  blister  copper,  i.e.,  crude  copper,  still  retains  a  series  of 
foreign  bodies,  which,  as  already  detailed,  interfere  with  its  use  in 
the  arts.  It  must  therefore  be  purified  from  these  or  refined,  by 
special  processes,  which  may  be  either  dry  or  electrolytic  methods, 
and  which  follow  directly  upon  the  extraction  of  the  crude  copper. 
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Dry  Methods  of  Copper  Smelting 

1.  production  of  crude  copper 

The  most  important  ores  of  copper  are  the  sulphuretted  com- 
pounds ;  next  come  the  oxides,  carbonates  and  silicates  of  copper,  as 
well  as  native  copper  contaminated  by  various  impurities.  All  these 
ores,  when  sufficiently  rich,  are  treated  by  smelting. 

EXTRACTION   OF   COPPER   FROM   ITS    SULPHUR   COMPOUNDS 

Of  all  the  sulphuretted  ores  of  copper,  cbalcopyrite  is  by  far  the 
most  important ;  in  this,  as  in  bornite,  sulphide  of  copper  is  chemically 
combined  with  sulphide  of  iron.  Chalcocite  is  but  rarely  treated 
independently,  and  is  mostly  mixed  with  iron  and  copper  pyrites  and 
with  bornite.  In  smelting  sulphuretted  copper  ores  we  have  there- 
fore, besides  getting  rid  of  the  gangue,  to  effect  the  separation  of 
copper  from  iron  and  sulphur.  The  smelting  oiDerations  by  which 
these  ores  are  treated  depend  mainly  on  the  facts  that  iron  has  a 
greater  affinity  for  oxygen  than  has  copper,  that  copper  possesses  a 
greater  affinity  for  sulphur  than  iron,  and  that  the  sulphur  of  cuprous 
sulphide  has  a  greater  affinity  for  the  oxygen  of  the  oxides  of  copper 
than  it  has  for  the  copper. 

By  a  sufficiently  long-continued  oxidising  roasting  it  would  be 
possible  to  eliminate  the  whole  of  the  sulphur  from  the  ores  and  to 
convert  them  into  a  mixture  of  the  oxides  of  copper  and  iron.  By 
smelting  this  mixture  with  carbon  and  silica  it  would  be  possible  to 
reduce  the  iron  to  the  ferrous  state.,  and  to  cause  it  then  to  combine 
with  silica,  whilst  the  oxides  of  copper  would  be  reduced  to  metal. 
Such  a  simple  process  would,  however,  not  only  yield  a  very  impure 
copper,  because  a  notable  proportion  of  the  iron  would  be  reduced 
with  the  copper,  and  because  the  injurious  constituents  of  the  ores, 
especially  arsenic  and  antimony,  would  be  transferred  to  the  copper 
in  large  quantities,  but  it  would  also  cause  the  slagging  off  of  a  large 
amount  of  the  copper  present.  In  order  to  obtain  as  pure  a  crude 
copper  as  j)ossible,  and  to  avoid  great  loss  of  copper  in  the  slags,  the 
first  step  is  preferably  the  production  of  a  compound  of  sulphides  of 
copper  and  of  iron,  free  from  all  siliceous  matter,  the  so-called  co'pjper 
matte  or  coarse  metal,  in  which  the  copper  is  concentrated  relatively 
to  its  percentage  in  the  ore,  whilst  sulphur  and  iron,  as  also  arsenic 
and  antimony,  are  as  far  as  possible  removed  from  it ;  the  metal  is 
then  smelted  for  crude  copper,  either  with  or  without  a  further  con- 
centration of  the  copper.     This  compound  of  the  sulphides  of  coiDper 
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and  iron  is  produced  by  calcining  the  ore  to  a  given  point  and  then 
smelting  it  with  the  addition  of  siliceous  fluxes ;  if  it  is  then  rich  in 
copper  and  poor  in  iron,  and  at  the  same  time  free  from  any  large 
amount  of  lead,  as  also  from  arsenic  and  antimony,  or  if  it  contains 
the  last-named  elements  only  in  minute  proportions,  it  is  smelted 
direct  for  crude  copper  by  one  calcination,  followed  by  a  smelting 
operation  or  by  simple  smelting.  If  not  it  is  treated  by  partial 
calcination  followed  by  smelting,  or  by  simple  smelting,  wdth  the 
production  of  a  sulphide  or  regains  still  richer  in  copper,  and  corre- 
spondingly poorer  in  sulphur  and  iron,  lead,  antimony  and  arsenic, 
generally  known  as  hliic  metal, inmph  metal,  Jinc  metal  or  ichitc  metal. 
This  substance,  if  sufficiently  pure  and  sufficiently  rich  in  copper,  is 
smelted  for  crude  copper,  but  if  not  it  is  still  further  enriched  in 
copper  or  freed  from  iron,  sulj)hur,  lead,  arsenic  and  antimon}^  by  a 
repetition  of  the  previous  operations.  When  the  matte  contains 
silver  the  process  of  concentration  is  carried  to  a  high  stage  so  as  to 
facilitate  the  extraction  of  the  jDrecious  metal. 

Crude  copper  is  thus  obtained  from  sulphuretted  ores  by  a  series 
of  oxidation  and  reduction  processes,  that  is  to  say  by  calcining  and 
smelting  the  ores  to  matte  or  metal,  and  the  reduction  of  the  latter 
to  crude  copper  either  directly,  or  after- converting  it  to  a  matte 
richer  in  copper,  by  one  or  more  repetitious  of  these  processes  of 
concentration. 

The  roasted  ores  are  smelted  in  blast  furnaces  or  in  reverberatory 
furnaces,  whilst  the  enrichment  of  the  matte  is  performed  either  by 
calcination  followed  by  fusion  in  blast  or  reverberatory  furnaces,  or 
by  blowing  the  molten  matte  in  converters  without  previous  roasting. 
The  matte  is  converted  into  crude  copper  either  by  calcination 
folio sved  by  fusion  as  above,  or  by  treatment  in  reverberatory  furnaces 
or  in  converters  without  previous  calcination. 

According  to  the  type  of  furnace  employed,  the  reactions  are 
different  in  each  case.  In  the  blast  furnace  the  reducing  agent  is 
carbon  or  carbon  monoxide,  in  the  reverberatory  furnace  and  the 
converter  it  is  sulphur.  In  all  cases  the  iron  is  removed  by  slagging 
with  silica. 

Blast  furnace  smelting,  also  known  as  the  German  or  the 
Swedish  process,  consists  in  roasting  the  ores  and  mattes  in  special 
appliances,  followed  by  smelting  the  roasted  material  with  carbon  (coke 
or  charcoal)  and  siliceous  fluxes  in  blast  furnaces.  By  the  operation 
of  roasting,  the  ores  are  converted  into  a  mixture  of  oxides,  sulphates 
and  sulphides  of  iron  and  copper.  By  smelting  wnth  carbon  in  the 
blast  furnace  the  oxides  of  iron  are  reduced  to  the  state  of  protoxide, 
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are  made  to  combine  -with  the  silica  that   is   added,   and  are  thus 
slagged  off.     The  sulphates  of  iron  are  decomposed  by  heat  in  part 
directly  to  oxide  of  iron  and  sulphur  trioxide,  or  sulphur  dioxide  and 
oxygen,  and  in  part  are  reduced  to  ferrous  oxide  and  sulphur  dioxide 
by  carbon  monoxide,  the  latter  being  converted  into  carbon  dioxide. 
The  oxides  of  copper  are  in  jDart  reduced  by  carbon  monoxide  to 
metallic  copper,  which  abstracts  from  the  sulphide  of  iron  as  much 
sulphur  as  is  necessary  to  form  with  it  cuprous  sulphide,  and  in  part 
are  converted  by  sulphide   of  iron  in   the    presence  of  carbon  and 
silica    into    sulphide    of   copper,  which    combines    with    any   other 
sulphide  of  copper  present  and  with  the  undecomposed  sulphide  of 
iron  to  form  a  matte.     Sulphate  of  copper  is  split  up  by  carbon   at 
low  redness  into  copper  and  sulphur   dioxide,  carbon  dioxide  being 
also  formed  ;  at  higher  temperatures  sulphide  of  cojDper  and  carbon 
dioxide  are  produced.     The  sulphide  of  iron  that  has  parted  with  its 
sulphur  in  transforming  the  oxides  of  copper  into  sulphide  of  copper, 
is  converted  into  ferrous  silicate  and  goes  into  the  slag  ;  the  sulphide 
of  iron,  on  the  other  hand,  that  has  been  reduced  by  metallic  copper 
goes  to  form  a  subsulphide  of  iron  or  a  mixture  of  iron  and  sulphide 
of  iron,  Avhich  passes  into  the  matte. 

If  the  matte  so  produced  is  to  be  enriched,  it  is  partly  calcined 
and  then  smelted  in  blast  furnaces  with  carbon  and  silica,  the  same 
chemical  reactions  taking  place  as  in  the  formation  of  the  first  matte. 
In  case  of  need  these  operations  can  be  repeated  with  the  second 
matte. 

The  matte  obtained  either  by  direct  treatment  of  the  ore,  or  by 
repeated  enrichment,  is  then  dead  roasted  (roasted  sweet)  and  smelted 
in  blast  furnaces  with  carbon  and  siliceous  fluxes  to  form  black  or  coarse 
copper.  By  dead  roasting,  the  sulphides  are  converted  into  a  mixture 
of  the  oxides  of  copper  and  iron ;  on  smelting  this  in  the  blast 
furnace,  the  oxides  of  iron  are  reduced  to  ferrous  oxide,  which 
combines  with  the  silica  present  and  is  slagged  off,  whilst  the  oxides 
of  copper  are  reduced  to  the  metallic  state. 

Of  late  years  attempts  have  been  made  in  the  United  States 
to  smelt  pyritic  copper  ores  direct  for  matte  without  previous 
calcination;  the  sulphur  and  iron  are  supposed  to  act  as  fuels,  and 
the  matte  to  be  therefore  produced  with  a  very  small  consumption  of 
carbonaceous  fuel.  It  remains  to  be  seen  whether  this  process  of 
pyritic  smelting  will  be  permanently  successful. 

Reverberatory  smelting,  also  called  the  English  process, 

consists  in  a  partial  calcination  of  the  ores  and  mattes,  followed  by  a 

-sfusion  of  the  roasted  material  in  reverberatory  furnaces  with  cpiartz 

C  2 


20  METALLURGY 

bottoms,  with,  in  case  of  need,  the  addition  of  siliceous  materials  or 
ores.  The  ores  and  the  mattes  produced  by  the  ore  fusion  and  by 
the  first  concentration  processes,  are  always  roasted  in  special 
appliances,  whilst  the  enriched  mattes  are  converted  into  crude 
copper,  either  by  jDartial  roasting  in  special  appliances  and  fusion  of 
the  calcined  material  in  reverberatory  furnaces,  or  else  by  fusion  in 
reverberatories  without  previous  calcination.  In  this  latter  case, 
calcination  is  replaced  by  a  slow,  drop  by  drop,  fusion  of  the  mattes 
in  a  current  of  air. 

As  in  the  German  process,  the  products  of  the  calcination  are  a 
mixture  of  oxides,  sulphates  and  sulphides  of  iron  and  copper. 
When  this  is  smelted  in  the  reverberatory  furnace,  the  oxides  of  copper 
interact  with  the  sulphides  of  copper  and  iron,  sulphate  of  copjoer 
Yv'ith  sulphide  of  copper,  and  oxide  of  iron  with  sulphide  of  iron. 
The  oxides  of  copper  act  on  sulphide  of  copper  producing  copper 
and  sulphur  dioxide,  and  on  sulphide  of  iron  producing  sulphide  of 
copper,  iron,  ferrous  oxide  and  sulphur  dioxide ;  iron  oxide  reacts  in 
part  with  iron  sulphide,  forming  ferrous  oxide  and  sulphur  dioxide. 
Sulphate  of  copper,  if  not  decomposed  by  the  heat,  reacts  with 
sulphide  of  copper,  forming,  according  to  the  proportions  of  each 
present,  either  copper  or  cuprous  oxide  and  sulphur  dioxide.  Sulphate 
of  iron,  which  is  only  present  in  small  quantity,  is  decomposed  into 
oxide  of  iron  and  sulphur  trioxide,  or  sulphur  dioxide  and  oxygen. 
The  metallic  copper  formed  abstracts  from  the  sulphide  of  iron  as 
much  sulphur  as  will  form  cuprous  sulphide,  whilst  a  corresponding 
amount  of  iron  is  reduced.  This  reduced  iron  either  passes  into  the 
matte  or  reduces  ferric  to  ferrous  oxide.  The  newly  formed  sulphide 
of  copper  combines  with  that  already  present,  together  with  the 
residual  sulphide  of  iron,  to  form  a  matte.  The  whole  of  the 
ferric  oxide  present  has  by  the  above  reactions  been  reduced  to 
ferrous  oxide,  and  this,  together  with  any  ferrous  oxide  originally 
present,  and  with  that- formed  by  the  interaction  of  oxide  of  copper 
and  sulphide  of  iron,  all  combine  with  the  silica  of  the  bed  or  of  the 
charge  to  form  ferrous  silicate  which  passes  into  the  slag. 

The  matte  is  concentrated  b}^  being  partially  roasted  and  tlien 
smelted  in  reverberatory  furnaces.  The  chemical  reactions  hereby 
produced  are  the  same  as  in  the  calcination  and  smelting  of  the 
ore,  except  that  there  is  no  gangue  to  be  slagged  off.  In  these 
concentration  processes,  calcination  may  be  in  part  replaced  by  the 
addition  of  oxides  or  carbonates  of  copper. 

The  matte  is  converted  into  crude  copper  by  partial  roasting 
followed  by  fusion  in  a  reverberatory  furnace,  or  by  fusion  without 
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preliminary  calcination.  The  roasting  before  fusion  must  be  only 
partial,  because  enough  sulphur  must  be  retained  in  the  charge  to 
bring  about  the  reaction  between  oxides  and  sulphides  so  as  to  reduce 
the  copper  to  metal ;  this  reaction  takes  place  at  a  sufficiently  high 
temperature,  and  as  all  the  sulphur  is  thus  evolved,  the  copper  remains 
in  the  metallic  state.  The  proportionately  small  amount  of  iron 
that  still  remains  in  the  calcined  matte  is  slagged  off  as  ferrous 
oxide,  chiefly  produced  by  the  action  of  ferric  oxide  upon  suljDhide 
of  iron. 

When  matte  is  smelted  for  crude  copper  without  previous 
calcination,  the  requisite  oxidation  of  the  sulphides  of  iron  and 
copper  is  caused  by  a  very  slow,  drop  by  drop,  fusion  of  the  matte 
whilst  a  current  of  air  traverses  the  furnaces,  and  by  letting  the 
surface  of  the  molten  mass  cool  down  repeatedly  in  the  air  current. 
By  this  means  the  sulphides  of  iron  and  copper  are  so  far  oxidised 
that,  when  the  temperature  is  raised,  metallic  copper  and  ferrous 
oxide  are  produced,  the  latter  of  which  passes  into  the  slag. 

The  CONVERTER  process,  also  known  as  the  Bessemer  process,  is 
not  applied  to  ores,  but  only  to  mattes  and  generally  for  the  produc- 
tion of  coarse  copper  from  them.  It  is  a  shortened  English  process, 
and  consists  in  blowing  a  highly  subdivided  stream  of  air  under 
pressure  through  molten  matte  which  is  contained  in  a  pear-shaped 
or  cylindrical  converter  lined  with  quartzose  material. 

Copper  and  iron  are  rapidly  oxidised  by  the  current  of  air,  with 
the  formation  of  sulphur  dioxide  ;  the  oxides  of  copper  interact  with 
the  undecomposed  sulphide,  forming  metallic  copper  and  sulphur 
dioxide ;  the  iron  is  converted  into  ferrous  oxide  and  slagged  off  by 
the  siliceous  lining  of  the  converter.  According  to  the  duration  of 
the  blow,  either  matte  rich  in  copper  and  with  most  of  the  iron 
removed,  or  else  coarse  copper  can  be  produced.  In  the  first  case, 
which  is  rare,  the  converter  j^i'ocess  is  divided  into  two  separate 
operations,  the  first  the  concentration  of  the  copper  in  a  rich  matte, 
and  the  second  the  production  of  coarse  copper  from  that  matte. 
The  more  usual  plan  is  to  produce  by  the  German  or  the  English 
process  a  matte  sufficiently  rich  to  be  blown  directly  to  coarse  copper. 

The  matte  intended  to  be  blown  is  melted  in  cupolas  and 
run  into  the  converter  from  them ;  the  heat  necessary  for  the 
converter  process  is  obtained  from  the  oxidation  of  the  iron  and  the 
sulphur. 
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Comparison  of  the  Various  Processes  for  producing 
Coarse  Copper  in  the  Dry  Way 

The  German  or  blast-furnace  i^rocess  necessitates  the  use  of 
carbonised  fuel — coke  or  charcoal — and  extracts  the  copper  with  com- 
parative rapidity  from  the  ores.  In  the  ore  fusion  the  slags  produced 
are  poor  in  copper  and  can  be  thrown  away ;  on  the  other  hand  the 
products,  owing  to  the  reducing  action  of  the  carbon,  are  less  pure 
than  those  obtained  in  the  reverberatory  furnace.  The  matte  is 
poorer  than  the  matte  from  the  latter,  because  when  roasted  ores  or 
mattes  are  fused  in  the  reverberatory  farnace,  a  notable  proportion  of 
sulphur  is  removed  along  with  the  oxides  of  iron,  whilst  in  the  blast 
furnace  nearly  the  whole  of  the  sulphur  passes  into  the  matte.  Even 
the  sulphur  dioxide  evolved  by  the  decomposition  of  the  sulphates  of 
iron  and  copper  is  on  its  way  through  the  furnace  reduced  in  part  by 
carbon  monoxide  to  sulphur,  which  combines  with  the  copper. 

If  the  composition  of  the  charge  is  faulty,  containing  too  much 
or  too  little  silica,  iron  is  easily  reduced  from  it,  forming  a  solid 
mass  {sow,  salamander  or  hear)  on  the  hearth  bottom  of  the  blast 
furnace. 

The  English  or  reverberatory  process  requires  raw  fuel  (coal, 
lignite,  peat  or  wood)  and  permits  of  the  curtailment  or  partial 
avoidance  of  calcination  by  the  employment  of  oxidised  ores  or 
carbonates  in  admixture  with  the  sulphuretted  ores ;  it  yields  cleaner 
products  than  the  blast  furnace  because  the  sole  reducing  agent  is 
sulphur  and  because  it  is  possible,  by  proper  roasting  or  by  the 
addition  of  oxidised  ores,  so  to  conduct  the  operation  that  the 
most  injurious  constituents  of  the  charge,  namely,  arsenic,  antimony 
and  tin,  may  be  removed  with  a  portion  of  the  copper  as  bottoms. 
The  matte  is  richer  in  copper  because  a  great  deal  of  the  sulphur 
escapes  as  sulphur  dioxide,  and  because  the  sulphates  of  copper  and 
iron  are  split  up  into  oxides,  whilst  the  sulphur  escapes  in  the  gaseous 
form.  On  the  other  hand  the  slags  from  the  ore  fusion  are  not  as 
clean  as  they  are  in  the  corresponding  blast  furnace  operation  and 
cannot  be  thrown  away,  but  require  special  treatment  to  recover  the 
copper  contained  in  them. 

The  blast  furnace  may  be  employed  with  advantage  where  car- 
bonised fuels  are  cheap,  with  ores  of  uniform  composition,  with  low 
grade  ores,  which  would  not  admit  of  any  considerable  amount  of 
copper  being  slagged  off,  and  with  highly  ferriferous  ores,  that  would 
attack  the  hearth  bottom  of  a  reverberatory  furnace  too  strongly. 

The  reverberatory  furnace  may  be  employed  where  raw  fuels  are 
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cheap,  with  ores  of  constantly  varying  composition,  when  both 
oxidised  and  sulphuretted  ores  are  obtainable,  with  rich  ores  where 
loss  of  copper  in  the  slags  is  of  proportionately  less  importance,  with 
impure  ores  containing  arsenic  and  antimony,  with  siliceous  and 
clayey  ores  that  do  not  attack  the  hearth  bottom  to  any  great  extent, 
and  when  it  is  important  to  produce  pure  grades  of  copper  in  the  dry 
way. 

The  English  process  has  therefore  attained  its  maximum  develop- 
ment where  coals  are  cheap  and  where  good  harbours  facilitate  the 
ready  importation  of  foreign  ores  and  mattes  of  various  kinds.  Such 
places  are  Swansea  in  Wales  and  St.  Helens  near  Liverpool;  in  these 
localities  ores  and  mattes  of  the  most  varying  descriptions  from  all 
parts  of  the  world  are  smelted,  a  number  of  different  brands  of  copper 
being  produced,  whilst  cheap  coals  and  cheap  refractory  materials  are 
also  obtainable. 

There  are  very  few  places  where  either  the  German  or  the  English 
process  is  practised  in  its  pure  form.  Most  copper  works  have  striven 
to  unite  the  advantages  of  both,  the  production  of  clean  slags  together 
with  pure  and  rich  mattes,  by  smelting  the  ores  with  the  former 
object  in  blast  furnaces,  concentrating  the  mattes  in  reverberatory 
furnaces,  and  smelting  the  rich  mattes  to  coarse  copper  in  either 
form  of  furnace. 

Be.sides  the  German  and  the  English  processes  we  have  therefore 
to  consider  the  combined  English  and  German  or  the  Anglo-German 
process. 

The  converter  process,  being  restricted  to  mattes,  is  combined 
with  either  the  German,  the  English,  or  the  Anglo-German  process. 
It  is  a  far  more  rapid  method  than  any  of  the  others,  requires  but 
little  fuel  (for  melting  the  matte),  removes  arsenic  and  antimony 
more  completely  than  any  of  the  above  processes,  and  produces  a  pure 
coarse  copper. 

On  the  other  hand,  it  requires  a  high  consumption  of  power  to 
drive  the  blowing  engines,  a  great  consumption  of  refractory  materials 
(quartz  and  clay)  for  lining  the  converters  and  for  repairing  the 
lining,  and  evolves  large  quantities  of  sulphur  dioxide,  the  injurious 
effects  of  which  it  is  most  difficult  to  overcome.  (No  attempts  have 
so  far  been  made  in  this  direction.) 

The  Bessemer  process  is  therefore  indicated  where  power  is  cheap 
(water  power),  where  refractory  materials  are  cheap,  where  fuel  is  dear, 
and  where  the  mattes  are  impure,  containing  arsenic  and  antimony. 
It  is  also  of  advantage  in  the  case  of  argentiferous  ores,  from  which 
silver  bearing  coarse  copper  is  to  be  produced  and  desilverised  electro- 
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lytically,  the  coarse  copper  of  the  converter  being  so  pure  that  it  can 
be  cast  direct  into  anode  plates. 

Although  this  process  is  still  relatively  recent  and  capable  of 
considerable  improvements,  there  is  no  doubt  that  under  suitable 
circumstances  it  is  superior  to  both  the  German  and  the  English 
methods  of  smelting  matte  for  coarse  copper,  and  is  destined  in  time 
to  make  still  further  headway. 

The  German  Process  of  Copper  Extraction 

The  German  process  consists  of  a  series  of  roasting  and  reducing 
operations. 

In  its  purest  form  it  embraces  the  following  operations  : — 

1.  Calcination  of  the  ores. 

2.  Smelting  the  calcined  ore  in  blast  furnaces  for  matte. 

3.  Roasting  the  copper  matte. 

4.  Smelting  the  roasted  matte  in  blast  furnaces  for  coarse  copper. 
The  process  in  this  form  can  only  be  carried  out  with  ores  of 

sufficient  purity  and  sufficiently  high  copper  contents.     When  the 

ores  are  poor  in  copper,  but  rich  in  iron  pyrites,  or  rendered  impure 

by  other  elements  such  as  arsenic,  antimony,  or  lead,  an  impure  matte 

low  in  copper  is  produced  on  smelting.    If  this  matte  were  to  be  dead 

roasted  and  smelted  for  coarse  copper,  a  very  impure  copper  would  be 

produced,  which  on  refining  would  yield  impure  connnercial  copper 

and  a  large  number  of  cupriferous  by-products.     In  such  cases  the 

matte  is  accordingly  only  roasted  so  far  as  to  leave  in  it  sufficient 

sulphur  to  form  a  second  matte  distinguished  from  the  first  by  its 

o-reater  purity  and  higher  percentage  of  copper.     This  second  matte, 

known  as  fine  metal,  &c.,  is  generally  roasted  sweet  and  smelted  for 

coarse  copper.     If  it  is  still  too  impure,  this  matte  is  again  partly 

roasted  and  smelted,  the  concentrated  matte  so  produced  being  then 

roasted  dead  and  smelted  for  coarse  copper.     It  is  only  in  exceptional 

cases,  for  example  in  the  presence  of  large  quantities  of  lead,  that  it 

is    submitted    to    further   concentration    before    smelting  for   coarse 

copper,  as  this  concentration   entails  great  expense,  serious  loss  of 

metal  and  waste  of  time. 

The  opposite  case,  in  which  dead  roasting  of  the  ore  followed  by 
direct  smelting  for  coarse  copper  is  possible,  is  even  more  exceptional 
than  the  prolongation  of  concentrating  operations.  In  such  instances, 
as  have  been  studied  by  the  author  at  small  copper  works  in  Trans- 
caucasia, a  very  impure  coarse  copper  is  produced  whilst  much  copper 
is  lost  in  the  slags. 
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In  many  cases  wbere  sulphuretted  ores  are  intermixed  with  large 
quantities  of  earthy  gangue,  as  also  in  the  case  of  ores,  rich  in  copper 
but  poor  in  sulphur,  the  calcination  of  the  ore  is  omitted  or  is  em- 
ployed only  for  the  sake  of  removing  bituminous  matter ;  the  raw 
ore,  or  the  ore  freed  from  its  bituminous  constituents,  is  then  smelted 
for  matte,  so  as  to  slag  off  the  earthy  gangue. 

CALCINATION    OF   THE   ORES 

The  ores  that  require  roasting  ^  are  copper  pyrites,  bornite,  chalco- 
cite  and  fahlore ;  these  are  generally  intermixed  with  iron  pyrites, 
zinc  blende,  galena,  and  arsenical  and  an timonial  compounds,  together 
with  quartz  and  earthy  matter. 

By  calcination  so  much  sulphur  is  intended  to  be  removed  as  to 
leave  just  enough  to  combine  with  all  the  copper  present  in  the 
succeeding  smelting.  This  degree  of  roasting  cannot  be  attained  with 
exactitude  in  certain  forms  of  the  process  (calcining  in  heaps,  and  in 
stalls,  calcining  lump  ores  in  shaft  furnaces),  the  roasting  being  as  a 
rule  carried  either  too  far  or  not  far  enough.  On  smelting  over- 
roasted ores,  copper  passes  into  the  slags  and  some  impure  coarse 
copper  is  reduced  ;  if  not  roasted  sufficiently  the  matte  produced  on 
smelting  contains  too  little  copper  and  too  much  iron.  As  over- 
roasting can  be  corrected  by  the  addition  of  raw  ores  to  the  smelting 
charge,  whilst  insufficient  roasting  cannot  be  corrected  (unless  oxidised 
ores  are  available),  it  is  better  to  roast  too  much  than  not  enough. 

In  addition  to  sulphur,  arsenic  and  antimony  ought  to  be  as  far  as 
possible  got  rid  of  by  calcination.  These  bodies  are  in  part  volatilised 
as  arsenious  and  antimonious  oxides,  also  as  sulphide  of  arsenic,  and 
in  part  they  form  arseniates  and  antimoniates  which,  in  the  reducing 
smelting  that  follows  the  roastino-  are  reduced  to  arsenides  and  anti- 
monides  and  as  such  pass  into  the  matte  if  in  small  quantity,  or 
separate  out  as  speiss  if  in  large  proportion.  Arsenic  and  antimony 
can  only  be  completely  removed  by  repeated  roasting  and  smelting  ; 
their  removal  is  facilitated  by  an  admixture  of  reducing  agents,  such 
as  coal  or  sawdust,  during  calcination.  The  arseniates  and  antimoni- 
ates are  thereby  reduced  and  a  portion  is  volatilised  as  metal  or  as 
oxide  (arsenic  in  part  as  suboxide).  The  removal  of  arsenic  is 
assisted  by  the  addition  of  pyrites  during  calcination,  which  volatilises 
a  portion  as  sulphide  of  arsenic.  During  the  operation  of  smelting,  a 
portion  of  the  antimony  and  arsenic  is  volatilised  in  the  metallic  state. 

When  pure  copper  pyrites  is  calcined,  the  sulphur  escapes  in  part 

^  The  terms  roasting  and  calcination  are  here  employed  quite  indifferently,  as 
Vteing  synonvmous. 
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as  sulphur  dioxide  and  in  part  is  converted  into  sulphur  trioxide, 
which  forms  sulphates  Avith  the  oxides  present,  these  latter  being 
decomposable  at  higher  temperatures,  till  ultimately  a  mixture  of  the 
oxides  of  iron  and  copper  is  produced.  If  the  roasting  is  stopped 
before  all  the  sulphur  is  removed,  as  in  roasting  for  matte  smelting, 
the  product  consists  of  a  mixture  of  oxides  and  suljDhates  of  copper 
and  iron  together  with  undecomposed  sulphides.  If  the  chalcopyrite 
is  mixed,  as  is  usually  the  case,  with  iron  pyrites,  the  joroducts  of 
calcination  consist  more  largely  of  oxide  of  iron,  sulphide  of  iron  and 
basic  salts  of  iron.  If  zinc  blende  occurs  with  the  chalcopyrite  the 
products  will  contain  sulphide,  oxide  and  sulphate  of  zinc.  If  arsenic 
and  antimony  are  present  in  the  ores,  the  products  will  contain 
arseniates  and  antimoniates  together  with  undecomposed  arsenides 
and  antimonides;  if  galena  is  present,  sulphide,  oxide,  and  sulphate 
of  lead  will  also  be  produced.  Quartz  and  barytes  are  unaffected  ; 
carbonate  of  lime  is  converted  into  sulphate. 

The  Operatiox  of  Roasting 

Calcination  of  copper  ores  is  effected  in  heaps,  in  stalls,  in  shaft 
furnaces,  reverberatory  and  muffle  furnaces. 

Lump  ore  may  be  roasted  in  heaps,  stalls,  and  shaft  furnaces. 
Crushed  ore  (fines)  can  only  be  roasted  in  heaps,  stalls,  and  shaft 
furnaces  for  lumjD  ore  after  they  have  been  agglomerated  ;  otherwise 
they  are  calcined  in  shaft  furnaces  for  fine  ore,  reverberatory  and 
muffle  furnaces.  The  choice  of  a  method  depends  upon  the  amount 
of  sulphur  present  in  the  ore,  the  damage  likely  to  be  caused  by  the 
escape  of  the  gaseous  products  of  calcination,  the  market  for  these  by- 
products (especially  sulphuric  acid),  the  price  of  fuels  and  the  cost  of 
labour. 

Hea2)  roasting  of  himjy  ores  requires  a  great  deal  of  time,  with 
many  classes  of  ore  is  imperfect  in  its  results,  admits  of  no  condensa- 
tion or  utilisation  of  the  waste  gases,  and,  in  the  absence  of  adequate 
shelter,  entails  loss  of  copper  by  the  leaching  out  of  sulphate  in 
solution;  on  the  other  hand,  it  necessitates  but  small  prime  costs, 
does  not  need  much  labour,  and,  in  the  case  of  ores  rich  in  suliDhur, 
but  little  fuel.  With  highly  pyritic  ores,  which  do  not  decrepitate 
when  heated,  it  admits  of  the  removal  of  sufficient  sulphur,  of  the 
collection  of  a  small  part  thereof,  and  of  the  formation  of  kernels  rich 
in  copper. 

Heap  roasting  of  fines  necessitate  the  previous  agglutination  of 
these  and  therefore  a  heavy  outlay  for  labour ;  in  other  respects  it 
has  all  the  disadvantages  of  the  heap  roasting  of  lumps.    Pulverulent 
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fines  can  only  be  calcined  in  definite  proportions  with  lump  ore  by 
being  used  for  the  floors  and  covers  of  the  heaps  of  coarse  ore. 

Roasting  in  heaps  can  accordingly  only  be  applied  where  there  is 
no  demand  for  sulphuric  acid,  and  where  the  land  has  so  little  value 
that  damage  done  to  it  by  the  gases  evolved  is  of  no  consequence, 
whilst  wages  and  the  cost  of  fuel  are  high.  It  is  employed,  for 
instance,  in  the  Caucasus,  at  Roros  in  Norway  and  in  North  America. 
It  is  used  as  an  auxiliary,  in  the  second  roasting  of  lump  ores  that 
have  undergone  preliminary  calcination  in  shaft  furnaces,  but  that 
cannot  be  roasted  completely  in  them  on  account  of  a  deficiency  of 
sulphur. 

Roasting  in  stalls  requires  considerable  time,  though  less  than 
heajD  roasting,  needs  larger  capital  outlay  and  entails  higher  cost  of 
labour,  and  is  moreover  injurious  to  the  health  of  the  men  engaged 
in  emptying  the  stalls.  It  admits  of  the  sulphurous  gases  being  con- 
ducted aAvay  in  high  stacks  and  thus  being  in  part  rendered 
innocuous,  but  not  of  their  being  employed  in  the  manufacture  of 
sulphuric  acid.  If  the  draught  is  properly  regulated,  it  allows  of  a 
better  and  more  uniform  roasting  and  better  control  over  the  temper- 
ature than  in  heap  roasting.  Like  the  latter,  stall  roasting  admits  of 
being  carried  on  with  but  little  fuel  in  the  case  of  pyritic  ores,  of  the 
recovery  of  a  small  amount  of  sulphur  and  of  the  formation  of  kernels 
rich  in  copper.  Fines  can  be  roasted  in  stalls  under  the  same 
conditions  as  in  heaps. 

Stall  roasting  is  accordingly  preferable  to  heap  roasting.  It  is 
used  in  places  where  fuel  is  dear,  where  there  is  no  market  for 
sulphuric  acid  so  that  there  would  be  no  object  iu  its  manufacture, 
but  where  the  injurious  effects  of  the  sulphurous  gases  on  vegetation 
are  to  be  limited  as  far  as  possible  by  drawing  them  off  into  high 
stacks ;  or  again  where  fuel  is  dear  and  the  ores  low  in  sulphur ;  or 
where  kernel  roasting  is  found  necessary ;  and  finally  where  lumps, 
partly  roasted  in  shaft  furnaces,  require  a  further  calcination  to  a 
degree  not  attainable  in  such  furnaces. 

Sha/t  furnaces  are  used  for  ores  rich  in  sulphur,  both  coarse  and 
fine,  when  the  gases  evolved  are  to  be  converted  into  sulphuric  acid. 
A  necessary  condition  for  this  form  of  roasting  is  that  the  ores  shall 
contain  enough  sulphur  to  furnish  by  its  oxidation  the  heat  requisite 
for  the  continuance  of  the  operation ;  moveover  the  ore  must  not 
readily  fuse  nor  sinter,  nor  may  lump  ore  decrepitate  at  the  temperature 
of  calcination. 

The  advantages  of  shaft-furnace  roasting  are  the  condensation  and 
utilisation  of  the  gases  evolved,  and  the  complete  saving  of  all  fuel, 
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the  disadvantages  are  the  comparatively  small  output  of  such  furnaces 
and  the  high  cost  of  labour. 

Under  certain  circumstances,  especially  where  fuel  is  very  dear, 
wages  low,  and  the  ores  pulverulent,  these  furnaces  can  be  employed 
to  advantage  even  when  no  condensation  or  utilisation  of  the 
sulphurous  gases  is  to  be  attempted.  Of  course  in  these  cases,  the 
land  in  the  neighbourhood  of  the  smelting  works  must  possess  but  a 
low  value.  Such  a  case  occurs  in  the  Caucasus,  where  pyritic  copper 
ore  concentrates  are  roasted  in  Gerstenhofer  furnaces. 

Calcination  in  reverheratory  furnaces  excludes  the  possibility  of 
utilising  the  gases  evolved  for  the  manufacture  of  sulphuric  acid, 
requires  the  ores  to  be  first  pulverised,  and  occasions  considerable 
expense  in  fuel  and  in  labour  ;  on  the  other  hand,  it  is  rapid,  can  be 
adjusted  "with  precision  to  the  desired  degree  of  desulphurisation,  and 
is  the  best  method  for  removing  arsenic  and  antimony  from  the  ore. 
It  is  applicable  to  all  classes  of  ore,  and  has  been  considerably 
cheapened  of  recent  years  by  the  employment  of  automatic  calcining 
plant. 

It  should  be  emploj'ed  when  the  sulphurous  vapours  are  not 
required  to  be  utilised,  but  must  be  rendered  as  little  injurious  as 
possible  by  being  conducted  into  high  stacks ;  when  large  amounts 
of  copper  are  to  be  produced  rapidly ;  for  ores  that  are  not  suitable  to 
the  shaft  furnace  on  account  of  their  ready  fusibility,  their  tendency 
to  decrepitate,  or  their  too  low  sulphur  contents  ;  and  finally 
when  ores  have  to  be  exactly  desulphurised  to  a  definite  point. 

JLfJfie  furnaces  involve  high  costs  for  fuel  and  for  wages,  but 
admit  of  the  gases  evolved  being  utilised,  and  of  exactitude  in  the 
calcination.  Like  reverheratory  furnaces,  they  are  only  suited  to 
fine  ores.  They  are  employed  when  it  is  proposed  to  manufacture 
sulphuric  acid  from  ores  prone  to  sinter  or  to  decrepitate,  and  which 
cannot  therefore  be  treated  in  shaft  furnaces. 

HEAP  ROASTING 

Two  classes  may  be  distinguished,  normal  heap  roasting  and 
heap  i'oasting  with  the  production  of  kernels,  or  kernel  roasting. 
The  object  of  the  former  is  the  formation  of  oxides  and  the  retention 
of  a  certain  proportion  of  sulphides ;  that  of  the  latter  is  the  con- 
centration of  the  copper  of  the  ore  in  a  kernel  of  sulphides  that  forms 
in  the  centre  of  each  lump,  whilst  the  iron  in  the  form  of  oxide 
passes  into  the  shell  that  surrounds  the  kernel. 

Normal  roasting   may   be   applied   to   any    class  of  ore,   kernel 
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roasting  only  to  such   as   consist   of  a  mixture  of  iron  and  copper 
pyrites,  poor  in  copper,  and  are  free  from  any  admixture  of  gangue. 

Whilst  heap  roasting  is  generally  of  the  normal  type,  kernel 
roasting  is  only  employed  exceptionally,  because  of  the  heavy  losses 
of  copper  which  it  entails,  and  indeed  only  when  wet  and  dry 
processes  are  to  be  used  in  combination,  the  kernels  being  treated  by 
smelting,  whilst  the  shells,  after  removal  of  the  kernels,  are  treated 
by  wet  methods. 

NORMAL   HEAP    EOASTIXG 

The  heaps  are  built  up  on  a  bed  of  fuel  in  such  a  manner  that 
the  coarser  lumps  are  in  the  centre  of  the  jiile,  whilst  the  smaller  ore, 
in  continually  diminishing  sizes,  forms  the  exterior.  The  heap  is 
covered  with  a  layer  of  fines  or  concentrates,  and  a  similar  laver  is 
often  spread  on  the  floor  of  the  roasting  yB.vd  below  the  fuel,  so  that 
it  may  gradually  be  calcined. 

The  floor  is  made  of  granulated  or  crushed  slag,  of  fines,  roasted 
fines,  or  of  clay.  Generally  a  bed  of  clay  is  laid  upon  the  slag,  and  a 
bed  of  calcined  fines  upon  this.  It  is  advisable  to  cut  drains  above 
the  heaps,  so  as  to  prevent  water  having  access  to  them,  and  leachino- 
out  copper  sulphate.  In  dry  climates  the  roasting  yard  is  open  to 
the  air ;  in  wet  districts  it  is  preferable  to  conduct  the  calcination,  at 
any  rate  of  the  first  and  second  mattes,  under  shelter,  in  a  so-called 
roasting- shed.  With  ores  containing  more  than  12  per  cent,  of 
sulphur,  this  suffices  to  maintain  a  roasting  temperature,  and  the  bed 
alone  need  consist  of  fuel;  with  ores  containing  under  12  jDer  cent, 
of  sulphur,  there  should  be  one  or  more  layers  of  fuel  in  the  body  of 
the  heap.  This  precaution  is  also  necessary  in  the  presence  of 
larger  quantities  of  arsenic,  antimony  and  zinc.  The  salts  formed  by 
the  calcination  of  these  metals  are  best  got  rid  of  by  a  layer  of  charcoal 
in  the  pile. 

The  bed  is  best  built  of  cord  wood ;  in  its  absence,  brushwood, 
heather,  or  coal  can  be  employed.  Draught  channels  must  be  left 
in  the  bed,  which  in  case  of  need  are  made  to  communicate  with 
small  flues  constructed  in  the  heaps. 

The  size  of  the  heaps  depends  on  the  sulphur  contents  of  the 
ores,  and  on  the  time  that  the  heap  can  be  allowed  to  burn  so  as  to 
maintain  an  uninterrupted  supply  of  calcined  ore  for  the  smelting 
furnace.  The  higher  the  heap,  the  better  and  the  more  vigorously 
does  it  burn,  but  the  longer  is  the  time  required  for  calcination,  this 
depending  far  more  on  the  height  of  the  pile  than  on  its  area. 

Higher  heaps  are  accordingly  built  for  ores  poor  in  sulphur  than 
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for  the  more  sulphuretted  ones.  If  there  is  not  much  time  available, 
and  the  ores  are  rich  in  coj)iDer,  the  heaps  will  be  lower  than  when 
the  reverse  is  the  case.  In  general  the  height  of  heaps  varies 
between  5  feet  9  inches  and  8  feet  8  inches ;  above  the  latter  figure, 
the  construction  of  the  piles  becomes  too  difficult.  Ores  low  in 
sulphur  should  therefore  be  made  into  heaps  7  feet  6  inches  to  7  feet 
9  inches  high,  whilst  with  ores  containing  over  35  per  cent,  of  sulphur, 
the  heaps  may  be  kept  lower.  A  heap  6  feet  6  inches  high  rec^uires 
about  70  days  for  its  calcination ;  if  the  height  be  diminished,  the 
period  can  be  correspondingly  shortened. 

According  to  experiments  of  Peters,^  the  relation  between  the 
time  required  and  the  height  of  the  heaps  for  a  first  roasting,  with 
ores  containing  varying  amounts  of  copper  and  sulphur,  is  given  in 
the  following;  table  : — 


Height  ^-  ^  -  '.  Per  cent.    Per  cent. 

>atm-eofore.  Siilphiir.  ,   Copper. 


feet. 


Pyrites 39  6^ 

Chalcopvrite,  -with    little   pvrites   and 

quartz ' 18  14-.3 

Bornite  and  pyrites 31  21  '4 

5h     Same  as  No.  1 39  Gi 

5i         „  ,,     -2 IS  l-t-3 

5|         „  .,3 31  21-4 

6  ,,  ,,1      39  (H 

6  ,,  ,,2 18  14-3 

6  ,,  ,,     3     .    .    . 31  21-4 

7  ,,  ,,1,  much  matted 39  6^ 

7  ,,  „     3 31  2r4 

7^      Copper  glance  and  pyrites  in  quartz  .    .  20  23  4 


Days 
burn- 
ing. 

No. 

sam 

of 

.le. 

54 

No. 

1 

41 

•> 

.33 

3 

66 

4 

50 

O    1 

65 

6 

72 

1 

61 

8 

74 

9 

94 

10 

86 

11 

54 

12 

The  heaps  are  built  in  the  shaj^e  of  a  truncated  square  pyramid. 
The  experience  of  many  years  in  the  United  States  has  shown  that, 
if  sufficient  ore  is  available,  they  should  not  be  under  43  feet  long  by 
25  feet  6  inches  in  width.  A  heap  of  these  dimensions  and  G  feet 
6  inches  high  will  contain  about  218  tons-  of  pyritic  ores,  and  will 
burn  continuously  for  seventy  days.  Smaller  heaps  require  com- 
paratively more  labour  and  fuel,  whilst  large  heaps  85  feet  x  42  feet 
6  inches  in  area  and  8  feet  3  inches  in  height,  containing  300  to  400 
tons,  give  conespondingly  better  results  in  practice.  At  Koros  in 
Norway  the  best  results  are  obtained  with  heaps  of  400  to  500  tons. 

The  construction  of  the  heaps  is  commenced  by  laying  a  bed  of 
fuel ;  according  to  the  richness  of  the  ore  in  sulphur  and  the  quality 

^  Modern  CopjJ^r  Smeltinij,  seventh  edition,  1895,  p.  114. 

-  The  ton  here  referred  to  is  the  metric  ton,  equal  to  0'9S4  statute  ton. 


COPPER 


31 


of  the  wood,  the  height  of  the  bed  may  vary  between  8  and  15  inches. 
Draught  channels,  6  to  7  inches  wide,  must  be  left,  at  about  8  to 
10  feet  apart,  and  filled  with  easily  inflammable  material;  then 
chimneys  made  of  boards,  sticks  or  old  iron  are  built  up,  the  number  of 
which  will  depend  on  the  dimensions  of  the  heap.  Thus  a  heap 
43  feet  by  25  feet  6  inches,  holding  218  tons,  should  have  three 
chimneys  along  the  central  line  about  9  inches  square  in  plan.  The 
sides  of  the  heaps  should  have  such  an  inclination  that  the  ore  will 
lie  without  rolling  down.  In  order  to  maintain  a  o-ood  drauuhtand  to 
secure  a  good  roast,  the  wooden  bed  should  project  some  1-1  inches 
beyond  the  outside  edge  of  the  ore.  In  the  United  States  the  con- 
sumption of  fuel  is  12  cords  (1  cord  =  128  cubic  feet),  to  218  tons  of 
ore.  The  best  and  cheapest  way  of  dumping  the  ores  upon  the  bed, 
is  by  means  of  waggons  running  on  rails  at  a  given  height  above  the 
level  of  the  yard,  the  rails  being  carried  on  trestles  down  the  central 
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RAILWAY  TO   SMELTEHS 


Figs.  1  and  2. 


line  of  the  heap.  Portable  turntables  are  placed  on  the  track,  which 
can  be  connected  to  lengths  of  movable  track  resting  upon  portable 
trestles.  By  means  of  this  arrangement,  which  has  given  great  satis- 
faction in  the  United  States,  the  ore  can  be  dumped  at  any  point  of 
the  pile.  The  general  disposition  is  shown  in  Figs.  1  and  2.  The 
roasted  ores  are  loaded  on  to  waggons  running  on  rails  at  the  level 
of  the  charging  doors  of  the  blast  furnaces. 

The  coarsest  ore  is  first  dumped  on  the  bed,  then  the  smaller 
sizes  (raggings),  and  finally  the  fines.  In  the  above  figures,  c  is  the 
coarse  ore,  o  the  ragoincrs,  and  a  the  covering  of  fines.  The  latter  is 
of  special  importance  in  obtaining  satisfactory  results ;  the  best 
thickness  can  only  be  learnt  by  experience.    Peters  (loc.  cit.)  considers 
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10  per  cent,  of  the  total  weight  of  the  ore  to  be  sufficient.  It  is  best 
only  to  lay  the  covering  of  fines  after  the  pile  has  been  lit,  so  as 
not  to  interfere  with  the  uniform  distribution  of  the  fire  through 
the  heap. 

With  ores  containing  large  quantities  of  j^y rites,  a  small  proj)or- 
tion  of  its  sulphur  contents  can  be  collected.  In  this  case,  after  the 
heap  has  been  lit  for  a  week,  hemispherical  cavities  are  hollowed  out 
in  the  cover,  about  12  inches  in  diameter  and  6  to  8  inches  d^ep, 
lined  with  raw  or  calcined  fines.     In  these  a  portion  of  the  sulphur 
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condenses,  that  has  been  distilled  out  from  the  i^yrites  by  the  hot 
air  that  has  been  deprived  of  its  oxygen  in  the  lower  part  of  the  heap, 
or  by  the  hot  sulphur  dioxide.  As  the  greater  part  of  the  sulphur 
present  is  oxidised,  the  amount  collected  in  these  cavities  is  but 
small,  and  forms  only  a  fraction  of  a  j^er  cent,  of  the  sulphur  contents 
of  the  ore.  Moreover,  the  sulphur  so  obtained  is  very  impure,  and  has 
to  be  refined  before  it  can  be  used,  so  that  no  profit  to  speak  of  is 
attainable  by  this  method  of  collecting  sulphur. 

The   arrangement   of  a  heap   for   sulphur   getting  is  shown    in 


COPPER  33 

Figs.  3  and  4 ;  r  is  the  bed  of  fuel,  D  the  cover,  v  the  cavities  for 
collecting  the  sulphur. 

If  the  temperature  of  the  heap  is  too  high,  either  on  account  ot 
too  big  a  bed,  or  of  too  strong  or  too  weak  a  draught,  a  part  of  the 
sulphide  of  copper  melts  together  with  a  part  of  the  sulphide  of  iron, 
and  collects  as  a  dense  layer  on  the  floor  of  the  heap  (called  heap- 
matte  in  America).  This  heap-matte  is  richer  in  copper  than  the 
rest  of  the  heap,  and  must  be  roasted  further  by  itself.  When  still 
richer  in  copper,  it  can  be  looked  upon  and  treated  as  furnace 
matte. 

When  the  roasting  is  skilfully  conducted,  it  is  possible  to  obtain  90 
per  cent,  of  the  ore  ready  for  the  smelter,  whilst  10  per  cent,  has  to 
be  roasted  again ;  the  greater  part  of  this  latter  amount  usually  con- 
sists of  fines. 

Well  roasted  ore  should  have  an  earthy  fracture  and  a  brownish 
black  colour ;  this  colour  indicates  a  large  proportion  of  ferrous 
oxide,  whilst  a  red  colour  indicates  that  very  much  ferric  oxide  is 
present.  Sintered  porous  masses  consist  of  silicates  from  which  the 
suljahides  have  been  liquated  out,  these  latter  appearing  as  dense 
fused  masses  with  metallic  lustre  on  fracture. 

The  degree  of  desulphurisation  of  ores  roasted  in  heaps  is  not 
easy  to  determine,  because  it  is  both  difficult  and  expensive  to  get 
accurate  average  samples.  According  to  Peters  ^  a  300  ton  heap  of 
pyritiferous  chalcopyrite  from  Ely  Mine,  Vermont,  showed  the 
following  composition  before  and  after  calcination  : — 

Before  After 

calcination.  calcination. 

Sulphur  .     .     .     .32*6  per  cent 7'4  per  cent. 

Copper    ....     8-2         „  ....     91 

Insoluble  residue  .  27*0         „  ....  31*1         ,, 

Of  the  copper  present,  there  was  in  the  form  of 

Sulphate 1'3  per  cent. 

Oxide 2-1 

Sulphide 5 '7         ,, 

Imperfectly  roasted  pieces  are  picked  out  and  calcined  a  second 
time,  the  second  calcination  being  generally  performed  under  cover  ; 
this  second  calcination  is,  generally  speaking,  sufficient.  With  ores  that 
are  difficult  to  roast,  a  third  fire  may  be  required  for  «uch  lumps  as 
were  not  properly  calcined  in  the  second ;  the  second  and  third 
calcinations  last  only  a  few  weeks  as  a  rule. 

1  Op.  cit.  p.  1,33. 
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The  consumption  of  fuel  varies  within  wide  limits,  depending 
upon  the  percentage  of  sulphur  in  the  ore,  the  size  of  the  heaps  and 
the  number  of  calcinations  required.  In  the  United  States,  with 
pyritiferous  ores,  burnt  in  heaps  of  218  tons,  5  cords  of  wood  are 
consumed  for  every  100  tons.  In  the  Upper  Harz,  copper  pyrites 
with  an  average  of  18  per  cent,  of  metal  was  roasted  in  heaps  of 
108  to  117  tons  at  one  operation,  lasting  8  to  13  weeks,  with  a  con- 
sumption of  18  to  24  tons  of  wood.  At  Fernezely  near  Nagybanya 
in  Hungary,  whilst  the  author  was  there,  pyrites  were  calcined  in 
heaps  of  120  to  240  tons,  consisting  of  three  layers  of  a  mixture  of 
coarse  ore  and  fines.  For  each  10  tons  of  ore,  406  cubic  feet  of  wood 
and  137  bushels  of  charcoal  were  used  ;  at  present  heap  roasting  has 
been  replaced  at  this  locality  by  shaft-furnace  roasting.  At  Roros  in 
Norway,  pyritic  ores  with  5  per  cent,  of  copper  and  35  per  cent,  of 
sulphur  are  roasted  in  heaps  5  feet  9  inches  high,  23  feet  wide  and 
49  to  98  feet  long,  containing  not  less  than  250  tons;  500  tons  are 
found  to  give  the  best  results.  A  roasting  lasts  5  to  6  weeks  and 
reduces  the  sulphur  contents  to  5'6  per  cent. 

A  peculiar  method  of  roasting  is  that  introduced  in  1888,  at  the 
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works  of  the  Canadian  Copper  Company  at  Sudbury  in  Ontario,  by 
Peters  and  MacArthur,  and  known  as  the  V-method  (Peters,  loc.  cit.). 
It  consists  in  uniting  two  heaps  that  are  burning,  by  the  introduction 
of  a  third  heap  between  them.  After  two  adjacent  heaps  have  been 
burning  for  a  fortnight,  a  third  heap  is  built  between  them ;  a  bed 
of  wood  is  laid  between  the  longer  sides  of  these  two  first  heaps,  and 
the  ore  is  dumped  upon  it  as  quickly  as  possible.  The  arrangement  is 
shown  in  Fig.  5,  where  A  and  B  are  the  two  original  adjacent  heaps, 
and  C  the  heap  erected  between  them. 

After  the  latter  has  been  lit,  the  neighbouring  side  walls  of  the 
older  heaps  also  take  fire  and  calcine  thoroughly.  The  percentage  of 
imperfectly  roasted  ore  is  therefore  much  less  than  in  the  case  of  the 
ordinary  method,  whilst  the  capacity  of  the  roast-yard  is  corre- 
spondingly increased.  This  system  is  said  to  have  given  great 
satisfaction. 

KERNEL   ROASTING 

This  method  is  only  applicable  to  mixtures  of  pyrites  and  chalco- 
pyrite  that  are  free  from   gangue   and    do  not    decrepitate.     It  is 
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performed  by  greatly  prolonging  the  operation  of  calcination  by 
means  of  checking  the  draught.  In  this  process,  the  sulphide  of 
iron  is  directly  oxidised  in  consequence  of  the  great  affinity  of  iron 
for  oxygen,  whilst  the  sulphide  of  copper  remains  undecomposed  on 
account  of  the  great  affinity  between  copper  and  sulphur.  The  heat 
developed  by  the  oxidation  of  the  sulphide  of  iron  suffices  to  welt 
the  sulphide  of  copper;  the  latter  penetrates  through  the  porous 
crust  of  oxide  of  iron  produced  by  the  oxidation  of  the  sulj)hide  of 
iron,  into  the  interior  of  the  lumps  and  there  unites  with  the  still 
undecomposed  sulphides.  Underneath  the  porous  crust  of  oxide  of 
iron  there  is  thus  formed  first  of  all  a  thin  dense  layer  of  the 
colour  of  chalcopyrite,  surrounding  the  still  undecomposed  ore.  This 
layer  advances  into  the  lump  as  the  crust  gets  thicker,  and  shows 
where  in  contact  with  the  crust,  first  a  violet  colour,  becoming  blue, 
then  gray,  and  finally  bronze  coloured.    These  various  rings  gradually 
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advance  into  the  interior  of  the  lump,  which  finally  also  becomes  bronze 
coloured.  The  bronze-coloured  kernels  consist  of  sulphide  of  copper 
with  but  little  sulphide  of  iron.  As  soon  as  all  the  latter  has, 
however,  been  completely  oxidised,  the  former  may  also  be  attacked 
if  the  calcination  is  carried  too  far.  Cuprous  oxide  is  thus  formed, 
and  this  reacts  with  a  portion  of  the  sulphide  forming  metallic  copper 
and  sulphurous  anhydride.  The  advance  of  the  sulphides  at  various 
stages  of  the  roasting  is  shown  in  Figs.  6  to  8. 

In  Fig.  6,  the  lump  of  ore  has  been  exposed  to  calcination  for  a 
short  time  only  ;  a  is  the  porous  crust  of  oxide  of  iron,  r  is  the  ring  of 
fused  sulphides,  and  S  is  the  kernel  consisting  of  undecomposed  sul- 
phides. In  Fig.  7,  the  roasting  has  been  continued  for  some  weeks 
the  letters  bearing  the  same  meaning  as  in  Fig.  6 ;  the  kernel  of 
undecomposed  sulphides  has  grown  smaller,  whilst  the  ring  of  fused 
sulphides  has  increased  in  breadth.  Fig.  8  shows  a  piece  of  ore  when 
the  roasting  is  completed ;  the  kernel  of  undecomposed  sulphides  has 
disappeared  and  is  replaced  by  a  small  kernel  (^')  of  fused  sulphides  of 
the  colour  of  chalcocite,  surrounded  by  a  porous  reddish-brown  crust 
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(c)  of  oxide  of  iron.  If  the  roasting  were  now  carried  still  further,  a 
kernel  very  rich  in  copper  Avould  be  segregated,  and  finally  metallic 
copper  would  be  reduced  from  it. 

The  oxidation  of  the  sulphide  of  iron  in  the  interior  of  the  lumps 
of  ore  is  brought  about  chiefly  by  sulphur  trioxide  in  a  state  of  vapour 
produced  during  the  roasting,  the  interior  of  the  lumps  being  filled 
with  vapours  of  this  gas  and  of  sulphur. 

If  the  roasting  is  properly  conducted,  the  products  will  be  kernels 
containing  from  7  to  60  per  cent,  of  copper  according  to  the  richness 
of  the  ore,  and  crusts  carrying  only  a  few  per  cents,  of  copper  as 
sulphate  and  oxide.  The  kernels  must  be  separated  from  the  crusts 
by  hand,  and  it  is  impossible  to  prevent  some  portions  of  the 
sulphides  from  adhering  to  the  crusts. 

The  kernels  are  treated  in  the  dry  way ;  if  their  copper  contents 
are  low,  they  are  smelted  for  matte  with  or  without  previous  calcina- 
tion; if  high  they  are  roasted  dead  and  smelted  for  coarse  copper. 
The  crusts  are  treated  in  the  wet  way,  the  sulphate  of  copper 
being  leached  out,  and  the  copper  in  solution  precipitated  by  means 
of  iron. 

Kernel  roasting  has  been  employed  at  Agordo  in  the  Venetian 
Alps,  Wicklow  in  Ireland,  Foldal  in  Norway,  and  Kedabeg  in  the 
Caucasus.  It  has  been  abandoned  in  most  places  on  account  of  its 
slowness,  of  the  serious  loss  of  copper  due  to  the  retention  of  oxide  and 
more  particularly  of  sulphide  of  copper  in  the  crusts,  and  of  the  high 
cost  of  separating  the  kei'nels  from  the  crusts,  which  latter  operation 
can  only  be  performed  by  hand.  It  may,  however,  be  of  value  in 
uncultivated  districts  where  fuel  is  dear  and  labour  cheap,  where 
cupriferous  pyrites  can  find  no  market,  and  cannot  be  employed  in 
sulphuric  acid  manufacture. 

At  Agordo,  where  the  author  first  studied  this  process,  cupriferous 
pyrites  with  2  per  cent,  of  metal  was  treated  by  it.  The  mineral  was 
laid  upon  a  bed  of  wood  so  as  to  form  heaps  of  250  to  800  tons,  23 
feet  long,  20  feet  broad,  and  8h  feet  high.  The  draught  was  checked 
by  means  of  walls  of  small  ore  built  into  the  heap  itself,  and  by 
covering  the  latter  with  two  layers,  the  first  of  small  ore,  and  the 
second  of  leached  crusts,  each  1  foot  in  thickness.  The  bed  of  wood 
was  laid  upon  a  foundation  of  leached  crusts,  filled  into  a  pit  in  the 
ground  6i  feet  deep.  Logs  of  wood  were  set  in  the  latter,  3  feet  apart ; 
when  the  heap  was  lit,  these  logs  caught  fire  and  burnt,  thus  forming 
airways  for  the  admission  of  air  into  thebeap.  The  walls  for  checking 
the  draught  only  started  about  2  feet  above  the  level  of  the  ground, 
and  were  run  parallel  to  the  longer  side  of  the  heap.     In  the  upper 
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layer   of   the   covering,   hemispherical    cavities   were    made    for    the 
collection  of  sulphur. 

Fig,  9  shows  the  arrangement  of  such  a  heap  ;  a  are  the  logs 
of  wood  inserted  in  the  crusts ;  h  are  stones  to  support  the  covering ; 
c  are  the  walls  of  small  ore  ;  d  are  the  cavities  for  the  collection  of 
sulphur  ;  /j  is  the  covering  of  small  ore  ;  i  of  leached  crusts.  The 
heap  was  lit  from  the  four  corners  ;  after  5  to  6  weeks  sulphur  began 
to  collect  in  the  cavities.  It  was  ladled  out  and  refined  by  remelting 
in  iron  pans.  It  continued  to  condense  up  to  6  weeks  before  the  end 
of  the  calcination,  which  lasted  in  all  8  to  10  months,  A  200  ton 
heap  would  consume  212  cubic  feet  of  wood.  When  the  roasting  was 
finished  the  heap  was  allowed  to  cool  for  a  month,  and  the  lumps 
were  then  sorted  by  hand,  boys  being  employed.  Some  of  the 
sulphides  necessarily 
remained  adlierent  to 
the  crusts,  whilst  all  of 
the  latter  material  was 
not  separated  clean,  on 
the  other  hand,  from 
tlie  kernels.  The  pro- 
ducts were  87  per  cent, 
crust  and  13  per  cent 
kernels,  containing  on 
the  average  6  per  cent, 
of  copper,   the   poorer 

ores  yielding  kernels  with  3'45  per  cent.,  and  the  richer  ores  kernels 
with  9  to  10  per  cent,  of  copper. 

In  Norway,  ores  with  i  to  1  per  cent,  of  copper  yielded  kernels 
with  7  to  15  per  cent,  of  metal. 

In  the  Caucasus,  where  the  author  introduced  kernel  roasting, 
ores  containing  7  to  10  per  cent,  yielded  kernels  Avith  35  to  45  per 
cent,  of  copper  after  six  months  roasting.  The  crusts  contained 
3  to  4  per  cent,  of  copper,  whereof  2i  to  3  per  cent,  was  in  the  form 
of  sulphate  and  I-  to  1  per  cent,  in  that  of  oxide. 


Fig.  0. 


HEAP    ROASTING    OF   FINES 

can  only  be  performed  when  these  are  first  agglomerated  into  lumps 
and  then  thoroughly  dried.  The  cementing  material  used  is  a  solu- 
tion of  green  vitriol  (sulphate  of  iron)  either  by  itself  or  with  the 
addition  of  a  little  clay.  As  this  agglomeration  requires  a  consider- 
able outlay  for  wages,  this  method  is  never  used  except  when  the 
object  is  to  convert  the  copper  into  sulphate  for  its  extraction  in  the 
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wet  way.  Otherwise  it  is  preferable  to  calcine  the  fines  or  concen- 
trates in  shaft,  reverberatory  or  muffle  furnaces,  or  to  smelt  them  raw. 
This  process  of  agglomerating  concentrates  into  lumps,  and  heap 
roasting  them  so  as  to  form  sulphate  of  copper  was  employed,  e.g.  at 
Agordo,  for  concentrates  of  cupriferous  pyrites  poor  in  copper. 

REMOVAL  OF  BITUMEN  FROM  COPPER  ORES  BY  HEAP  ROASTING 

Certain  cupriferous  schists  contain  bituminous  matter  that  has  an 
injurious  effect  upon  the  smelting  process,  and  which  must  therefore 
be  removed  before  the  ores  can  be  smelted ;  the  only  practicable  way 
of  removing  this  bitumen  is  by  roasting  the  ore  in  heaps.  Such  ores 
are  the  copper-schists  (^Kupferscliicfer)  raised  from  the  mines  of  the 
Mansfeld  Company  ;  they  are  bituminous  marly  schists  with  1"8  to 
3'7  per  cent,  of  copper  and  a  small  proportion  of  silver  (O'oS  to  0'58 
per  cent,  of  the  copper  contents).  They  are  roasted  in  heaps  merely 
with  the  object  of  getting  rid  of  the  bituminous  matter,  because  this 
would  otherwise  entail  a  larger  consumption  of  fuel  on  smelting 
in  the  shaft  furnace  and  would  make  the  slag  difficultly  fusible  and 
richer  in  cojjper.  But  for  this,  the  schists  would  be  smelted  raw  so 
as  to  collect  the  small  percentage  of  copper  that  they  carry  into  a 
matte.  Formerly  the  schist  used  to  be  burnt  in  heaps  of  1,200  to 
1,500  tons,  an  operation  that  occupied  about  six  months ;  now  how- 
ever long  narrow  heaps  of  at  most  600  tons  are  employed,  which  can 
be  completely  roasted  in  four  weeks,  so  that  the  amount  of  working 
capital  engaged  has  been  considerably  diminished.  No  bed  of  fuel  is 
required,  as  there  is  sufficient  bitumen  in  the  copper  schists  to  main- 
tain combustion  ;  to  start  the  fire  a  layer  of  brushwood  is  laid  round 
the  foot  of  the  pile.  The  mine-smalls  are  made  into  briquettes  by 
being  mixed  with  tar  and  moulded  in  a  press,  and  these  briquettes 
are  intermixed  with  the  pieces  of  schist  in  the  heaps. 

This  burning  or  calcination  does  not  produce  any  alteration 
in  the  chemical  composition  of  the  metallic  sulphides  contained  in 
the  schist,  as  in  the  case  of  ordinary  roasting,  but  only  frees  the  schist 
from  bitumen,  and  at  the  same  time  expels  moisture  and  carbon 
dioxide  from  it. 

ROASTING   IN   STALLS 

This  method  is  applied  for  both  normal  and  kernel  roasting. 
Stalls  may  be  classified  as  being  with  or  without  beds  of  fuel,  open 
or  closed,  with  or  without  flues  and  stacks.  The  horizontal  section 
of  stalls  is  rectangular,  square  or  circular;  the  latter  form  is 
the  rarest.     It  is  employed  for  roasting  niercurial   copj^er    ores  in 
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Hungary  (Stephanshlitte,  near  Gollnitz),  and  for  pyritic  copper  ores 
at  small  works  in  Transcaucasia  (Allawerdi,  Karabach).  The  rectan- 
gular shape  is  generally  preferred  because  such  stalls  [take  up  less 
space  when  grouped  together,  the  products  of  combustion  are  more 
easily  led  away  and  they  are  more  convenient  for  filling  and 
emptying. 

The  conditions  for  stall  roasting  are  the  same  as  for  heap  roasting'; 
the  former  however  requires  less  time  if  the  draught  is  properly 
regulated,  and  allows  the  gases  generated  to  be  carried  oS"  by  stacks. 
The  advantages  of  rapid  and  uniform  roasting  can  however  only  be 
obtained  when  stacks  are  employed  and  the  draught  is  carefully 
attended  to.  Stalls  with  an  imperfect  draught,  such  as  are  often 
found,  give  results  much  less  favourable  than  heap  roasting,  hence 
such  stalls  have  often  been  abandoned  in  favour  of  heaps.  The 
larger  the  stalls,  the  more  difficult  is  the  proper  regulation  of  the 
draught,  hence  stalls  should  be  of  moderate  dimensions  to  ensure 
rapid  and  good  roasting.  Stalls  without  flues  or  stacks  need  as  much 
time  as  does  roasting  in  heaj)s,  and  their  only  effect  is  to  protect  the 
burning  pile  against  wind  and  weather,  to  keep  the  heat  together 
better,  and  to  prevent  the  sulphate  formed  from  being  leached  out  by 
rain. 

Hence  instead  of  large  stalls,  a  greater  number  of  smaller  stalls, 
Avith  flues  leading  into  stacks  with  a  good  draught,  should  be  em- 
ployed ;  these  stacks  should  be  from  QQ  to  82  feet  high,  insufficient 
height  being  indicated  by  the  undue  prolongation  of  the  roasting. 
Stalls,  that  are  open  above,  are  closed  airtight  by  a  layer  of  smalls  or 
concentrates ;  in  some  places  a  sheet-iron  cover  is  used.  The  open 
front  side  is  closed  by  a  temporary  dry-stone  wall,  provided  with 
openings  for  the  admission  of  air  or  with  a  similar  wall  constructed 
of  large  lumps  of  ore  or  of  matte.  It  is  also  advisable  to  have  air 
openings  in  the  side  walls,  which  are  in  communication  with  an  air 
passage  running  the  length  of  each  wall.  The  back  of  the  stall  forms 
a  part  of  one  of  the  side  walls  of  the  flue  leading  to  the  stack,  there 
being  a  series  of  rectangular  openings  that  connect  the  stalls  with 
the  main  flue.  In  all  large  works  two  rows  of  stalls  are  built  back 
to  back  so  as  to  have  the  main  flue  between  their  rear  walls.  The 
dimensions  of  such  stalls  will  vary  within  certain  limits  with  the 
sulphur  contents  of  the  ores.  Ores  rich  in  sihca  and  poor  in  sulphur 
require  higher  and  wider  stalls  than  do  ores  rich  in  sulphur  and  poor 
in  silica.  In  Montana  the  best  dimensions  for  ores  with  a  medium 
proportion  of  pyrites  (80  per  cent,  of  sulphur)  have  been  found  to 
be  :  length  8  feet  in  the  clear,  width  6|  feet  in  the  clear,  height  6 


40 


METALLURGY 


feet.  Such  stalls  take  20  tons  of  ore,  which  can  be  completely 
roasted  in  10  days.  With  the  above  proportion  of  sulphur,  larger 
stalls  are  found  to  take  more  time  and  give  inferior  results. 

As  an  example  of  the  above-described  small  stalls  with  stacks, 
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Fig.  10. 


those   used  by   the  Parrot  Silver  and  Copper    Company  of   Butte 
Montana,  may  be  instanced,  which  the  author  had  an  opportunity  of 
examining;  they  are  shown  in  Figs.  10  and  11.     They  are  built  of 
slacr  bricks,  without  any  ironwork  for  anchoring,  and  are  arranged  in 
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two  rows  so  that  the  main  flue  runs  between  the  back  walls  of  these 
rows.  The  stalls  are  filled  in  the  manner  described  under  heap 
roasting,  by  means  of  a  high  level  railway  track  and  portable  turn- 
tables and  branch  tracks. 

In  the  figures,  K  is  the  flue  built  with  clay  mortar,  running  between 
the  two  rows  of  stalls,  2  feet  Avide  in  the  clear  which  leads  the 
products  of  combustion  to  the  stack  E,  82  feet  high,  3  feet  6  inches 
square  inside  measurement.  The  flue  is  covered  over  by  a  brick  arch  ; 
together  with  the  stack  it  suffices  for  the  requirements  of  two  rows, 
each  of  25  stalls.  Each  stall  is  8  feet  long,  6  feet  6  inches  wide  and 
6  feet  high  inside  measurements ;  /•  v  v  are  small  flues  in  the  rear 
wall,  that  convey  the  gases  produced  during  calcination  into  the 
main  flue  K.  There  are  nine  of  these  flues  in  each  stall  at  three 
different  levels,  as  .shown  in  Fig.  11 ;  each  flue  is  6  inches  wide  by 
2  inches  high.  There  are  similar  openings  o  o  o  in  the  side  "walls  of 
each  stall.  With  the  exception  of  the  end  walls  of  each  row,  in 
which  these  apertures  are  in  direct  connection  with  the  air,  these 
openings  are  supplied  with  air  by  means  of  longitudinal  flues  in  each 
wall,  which  flues  are  divided  lengthways  by  a  partition,  so  that  the 
air  makes  its  way  along  them  into  each  pair  of  stalls  that  have  a 
common  side  wall.  These  longitudinal  flues  do  not  continue  into 
the  main  flue.  The  draught  is  regulated  partly  by  a  damper  in  the 
latter,  and  partly  by  more  or  less  blocking  the  flues  in  the  rear  wall 
by  means  of  bricks. 

Each  stall  holds  20  tons  of  ore,  which  is  calcined  in  10  days. 

On  the  level  floor  of  the  stall,  three  channels  parallel  to  the 
longer  side  of  the  stall  are  built  wnth  lumps  of  raw  ore  and  filled  and 
surrounded  with  easily  inflammable  wood.  The  bed  of  wood  proj)er, 
which  should  consist  of  proportionately  small  pieces,  is  then  laid  over 
and  between  these  channels,  and  the  ore  is  charged  upon  it.  From 
time  to  time  logs  of  wood  are  placed  against  the  side  and  back  walls 
to  ensure  a  uniform  propagation  of  the  fire.  The  coarsest  lumps  of 
ore  come  first,  upon  these  smaller  ores,  then  a  cover  of  fines,  and  a 
second  cover  of  roasted  fines.  A  layer  of  chij)s  of  wood  is  often  laid 
beneath  the  raw  fine  ore  to  promote  its  calcination.  The  front  of 
the  stall  is  closed  by  a  wall  of  lumps  of  raw  ore  or  of  bricks  laid  dry, 
the  necessary  air  openings  being  left  in  either  case. 

When  calcination  has  been  started  by  lighting  the  stall,  and  the 
draught  is  duly  regulated,  the  normal  j^rogress  of  the  roasting  may 
be  recognised  by  a  .slow  rising  of  the  covering.  The  volume  of  the 
ore  is  increased  by  calcination ;  since  it  cannot  produce  lateral  ex- 
pansion, as  in  the  case  of  heap  roasting,  because  the  walls  prevent  it, 
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the  mass  of  ore  has  to  expand  vertically  upwards.  The  total  amount 
of  such  expansion  is  about  1  foot  in  the  case  of  pyritic  ores,  and  may 
be  as  much  as  3  inches  in  2-i  hours. 

When  the  draught  is  properly  regulated  the  results  are  identical 
■with  those  of  good  heap  roasting.  If  the  stack  is  low  and  the 
draught  therefore  feeble,  the  operation  takes  correspondingly  longer. 
With  pyritic  ores  the  consumption  of  wood  is  very  small ;  in  the 
above  stalls,  with  ores  containing  80  per  cent,  sulphur  and  25  per 
cent,  silica,  it  amounts  to  i  cord  for  20  tons  or  O'Ol  cord  per  ton. 


Fig.  13. 


Larger  stalls  with  a  horizontal  floor  and  without  stack  were  for- 
merly, and  still  are,  often  used,  although  calcination  is  effected  less 
perfectly  and  with  greater  consumption  of  fuel  in  them  than  in  the 
smaller  stalls  fitted  Avith  flues  and  stacks.  These  larger  stalls  were 
used,  e.g.  in  Sweden,  where  they  were  13  feet  6  inches  to  15  feet  long, 
10  feet  to  11  feet  6  inches  wide  and  4  feet  to  6  feet  high.  The  ores 
contained  in  addition  to  a  small  amount  of  copper  pyrites,  iron  pyiites, 
and  blende  at  Atvidaberg,  together  with  galena  at  Fahlun.  The 
roasting,  with  one  fire,  took  4  to  6  weeks,  each  stall  holding  about 
75  tons  of  ore,  and  using  283  cubic  feet  of  firewood.  The  arrange- 
ment of  a  row  of  stalls  of  this  type  is  shown  in  Figs.  12  and  13  ;  in  the 
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former  the  front  of  the  stall  is  wholly,  in  the  latter  partly,  open.  In 
either  case  the  opening  is  closed  by  a  temporary  wall,  as  shown  in 
Fig.  12,  whilst  the  gases  evolved  escape  through  the  covering. 

Stalls  worked  without  a  bed  of  fuel,  so-called  Wellners  or  Freiberg 
stalls,  have  an  inclined  floor,  and  may  or  may  not  be  provided  with  a 
stack.  A  stall  of  the  latter  type  is  shown  in  Fig.  14,  It  consists  of 
two  halves  A  and  B,  which  are  alternately  charged  with  ore  through 
the  doorAvay  o.  In  each  of  the  narrower  sides  there  are  four  fire- 
grates r,  by  means  of  which  the  ore  is  fired.  When  the  stalls  are 
being  filled,  channels  are  formed  in  the  prolongation  of  these  grates 
by  means  of  lumps  of  raw  ore,  through  which  the  products  of  com- 
bustion pass  into  the  heap  to  escape  through  the  covering  of  the  ore. 
After  the  stall  is  filled,  firing  is  kept  up  until  the  bottom  layer  of  ore 
has  ignited.  If  the  ore  is  to  be  roasted  more  than  once  the  other  half 
of  the  stall  is  left  empty  for  the  next  calcination.     Each  half  is  8  feet 
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to  10  feet  long  by  10  feet  to  11  feet  6  inches  wide  in  the  clear,  with 
four  fireplaces. 

When  a  stack  is  to  be  used,  a  vertical  flue  descends  from  the  point 
where  two  halves  meet,  which  communicates  with  the  stack  by  means 
of  a  horizontal  flue.  These  Wellner  stalls  have  the  advantage  that  any 
kind  of  fuel  can  be  used  in  them  ;  on  the  other  hand,  they  are  diflicult 
to  fill  and  empty  unless  a  high-level  railway  track  is  used.  Although 
they  are  well  suited  to  places  where  no  wood  is  obtainable  for 
calcination,  they  have  made  their  way  into  but  few  localities. 

When  calcination  is  required  to  be  effected  very  slowly,  as  in 
kernel  roasting  or  in  converting  sulphides  of  copper  into  sulphate, 
very  large  stalls  are,  on  the  other  hand,  used.  A  characteristic  form 
for  kernel  roasting  is  the  Styrian  stall,  shown  in  Figs.  15  and  16, 
which  was  formerly  in  use  at  Agordo.  Its  length  was  3S4  feet,  its 
width  14  feet,  and  its  height  8  feet.  The  walls  were  5  feet  3  inches 
thick,  and  in  them  were  flues  I,  through  which  the  expelled  sulphur 
made  its  way  into  receivers  c;  the  receivers  were  closed  by  doors  j9, 
and   twelve  flues  opened  into  each  one.     The  floor  a  of  the  stall  was 
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formed,  as  in  the  corresponding  form  of  heap  roasting,  of  leached-out 
ore  crusts,  with  logs  of  wood  set  in  them.  In  the  floor  there  were  a 
series  of  air  channels,  which  Avere  covered  with  slabs  of  stone  while 
the  stall  was  being  filled.  The  filling  was  done  at  first  through  doors 
left  in  the  Avails,  and  later  from  above.  A  layer  of  AA'-ood  n  was  first  laid 
on  the  floor ;  upon  this  AA^ooden  chimneys  Avere  erected,  communicat- 
ing Avith  the  air  channels,  and  after  the  stall  had  been  lit  they  were 


filled  up  Avith  fines.  Upon  the  lumps  of  ore  a  layer  of  ore  fines  was 
laid,  and  upon  this  another  cover  of  leached  ore  crusts,  in  AAdiich  AA^ere 
hemispherical  cavities  for  the  collection  of  sulphur.  The  time  of 
calcination  in  these  stalls  Avas  six  to  eio-ht  months. 


ROASTING   IN    SHAFT   FURNACES 


This  method  presents  advantages  over  heap  and  stall  roasting 
in  that  it  can  be  executed  Avithout  fuel  in  the  case  of  ores  containing 
a  suitable  amount  of  sulphur,  that  the  products  of  combustion  are 
suited   to   the    manufacture    of  sulphuric    acid,  and  that   it   can  be 
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worked  continuously.  It  has,  therefore,  abnost  entirely  displaced 
heap  roasting  in  civilised  countries,  where  sulphur  dioxide  cannot  be 
allowed  to  escape  freely.  In  order  to  be  applicable  to  sulphuric  acid 
manufacture,  the  products  of  combustion  must  contain  at  least  5  per 
cent,  of  their  volume  of  sulphur  dioxide.  This  method  can  be  used 
for  both  lumps  and  ore  fines. 

CALCINATION    OF   LUMP   ORES   IN    SHAFT   FURNACES 

Lump  ores  to  be  roasted  in  shaft  furnaces  must  contain  sufficient 
sulphur  to  continue  burning  by  themselves,  and  may  neither  frit  nor 
decrepitate  at  the  temperature  of  calcination.  The  richer  the  ores 
are  in  sulphur,  the  more  complete  is  the  calcination.  Copper  ores 
containing  lead  {e.g.,  those  of  Rammelsberg,  near  Goslar,  with  sulphur 
27  per  cent.,  copper  5  per  cent.,  lead  9  to  10  per  cent.)  cannot  be  so 
far  desulphurised  in  these  furnaces  as  is  necessary  for  matte  smelting  ; 
they,  therefore,  require  a  second  roasting  in  heaps.  Pure  copper 
pyrites  is  not  suitable,  because  it  is  too  readily  fusible,  decrepitates 
in  the  heat,  and  does  not  evolve  sufficient  sulphur  dioxide.  The  ores 
best  suited  to  this  class  of  calcination  are  pyritic  ores  not  too  rich  in 
copper  (not  much  over  10  per  cent.),  like  those  from  Hio  Tinto  with 
3  to  4  per  cent,  of  copper  and  48  per  cent,  of  sulphur,  those  from 
Vermont,  Canada,  with  8"5  per  cent,  of  copper  and  45  per  cent,  of 
sulphur,  and  those  from  Rammelsberg  with  7  to  8  per  cent,  of  copper 
and  41  to  42  per  cent,  of  sulphur. 

Ore  fines  can  only  be  roasted  in  shaft  furnaces  for  lump  ore  if 
they  are  first  agglomerated  into  lumps,  but  are  far  better  and  more 
cheaply  roasted  in  shaft  furnaces  for  pulverulent  ores. 

When  fuel  is  very  dear  and  wages  low,  copper  ores  rich  in 
sulphur  may  also  be  roasted  without  utilising  the  products  of  com- 
bustion for  sulphuric  acid  manufacture.  (Oxford  Nickel  and  Copper 
Company,  Sherbrooke,  Quebec,  and  in  the  Caucasus.) 

The  shaft  furnaces  in  use  are  either  so-called  pyrites  bui'ners  or 
kilns. 

Pyrites  burners  are  low  furnaces,  about  3  feet  high,  in  which  the 
ores  lie  uj^on  grates  consisting  of  movable  bars.  Kilns,  which  are 
simply  called  shaft  furnaces  in  some  places,  are  higher  (up  to  15  feet 
in  height)  with  or  without  grates.  In  pyrites  burners,  ores  rich  in 
sulphur,  in  small  pieces  (bean  to  walnut  size,  not  exceeding  1*2  inches 
cube),  are  roasted  in  layers  of  between  15  and  24  inches  in  depth, 
whilst  ores  poorer  in  sulphur,  in  lumps  up  to  2'5  inches  cube,  are 
roasted  in  deep  columns  in  kilns. 

Pyrites  burners  are  employed  in  most  sulphuric  acid  works  for  the 


46 


METALLURGY 


roasting  of  pyrites ;  each  furnace  will  treat  up  to  h  ton  in  twenty-four 
hours.  The  older  form  of  pyrites  burner,  such  as  is  used  at  the  works 
at  Oker  for  I'oasting  the  pyritic  ores  of  Rammelsberg,  is  shown  in 


•   6"? 


Fig.  it. 


Fig.  is. 


Fio's.  17  to  10,  Eight  burners  are  united  in  one  block,  in  two  rows 
back  to  back.  Each  furnace  is  3  feet  3  inches  high  in  the  centre,  5  feet 
9  inches  broad,  and  4  feet  9  inches  deep  in  the  clear.  The  rear  wall  B, 
which  is  common  to  a  pair  of  furnaces,  has  only  the  height  of  the 
charge,  whereby  variations  of  temperature  in  each  pair  of  communi- 
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eating  furnaces  at  various  stages  of  the  process  can  be  equalised.  The 
floor  of  the  furnace  is  formed  by  the  grate  F.  This  grate  consists  of 
bars  laid  on  edge,  which  can  be  turned  through  90°  either  way  by 
means  of  a  key.  By  turning  the  bars,  the  space  between  them  is 
increased  and  the  roasted  ore  drops  through  the  grate  out  of  the  furnace 
body  into  a  passage  below  the  grate,  in  which  cars  are- ready  to  receive 
it.  The  ore  is  charged  through  the  upper  row  of  the  openings  P,  which 
are  closed  by  means  of  cast-iron  doors.  (A  more  convenient  arrange- 
ment, which  is  often  adopted,  consists  in  charging  through  openings  in 
the  roof.)  Both  sets  of  openings  P  serve  for  the  introduction  of  tools  to 
prevent  fritting  and  to  loosen  the  layer  of  ore.  Air  enters  through 
the  apertures  0  beneath  the  grate,  whilst  the  products  of  combustion 
escape  through  m  into  the  flues  Ct  and  thence  pass  to  the  sulphuric 


acid  chambers.  In  front  of  the  grates  are  doors  Q  hung]  on'hinges 
that  are  opened  when  the  grate  bars  are  turned  to  empty  the  furnace. 
^  is  a  recess  in  the  wall  lined  with  cast-iron  plates  and  fitted  with 
cast-iron  doors,  made  to  receive  cast-iron  boxes  charged  with  Chili 
saltpetre  (nitrate  of  soda)  and  sulphuric  acid,  in  order  to  generate  the 
nitric  acid  required  in  sulphuric  acid  manufacture.  This  recess  is 
connected  with  the  flue  6^  by  means  of  a  short  vertical  flue,  through 
which  the  nitrous  gases  make  their  way  into  the  acid  chamber.  At 
Oker  a  block  of  eight  pyrites  burners  calcines  daily  3i  tons  of  ore,  or 
34  lbs.  of  ore  for  each  square  foot  of  grate  area.  The  newer  burners 
erected  here  possess  three  rows  of  working  doors. 

The  design  of  English  pyrites  burners,  faced  with  cast-iron  plates, 
is  shown  in  Figs.  20  to  22,  after  Lunge,  drawn  to  a  scale  of  -V  ^^ 
these  V  are  the  working  doors  for  charging  pyrites,  x  for  stirring  the 
ore,  z  the  outlet  for  the  sulphurous  gases.    The  doors  for  the  openings 
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V  and  X  slide  on  grooved  rails  cast  on  the  iron   plates  that  cover  the 
furnace. 

Pyrites  burners  work  continuously,  raw  ore  being  charged  in 
proportion  as  burnt  ore  is  drawn  off.  A  furnace  is  emptied  and 
charged  at  Oker  every  sixteen  hours.  The  jDroper  regulation  of  the 
air  current  is  of  great  importance.     An  amount  of  air  must  pass 
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through  the  grate  not  only  sufficient  for  the  calcination  of  the  ore, 
but  also  sufficient  to  convert  the  sulphur  dioxide  into  trioxide  in  the 
lead  chamber,  together  with  a  certain  excess,  the  oxygen  of  which  is 
to  oxidise  the  nitric  oxide  contained  in  the  gases  escaping  from  the 
lead  chamber  (requiring  about  5  per  cent,  of  oxygen  in  the  escaping 
gases)  in  order  that  the  latter  may  be  retained  as  nitric  peroxide  in  the 
Gay  Lussac  tower.     If  the  products  of  calcination  contain  too  much 
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air  they  will  be  too  poor  in  sulphur  dioxide ;  if  too  little'  air  is  pre- 
sent, the  calcination  will  be  imperfect  and  the  ores  will  frit  together 
or  even  melt.  At  the  same  time  too  little  sulphuric  acid  will  be 
produced  in  the  lead  chambers,  and  nitrous  gases  will  be  wasted. 

The  air  current  is  regulated  by  dampers  in  the  flue  of  each 
furnace,  and  in  the  main  flue  or  in  the  outlet  flue,  from  the  lead 
chamber. 

In  the  pyrites  burner  at  Oker  the  bed  of  ore  is  18'5  inches  in 
depth,  the  largest  piece  being  1'2  inches  cube.  When  suitable 
burners  and  ores  are  employed,  the  sulphur  contents  of  the  roasted 
ore  need  not  exceed  4  per  cent. ;  at  Oker  the  sulphur  is  brought 


Fig.  -22 


down  to  5  or  6  per  cent.,  corresponding  to  the  proportion  of  copper 
(6  to  9  per  cent.)  in  the  ore. 

In  order  to  start  a  pyrites  burner,  it  is  dried  at  a  gentle  heat  ; 
it  is  then  filled  to  within  3  inches  of  the  top  with  roasted  ore,  upon 
which  a  fire  is  lit  until  it  becomes  red-hot,  the  products  of  combustion 
being  meanwhile  led  off  through  a  temporary  chimney.  This  latter 
is  then  removed,  and  raw  pyrites  is  charged,  which  takes  fire  and  the 
operation  proceeds. 

KILNS 

Kilns  or  shaft  furnaces  keep  the  heat  together  better  than  pyrites 
burners,  on  account  of  their  greater  height,  which  varies  between 
5  feet  and  15  feet.  The  section  is  generally  rectangular  or  square — 
3  feet  3  inches  to  5  feet  wide  by  5  feet  to  8  feet  long,  inside  measure- 
ments ;  in  many  cases  the  shaft  widens  a  little,  going  upwards.  Kilns 
are  particularly  suited  to  the  calcination  of  ores,  too  poor  in  sulphur 
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to  be  burnt  in  pyrites  burners,  which  would  only  calcine  such  ores 
very  imperfectly,  whilst  the  temperature  would  fall  so  greatly  each 
time  the  furnace  had  to  be  emptied  and  re-charged  that  roasting 
could  not  continue  unaided.  Only  moderately  large  pieces,  about 
2-4  inches  cube,  can  be  roasted  in  kilns,  because  smaller  ore  would 
pack  too  close  and  stop  the  draught.  According  to  the  nature  of  the 
ore,  1  to  2  tons  can  be  roasted  in  24  hours. 

The  construction  of  the  kilns  at  the  Freiberg  works  is  shown  in 
Figs.  23  and  24.     S  is  the  shaft,  about  9  feet  6  inches  high,  rect- 
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angular  in  section,  about  4  feet  1  inch  wide  b}^  7  feet  3  inches  long. 
The  ores  are  charged  by  means  of  a  hopper,  closed  by  a  slide,  set  over 
an  aperture  in  the  arch  of  the  furnace  ;  better  than  a  slide  is  a  cone 
or  bell,  the  raising  of  which  opens  the  hopper.  The  ores  rest  on  the 
saddle-grate  U,  and  air  enters  through  the  openings  Z.  The  products 
of  calcination  escape  through  the  flue  K  in  the  rear  wall  into  the 
main  flue,  which  is  common  to  a  set  of  kilns,  and  which  carries  the 
gases  to  the  sulphuric  acid  chambers.  The  calcined  ore  is  drawn 
out  through  the  openings  M  on  either  side  of  the  grate.  FF' are 
working  doors,  through  Avhich  tools  can  be  introduced  to  loosen  or 
stir  the  ore,  and  cause  it  to  descend  uniformly.  Such  a  furnace 
will  roast  1*5  tons  of  ore  in  24  hours. 
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At  the  works  at  Oker,  five  such  kilns,  communicating  with 
each  other  underneath  the  vault,  form  a  block.  The  floor  is 
saddle-shaped.  The  air  supply  is  regulated  as  in  pyrites  burners. 
The  construction  of  the  older  form  of  kilns  is  shown  in  Figs.  25 
and  2G. 

>S'  is  the  shaft,  0  the  saddle-shaped  floor,  Z  the  openings  for 
discharging  burnt  ore,  P  and  V  the  working  doors,  M  the  opening 
through  which  the  gases  pass  into  the  main  flue  ^V.  The  raw 
ores  are  charged  through  the  top  row  of  working  doors  P.     As  in  the 


Fig.  20. 


Fig.  26. 


pyrites  burners,  there  are  recesses  in  the  walls,  in  which  nitric  acid 
is  generated. 

These  furnaces,  in  which  the  ore  stands  at  a  height  of  4  feet  3 
inches  above  the  ridge  of  the  floor,  can  put  through  4i  to  5  tons  per 
24  hours  in  the  block  of  5  kilns,  or  about  1  ton  per  kiln. 

The  newer  kilns  are  about  13  feet  high,  4  feet  wide,  and  7  feet 

6  inches  long.  The  ore  is  charged  through  the  roof,  as  in  the 
Freiberg  kilns.  Each  kiln  puts  through  from  1-4  to  2  tons  per 
24  hours,  according  to  the  character  of  the  ore.  From  7  to  10  per 
cent,  of  sulphur,  corresponding  to  the  percentage  of  copper,  is  left  in 
the  calcined  ore.  With  ores  containing  lead,  e.g.,  the  so-called  mixed 
ores  (containing  28  per  cent,  zinc  blende,  25  per  cent,  pyrites,  15  per 
cent,  chalcopyrite,   11   per   cent,  galena,   14  per  cent,   barytes,  and 

7  per  cent,  of  other  gangue),  of  which  1-8  to  2  tons  can  be  treated  in 
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2-i  hours,  it  is  not  possible  to  bring  the  sulphur  down  low  enough  to 
suit  the  copper  contents  ;  it  can  only  be  brought  down  to  10  to  12 
per  cent.,  whilst  to  get  a  proper  matte  only  some  6  to  7  per  cent,  of 
sulphur  should  be  left  in  the  ore.  The  kiln  roasting  has  therefore 
with  these  ores  to  be  followed  by  a  heap  roasting. 


THE   ROASTING    OF    ORE-FINES   IN   SHAFT    FURNACES 

Pulverulent  ores  cannot  be  roasted  in  that  form  in  the  kilns  just 
described,  because  they  would  pack  too  close  and  thus  extinguish  the 
fire.  It  is  only  in  exceptional  cases,  e.g.,  at  Freiberg,  that  fines  are 
made  into  lumps  by  means  of  dilute  sulphuric  acid,  or  a  mother 
liquor  of  green  vitriol  and  clay,  and  these  lumps  roasted  in  kilns ; 
this  process  can  only  be  applied  where  wages  are  low  and  the 
proportion  of  fines  very  small. 

As  a  rule,  fine  ore,  whether  got  as  such  in  the  mine,  or  in  the 
course  of  dressing  operations,  or  intentionally  produced  by  crushing 
lump  ore,  is  roasted  in  specially  designed  shaft  furnaces,  in  which  the 
interior  is  not  left  open.  It  is  filled  with  horizontal  or  inclined 
plates  or  prisms,  which  prevent  in  part  or  wholly  the  free  fall  of  the 
ore.  The  shaft  has  vertical  walls,  and  is  square,  oblong  or  circular  in 
cross  section. 

Most  of  these  furnaces  afford  the  advantage  of  a  thorough  calcination, 
but  the  disadvantages  of  the  formation  of  flue -dust,  of  having  but  small 
capacity,  and,  in  the  case  of  lump  ore,  of  the  necessity  of  previously 
crushing  the  latter.  They  are  also  unsuitable  for  the  calcination  of 
ores  poor  in  sulphur,  and  that  frit  or  fuse  readily. 

The  gases  produced  are  generally  employed  in  sulphuric  acid 
manufacture ;  nevertheless  such  furnaces  have  been  employed  in 
countries  where  fuel  is  very  dear  and  labour  cheaj?,  for  the  roasting 
of  ore-fines  when  no  sulphuric  acid  was  to  be  produced  {e.g.  Gersten- 
hofer  furnaces  for  pyritic  copper-ore  fines  at  Kedabeg  in  Transcaucasia). 
In  the  furnaces  in  question,  the  free  fall  of  the  ore  may  be  partly 
prevented  by  the  obstacles  inserted  in  the  shaft,  as  in  the  furnaces  of 
Gerstenhofer  and  Hasenclever-Helbig,  or  it  may  be  entirely  prevented 
as  in  the  shelf  furnaces.  In  these  the  ores  rest  on  a  series  of  hori- 
zontal shelves  one  above  the  other,  and  either  remain  on  the  same 
shelf  throughout  the  entire  operation  (Ollivier  and  Perret  furnace)  or 
they  are  periodically  passed  from  shelf  to  shelf  by  hand  (Maletra 
furnace),  or  by  mechanical  means  (Spence  and  MacDougall  furnaces) 
and  leave  the  bottom  shelf  in  a  roasted  condition. 

Gerstenhofer  furnace. — The  construction  of  this  furnace  is  shown 
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ill  Figs.  27  and  28.  The  principle  is  that  of  allowing  the  fine  ore  to 
fall  through  a  heated  shaft,  and  of  breaking  the  fall  by  interposing  a 
series  of  horizontal  triangular  clay  prisms.  These  prisms  or  carriers 
are  so  set  that  their  upper  surface  is  horizontal  and  that  ore  dropping 
from  an  uj^per  carrier  is  caught  on  two  others  below  it.     The  ore  is 
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continuously  charged  at  the  top  of  the  shaft  through  fluted  rolls,  and 
collects  upon  the  upper  row  of  bearers  until  it  has  reached  its  natural 
angle  of  repose  (33").  It  then  falls  on  either  side  of  the  carriers  and 
drops  upon  the  prisms  of  the  next  lower  row,  lies  there  until  the 
angle  of  repose  is  again  reached,  falls  on  to  the  next  lower  row  of 
bearers,  and  so  on  until  it  reaches  the  floor  of  the  furnace.     When 


54 


31ETALLURGY 


the  powder  on  all  the  bearers  has  attained  its  angle  of  repose,  addi- 
tional ore  cannot  lie  upon  any  of  the  prisms,  but  falls  interrupted  by 
the  piles  of  ore  on  each  bearer,  until  it  gradually  reaches  the  bottom 
of  the  furnace.      The   air  required   for    calcination    enters   through 


lateral  openings  near  the  bottom  of  the  furnace  and  in  its  upward 
course  comes  continually  into  contact  with  the  particles  of  falling  ore. 
To  start  the  furnace  a  temporary  grate  is  put  in  and  firing  is  con- 
tinued until  the  walls  of  the  furnace  are  red  hot.  Raw  ore  is  then 
charged,  and  firing  is  still  kept  u])  until  calcination   has  commenced 
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upon  every  row  of  bearers,  and  the  ores  have  reached  a  red  heat. 
Calcination  can  then  continue  by  the  combustion  of  the  sulphur  of 
the  ore  without  any  extraneous  fuel,  and  the  temporary  grate  is 
withdrawn.  The  gases  produced  escape  at  the  top  of  the  furnace 
and  are  first  led  into  dust-chambers,  in  which  the  flue-dust  that  is 
carried  up,  is  allowed  to  settle ;  thence  they  pass  to  the  sulphuric 
acid  chambers.  There  are  openings,  closed  by  cast-iron  blocks,  in  the 
front  wall  of  the  furnace,  one  opening  corresponding  to  each  prism ; 
these  serve  to  observe  the  progress  of  the  ojDeration,  to  remove  any 
fritted  masses  from  the  prisms,  and  to  keep  the  interspaces  between 
the  prisms  clear.  In  each  cast-iron  block  there  is  a  round  peephole 
which  is  kept  closed  by  a  clay  plug. 

The  height  of  the  shaft  varies  between  11  feet  6  inches  and 
16  feet  6  inches,  its  width  between  4  feet  3  inches  and  5  feet,  and  its 
depth  is  about  2  feet  8  inches,  inside  measurements.  There  are 
fifteen  to  seventeen  rows  of  prisms,  there  being  alternately  six  and 
seven  in  a  row. 

In  the  above  figures,  A  is  the  shaft,  y  the  charging  apparatus, 
which  consists  of  two  fluted  rolls  placed  above  a  slot  a  and  driven  by 
a  worm  wheel  and  tangent  screw.  (In  many  furnaces,  there  are  three 
slots,  three  pairs  of  rolls  and  three  distributors  in  each  furnace.) 
Below  the  charging  slot  a  there  is  a  distributor  v.  The  ore  is  delivered 
into  a  box  r,  the  bottom  of  which  forms  a  sieve  that  retains  any  coarse 
pieces,  whilst  the  fine  grains  fall  through  on  to  the  feeding  rolls  and 
thus  to  the  distributor.  Air  enters  through  the  openings  h  and  i,  c 
is  the  gas  outlet,  B  and  C  are  dust-flues,  E  is  the  dust-chamber.  D 
is  an  archway  for  cleaning  out  C.  The  burnt  ore  is  drawn  out 
through  h ;  I  is  the  temporary  grate,  hh  are  the  openings  for  cleaning 
the  prisms,  z  the  iron  block  for  closing  them. 

According  to  the  nature  of  the  ores  and  the  degree  of  calcination 
required,  a  Gerstenhofer  furnace  will  treat  from  2  to  5  tons  in  24 
hours.  The  roasting  can  be  regulated  to  some  extent  by  mixing- 
more  or  less  roasted  ore  with  the  raw  ore.  It  is  only  possible  to  j)ut 
through  as  much  as  5  tons  when  the  ore  is  in  coarse  grains  and  the 
calcination  somewhat  imperfect. 

In  spite  of  its  comparatively  large  output,  the  Gerstenhofer 
furnace  has  the  great  disadvantages  of  making  considerable  flue- 
dust  and  of  roasting  imperfectly.  It  is  therefore  not  very  largely 
employed  for  calcining  copper  ores,  and  cannot  be  recommended 
where  a  thorough  roast  is  required,  as  ores  rich  in  sulphur  and  poor 
in  copper,  like  cupriferous  pyrites,  would  give  a  matte  too  low  in 
copper  after  calcination  in  this  furnace. 
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Hasenclcfcr  and  Hclhig  furnace. — The  principle  of  this  furnace 
depends  on  heating  the  ore-fines  by  the  simultaneous  calcination  of 
lump  ore.  It  consists  of  a  combination  of  a  pyrites  burner  with  a 
shaft,  the  latter  being  furnished  with  a  series  of  shelves  alternately 
parallel  to  each  other,  inclined  at  an  angle  of  38°.  The  fine  ore  is 
charged  at  the  top  of  the  furnace,  slides  slowly  down  the  shelves, 

because  its  angle  of  repose  is  o3°,  and  is 
ultimately  removed  from  the  bottom  shelf 
by  means  of  a  small  roller.     The  gases  pro- 
duced in  the  pyrites  burner  pass  first  under, 
then  over  each  of  the  shelves,  being  con- 
ducted upwards  by  small  flues  in  the  narrow 
side  walls  of  the  shaft ;  they  mix  with  the 
gases  evolved  in  the  shaft  from  the  burning 
tme   ore,   and  are   led   by  a  flue   near  the 
top    of    the   shaft    to    the    sulphuric    acid 
chambers.     Figs.    29 
and  30  show  this  fur- 
nace.    S  is  the  shaft 
connected    with   the 
pyrites  burners  z  ;  p 
are  the  shelves  down 
which  the  ore  slides, 
If  v:'     and     v  v'    the 
flues  through   which 
the   gases  ascend  in 
the  directions  shown 
by  the  arrows.     The 
ore   is    charged  at  « 
and  is  delivered  at  o 
by   the  roll  y.     The 
gases  pass  to  the  lead 
chambers       through 
the   flue    r.      In    24* 
hours  O'o  to  0*8  ton 
of  pyritic  fines  can  be  roasted  in  the  shaft,  down  to  4  to  7  per  cent, 
of  sulphur. 

These  furnaces  have  the  advantage  that  ores  in  grains  up  to  0-6 
inch  in  diameter  can  be  roasted  in  them,  but  the  serious  dis- 
advantage that  the  roasting  of  the  fines  depends  on  that  of  the  lump 
ore,  so  that  fine  ore  in  exce.ss  of  a  certain  ratio  cannot  be  treated  in 
this  furnace.     On  this  account  it  has  been  displaced  by  furnaces  in 


Fig.  20. 
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which  the  fine  ore  is  roasted  independently  of  the  kimp  ore,  and  is 
probably  nowhere  in  use  at  the  present  day. 

OlUvier  and  Ferret  furnace. — This  furnace,  like  the  last,  depends 
upon  the  principle  of  heating  pulverulent  ores  by  means  of  the  hot 
gases  evolved  in  roasting  lump  ore,  and  consists  of  a  combination  of 
a  pyrites  burner  with  a 
shelf  furnace.  The  latter 
consists  of  a  shaft,  into 
which  the  jDyrites  burner 
is  continued,  and  which 
contains  a  series  of  hori- 
zontal shelves,  made  of  fire- 
clay, set  about  1  foot  apart, 
and  so  disposed  that  the 
heated  gases  from  the  py- 
rites burner  can  pass  below 
and  above  each  shelf.  The 
ore  to  be  roasted  is  spread 
in  a  layer  2  inches  deep  on 
each  shelf  and  left  until 
the  calcination  is  finished. 
The  hot  gases  from  the  py- 
rites burner  ascend  through 
fines  in  the  side  walls,  heat 
the  shelves  and  the  ore 
upon  them,  and  mix  with 
the  gases  evolved  from  the 
latter,  being  ultimately  de- 
livered from  the  upper  part 
of  the  furnace  to  the  sul- 
phuric acid  chambers.  The 
roasted  ore  is  discharged 
into  a  vertical  chamber  in 
front,  of  the  shelves,  which 
is  kept  filled   with  roasted 

ore,  which  seals  the  front  of  the  furnace  whilst  the  operation  is 
in  progress.  Accordingly,  in  this  furnace  the  ore  does  not  pass 
from  above  downwards,  but  remains  stationary  on  the  shelves  during 
calcination. 

Figs.  31  and  32  show  the  construction  of  the  furnace.  A^A'arethe 
pyrites  burners,  SS  uhe  shafts  provided  with  the  clay  shelves  t ;  oo 
are  openings  fitted  with  iron  doors,  through  which  the  ore  is  charged 


4t^T^^^^^^^^^^^ttfe^ 


Fig.  30. 


58 


METALLURGY 


on  to  the  shelves  ;  y  n  are  the  flues  through  wliieh  the  gases  ascend, 
and  Vj  w  those  through  whicli  they  pass  to  the  sulphuric  acid  cham- 


FiG.  31. 


bers  ;  v  v  are  the  vertical  chambers  to  receive  the  roasted  ore,  and  a  a 
the  doors  through  wliieh  it  is  discharged  from  the  furnace. 

This  furnace  roasts  well 
but  has  the  same  objection  as 
the  Hasenclever-Helbig  fur- 
nace, namely,  that  the  cal- 
cination of  the  fines  depends 
upon  the  ratio  of  the  latter  to 
the  lump  ore,  which  must  be 
1:1,  or  at  the  outside  2:1. 
For  this  reason  it  has,  like  the 
last-named  furnace,  been  dis- 
placed by  independent  furnaces 
for  roasting  fines.  According 
to  Lunge,  it  is  still  in  use  in 
some  French  sulphuric  acid 
works. 

MaUtra  furnace. — This    is 
the  best  furnace  for  the  calci- 
nation of  cupriferous  pyrites,  not  only  because  it  admits  of  a  very  per- 
fect roasting  (down  to  1  per  cent,  of  sulphur),  but  also  because  it  will 
treat  ore  in  coarse  grains.     It  was  designed  by  Juhel,  the  manager  of 


IG.  32. 
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the  sulphuric  acid  works  of  Malutra  in  Rouen,  and  rehes  upon  the 
possibility  of  roasting  pulverulent  ores  in  a  shaft  furnace  provided 
with  shelves  even  without  the 
application  of  extraneous  heat, 
as  in  the  two  last-named  fur- 
naces. The  furnace  is  simply 
a  vertical  shaft  with  no  pyrites 
burner,  provided  with  hori- 
zontal shelves  of  fire-clay.  The 
shelves  are  placed  at  a  certain 
distance  apart,  so  that  the  ore 
can  be  charged  on  to  the  top 
shelf,  be  made  to  pass  from 
shelf  to  shelf,  and  finally  be 
withdrawn  completely  roasted 
from  the  bottom  shelf.  To 
start  the  furnace,  it  is  heated 
to  redness  by  means  of  ex- 
traneous fuel,  and  then  charged  iig.  33. 
with  ore-fines ;  the  calcination 

thus  set'up  continues  of  itself,  the   heat  evolved  being  sufficient  to 
maintain  the  temperature.     A  working  door  is  supplied  to  each  shelf. 


An  improved  form  of  this  furnace,  modified  by  Schaffner  of  Aussig, 
is  being  used  at  Aussig  for  roasting  cupriferous  pyrites,  and  is  shown 
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in  Figs,  83  to  37.     >S'  is  the  shaft,  1 1  the  clay  shelves ;  «  is  a  vertical 
flue  for  charging  the  small  ore  on  to  the  topmost  shelf  by  means  of  a 


hopper ;  o  o  are   the  working  doors,  the  planed  edges  of  which  are 
arranged  to  slide  in  planed  grooves  in  ribs  cast  on  to  the  front  plates 
,  of  the  furnace.    These  doors  are  opened 

when  the  ore  has  to  be  rabbled,  or 
transferred  from  one  shelf  to  the  next. 
The  roasted  ore  drojDS  through  the 
vertical  flue  A-  into  the  chamber  u\ 
whence  it  is  drawn  out  through  the 
door  z.  The  gases  evolved  pass  through 
an  opening  m  in  the  roof  into  a  flue  ?/, 
which  is  common  to  a  row  of  these 
furnaces,  thence  into  the  dust-cham- 
ber/, and  finally  through  the  flue  j)  to 
the  lead-chambers. 

Each  Maletra  furnace  (each  shaft) 
is  capable  of  roasting  f  ton  of  fine  and 
pjp  ,^^    '  granulated    ore    in   twenty-four  hours 

down  to  1  to  2  per  cent,  of  sulphur. 
A  block  of  four^furnaces  will  treat  8  tons  of  ore  smalls  in  twenty- 
four  liours. 
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A  furnace  described  by  Juriscb/  which  is  employed  in  France, 
and  which  is  said  to  have  given  the  best  results  of  any  form  of 
Maletra  furnace  in  a  series  of  comparative  tests,  is  shown  in  Figs.  38 
and  39.  Here  the  shelves  are  flat  above  and  below,  and  are  supported 
in  the  centre ;  they  are  2'5  inches  thick,  28  inches  long,  and 
26  inches  broad,  are  cut  square  on  their  longer  sides,  but  are 
half-checked  along  the  shorter,  and  are  joined  together  as  shown  in 
Fig.  40.  The  gases  from  a  pair  of  furnaces  enter  the  wide  flue  :: 
which  serves  as  a  dust-chamber,  and  thence  pass  into  the  flue  y. 


The  walls  of  the  flue  z  form  the  back  walls  of  a  row  of  furnaces 
on  either  side.  This  arrangement  is  preferable  to  the  older  form 
adopted  by  Schaffnei',  because  the  back  walls  of  the  furnace  when 
freely  exposed  to  the  air  were  found  to  be  very  sensitive  to  air 
currents,  and  admitted  too  much  air  into  the  furnace.  Each  shelf 
of  this  furnace  jDossesses  35  square  feet  of  heating  surface,  each  fur- 
nace has  210  square  feet.  On  each  square  foot  of  surface  6|  lbs.  of 
pyrites  can  be  roasted  in  twenty -four  hours. 

The  Maletra  furnace  is  the  best  furnace  for  ores  rich  in  sulphur, 
and  that  are  not  apt  to  sinter. 

1  Handbuch  der  Schwefdsdure- Fabrication,  Stuttgart,  189.3. 
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Spence  furnace. — This  is  a  Maletra  furnace,  in  which  the  charging 
of  the  ore,  its  transfer  from  shelf  to  shelf,  and  its  discharge  are  per- 
formed automatically.  It  is  used  in  countries  where  Avages  are  high 
and  esjDecially  in  the  United  States,  for  the  calcination  of  cupriferous 
pyrites.  Its  principle  is  shown  in  Figs.  41  and  42.  The  shelves  p 
fill  the  entire  cross  section  of  the  furnace,  but  are  slotted,  so  that  the 
ore  can  drop  from  each  shelf  to  the  one  below.  On  each  shelf  there 
is  a  rabble  r,  whose  handle  s,  16  to  20  feet  in  length,  is  attached  to  a 
vertical  rod  m  carried  on  wheels  ;  the  latter  is  periodically  moved 
backwards  or  forwards  by  water  or  steam  power,  this  motion  being 


Cross  Sertion 


Fig.  3S. 


communicated  to  the  rabble  inside  the  ov^en.  The  ore  is  charged  by 
means  of  a  hopper  T  furnished  with  a  slide,  which  is  also  attached  to 
the  rod  m  and  allows  a  small  quantity  of  ore  to  drop  into  the  furnace 
each  time  it  is  drawn  back.  The  ore  is  thus  slowly  pushed  across  the 
shelves  p,  and  is  at  last  discharged  in  the  roasted  state  into  the 
waggon  70.  Each  furnace  has  four,  or  more  recently  five,  shelves 
whose  vertical  distance  apart  is  about  14  inches.  The  furnace  is 
about  16  to  20  feet  long  by  34  feet  wide. 

The  author  has  seen  this  furnace  in  operation  at  the  Parrot  Works, 
Montana,  where  5  tons  of  pyritic  copper  ores,  containing  35  per  cent, 
of  sulphur,  were  being  calcined  in  each  furnace  in  24  hours.  The 
roasting  can  be  completed  down  to  1  per  cent,  of  sulphur.  The 
iron  rabbles  and  rods  are  kept  covered  with  ore,  as  their  life  is  thereby 
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greatly  prolonged;  it  is  said  to  be  about  two  years.     Bat  little  labour 
is  required,  as  tAvo  workmen  can  attend  to  six  double  furnaces. 

An  improved Spence  furnace^  has  been  designed  and  built  by  ]\[essrs. 
Keller,  Gaylord  and  Cole  at  the  Parrot  Company's  Works  at  Butte. 
Each  furnace  consists  of  a  pair  of  blocks  of  six  hearths  each,  the 
machinery  for  driving  the  rabbles  lying  between  the  two.  Each 
double  block  is  39  feet  long,  22  feet  6  inches  wide,  and  24  feet  0 
inches  hio-h.     The  rabblinof  arrangement  consists  of  six  sets  of  arms 


Longitudinal  Section 


Fig.   .39. 


Fig.  40. 


on  each  side,  passing  through  slots  into  their  respective  hearths. 
These  arms  receive  a  back  and  forwards  motion  by  means  of  a  steel 
wire  rope  passing  round  a  driving  wheel  which  is  turned  alternately 
in  opposite  directions  by  means  of  a  pinion  gearing  with  a  rack 
attached  to  a  hydraulic  piston.  The  slots  are  closed  by  steel  tapes 
that  also  receive  a  reciprocating  motion  by  means  of  pulleys  at  either 
end  of  their  travel,  worked  by  springs  and  weights.  Each  rabbhng 
arm  has  two  sets  of  plough  blades,  lying  in  the  same  plane,  but  so 

^  The  description  of  this  furnace  is  abstracted  from  E.  D.  Peters's  Modern  Copper 
Smelting,  seventh  edition,  p.  214,— [H.  L.] 
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armnged  that  the  blades  on  one  side  of  the  arm  alternate  with  those 
on  the  other.  Each  time  that  the  motion  of  the  rabbling  arm  is  re- 
versed it  is  turned  through  90^  so  that  the  plough  blades  always 


Fig.  41. 
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Fig.  42. 


traverse  the  ore  in  one  direction  only,  and  lie  horizontally  above  the 
oreVithout  touching  it  on  the  return  journey.  Each  set  of  plough 
blades  is  thus  brought  into  play  once  in  four  strokes,  and  as  the 
blades  alternate,  the  ridges  of  one  stroke  correspond  to  the  furrows  of 
the  next;  the  plough  blades  have  thus  ample  time  to  cool  off. 
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Each  block  of  six  hearths  is  provided  with  a  fireplace  2  feet  6 
inches  by  4  feet,  fired  with  slack,  the  coal  containing  about  18  per 
cent,  of  ash.  This  furnace  (the  double  block)  will  roast  45  (short) 
tons  of  concentrates  with  41  per  cent,  of  sulphur  down  to  between  7 
and  10  per  cent,  of  sulphur,  in  24  hours  with  the  consumption  of 
^  ton  of  coal  slack.  The  ore  is  fed  automatically  by  means  of  fluted 
rollers  at  the  top  of  the  furnace,  and  one  man,  working  a  12  hours 
shift,  is  able  to  do  all  the  necessary  work  including  firing,  for  three 
sets  of  these  furnaces,  so  that  the  labour  cost  is  very  low.  The  rabble 
arms  and  ploughs  are  the  only  part  of  the  rabbling  mechanism 
exposed  to  heat,  and  the  life  of  these  pieces  is  said  to  average  some 
four  months.  About  two  horse-power  aie  required  to  drive  the 
machinery.  The  results  obtained  with  this  furnace  are  spoken  of  as 
highly  satisfactory. 

MacDougcdl  furnace. — Like  the  last,  this  is  a  shelf  furnace  in 
which  the  ore  is  advanced  automatically.  The  furnace  body  is 
cylindrical  and  the  shelves  are  circular  with  openings  alternately  at 
the  centre  and  the  circumference  to  permit  of  the  descent  of  the  ore. 
A  vertical  shaft  traverses  the  centre  of  the  furnace,  carrying  rabbles 
corresponding  to  the  shelves.  The  air  required  for  combustion  is 
forced  in  at  the  bottom  by  a  fan  ;  the  ore  to  be  roasted  is  delivered 
on  to  the  top  shelf  by  means  of  a  bucket  elevator,  and  by  the  motion 
of  tlie  rabbles  it  is  gradually  dropped,  from  shelf  to  shelf,  falling  alter- 
nately at  the  centre  and  at  the  circumference,  till  it  reaches  the  floor 
of  the  furnace  in  a  roasted  state.  The  gases  escape  at  the  top  of  the 
furnace  through  a  flue  leading  to  the  acid  chambers.  The  original 
MacDougall  furnace  is  shown  in  Fiofs.  43  and  44  after  Lunoe,^  as  it 
was  used  at  Liverpool,  where  it  has  however  been  given  up  on 
account  of  making  too  much  flue-dust.  It  consists  of  a  cast-iron 
cylinder  11  feet  6  inches  high  and  6  feet  in  diameter,  made  up  of 
seven  rings  bolted  together.  Inside  it  are  the  flat  arches  g  to  g^  made 
of  firebrick.  These  are  traversed  by  the  central  shaft  v:,  6  inches  in 
diameter,  carrying  the  arms  k  to  l\.^  furnished  with  rabbles.  There 
are  apertures  alternately  at  the  centre  {d)  and  at  the  circumference  di) 
of  each  arch,  the  former  being  14'6  inches  in  diameter.  The  under 
side  of  the  arms  is  furnished  with  tines  turned  towards  the  centre 
on  such  of  the  arches  as  are  provided  with  central  discharge,  and 
towards  the  circumference  on  the  others.  As  the  shaft  revolves  the 
ore  is  accordingly  forced  through  the  central  and  peripheral  openings 
alternately  until  it  ultimately  reaches  the  furnace  bottom,  whei'e  it  is 
pushed  into  the  tube  x,  which  is  kept  closed  by  the  sliding  door  u. 

^  Handhnrh  der  Soda-Lulustrie  I.,  Braunschweig,  1893. 
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The  ore  is  lifted  by  the  bucket  elevator  B  to  the  top  oi  the  I'uinace 
and  delivered  on  the  arch  g  ;  the  rabble  h  forces  it  through  an  opening 
outside  the  furnace,  whence  the  piston  :  pushes  it  onto  the  arch  rj^ 
where  its  descent  through  the  furnace  commences.  T  is  a  fan  sup- 
plying air  to  the  furnace  ;  it  is  driven  together  with  the  vertical  shaft 
w  and  the  elevator  B  by  an  engine  at  D ;  the  gases  escape  through 
the  flue  N.  There  are  manholes  at  0  through  which  repairs  can  be 
executed.  Such  a  furnace  roasts  3 A  tons  of  concentrates  in  24  hours  ; 
the  engine  consumes  ^  tons  of  fuel  per  week. 

Tliis  furnace  does  good  work  when  the  air  is  supplied  in  a  steady 
stream,  and  when  due  provision  is  made  for  collecting  the  flue-dust 
that  is  carried  off.  It  admits  of  good  roasting,  with  a  considerable 
saving  in  wages,  but  the  ironwork  requires  repair  and  renewal  from 
time  to  time.  The  author  saw  a  furnace  on  this  principle,  square  in 
cross  section  with  three  partitions,  in  1S92  at  the  Nicholson  Works 
near  Brooklyn,  used  for  calcining  cupriferous  pyrites  with  5  per  cent, 
of  copper  from  Canada.  A  furnace  there  calcines  3  to  3^  tons  of  ore 
in  24  hours  down  to  3  per  cent,  of  sulphur. 

CALCINATION    IN    EEVERBERATOKY    FURNACES 

Reverberatory  furnaces  should  be  employed  for  roasting  sulphur- 
etted copper  ores,  when  the  sulphur  is  not  required  to  be  utilised 
in  sulphuric  acid  manufacture  and  when  the  extraction  of  the  copper 
from  the  ore  is  to  be  performed  rapidly.  They  are  suitable  for  all 
kinds  of  copper  ores.  Ores  rich  in  copper  and  poor  in  sulphur  should 
not  as  a  rule  be  calcined,  but  be  smelted  raw  for  matte ;  this  also 
applies  to  ores  containing  but  small  amounts  of  metallic  sulphides. 
Cupriferous  pyrites  can  be  roasted  with  the  least  amount  of  fuel,  and 
in  the  shortest  time  in  the  reverberatory  furnace,  because  the  sulphur 
in  /them  takes  the  place  of  a  portion  of  the  fuel. 

Ores  to  be  roasted  in  reverberatories  must  tirst  be  crushed  unless 
they  are  already  in  the  form  of  concentrates  or  fines.  The  size  of 
grain  best  adapted  to  calcination  must  be  determined  experimentally 
in  each  individual  case. 

For  thorough  calcination,  the  ore  in  the  furnace  must  be  brought 

into  the  most  intimate  contact  possible  with  the  air  current ;  with  this 

object  it  is  rabbled  by  hand  or  by  machinery.     The  working  chamber 

or  hearth  of  reverberatory  furnaces   is  either  fixed  or   is    movable 

either  wdioUy  or  in  part.     We  may  therefore  distinguish : 

-,    -iTi-      1  V      X        r  r  with  hand  rabblinsf. 

1.  J^ixed  reverberatorv  lurnaces  -  ° 

I,  with  machine  rabbling. 

P  2 
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2.    J.leverberatory  furnaces  with  movable  beds. 

8.  Reverberatory  furnaces  with  movable  (rotating  cylindrical) 
working  chambers. 

Well  constructed  reverberatory  furnaces  with  fixed  heartlis  and 
handworking  give  favourable  results  where  labour  is  cheap.  When 
wages  are  high,  this  form  of  furnace  is  economically  inferior  to 
furnaces  with  fixed  hearths  and  machine  rabbling,  or  to  revolving 
cylinders. 

CALCINATION    IN    FIXED    HEARTHS    WORKED    BY   HAND 

The  only  furnaces  that  need  be  considered  under  this  head  for 
the  roasting  of  copper  ores  are  those  with  a  long  hearth  worked 
continuously  {Fortschaaifdunijsdfen).  In  these  the  ore  is  charged 
at  the  point  furthest  removed  from  the  firebridge,  and  is  moved 
at  stated  times  in  stated  quantities  towards  the  hottest  part  of  the 
furnace  till  it  is  drawn  otf,  completely  roasted,  at  the  firebridge. 
The  older  type  of  smaller  furnace,  worked  discontinuously,  in  which 
the  whole  of  the  ore  to  be  roasted  was  charged  at  one  time,  and  drawn 
out  at  one  time  wdien  the  calcination  was  complete,  has  gone  out  of 
use  everywhere  on  account  of  its  high  cost  both  in  fuel  and  in 
labour,  and  need  not,  therefore,  be  described  here. 

The  normal  type  of  furnace  is  that  with  one  hearth  and  working 
doors  on  either  side.  Separate  hearths  situated  one  above  the  other 
present  great  difficulties  in  working  the  upper  hearths,  and  should 
only  be  employed  under  exceptional  circumstances,  such  as  very  dear 
land  or  want  of  space. 

The  size  of  the  hearth  must  depend  upon  the  percentage  of 
sulphur  in  the  charge  ;  the  higher  the  latter,  the  longer  can  the  hearths 
be,  as  they  are  heated  by  the  combustion  of  the  sulphur.  Experi- 
ence has  shown  that  a  length  of  (^Q  feet  is  about  the  maximum,  as  a 
oreater  length  gives  no  better  results  as  regards  calcination,  whilst  it 

COO  o 

increases  both  the  first  cost  and  the  expense  of  labour.  The  above 
length  can  be  used  for  ores  that  are  richest  in  sulphur  down  to  those 
containing  about  25  per  cent.,  or  with  pyrites  even  down  to  20 
per  cent,  of  sulphur.  With  ores  carrying  20  per  cent,  of  sulphur  as 
monosulphide,  a  hearth  of  50  feet  is  long  enough,  and  wdth  15  per 
cent,  of  sulphur  its  length  should  be  from  33  to  40  feet.  The  width 
of  the  hearth  should  be  such  that  the  ore  can  be  conveniently  rabbled 
and  moved  forwards,  the  efficiency  of  the  furnace  increasing  the  wider 
the  hearth  is  within  this  limit.  On  the  continent  of  Europe  the 
width  varies  from  8  feet  to  11  feet  6  inches,  whilst  in  America 
hearths  up  to  16  feet  wide  inside  have  been  used  with  good  results. 
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As  the  ores  cau  still  be  thoruiigiily  worked  auJ  roasted  with  the 
latter  width,  it  must  be  looked  upon  as  the  most  suitable  for  the 
-calcination  of  sulphuretted   copper  ores.     The  number    of  working 


\f 
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iloors  on  either  side  must  be  limited  as  far  as  possible,  as  they  tend 
to  cool  the  furnace  down.  Experience  has  shown  that  the  distance 
between  the  centre  lines  of  neighbouring  doors  should  not  exceed 
8  feet,  nor  be  less  than  6  feet.  The  brickwork  projections  between 
the   doors  should   be   kept    as  flat   as  possible.     In   order  to   utilise 


70  METALLURGY 

the  heat  as  completely  as  possible,  it  is  well  to  give  the  arch 
of  the  furnace  a  gentle  slope  down  towards  the  flue  end,  or 
else  the  bed  may  rise  gently  uj^wards,  either  continuously  or  in 
several  steps. 

Figs.  45  to  47  show  the  arrangement  of  such  a  roasting  furnace. 
E  is  the  Avorking  chamber  (the  term  hearth  is  applied  indifferently 
to  this  as  well  as  to  the  bed  or  hearth  proper), /the  hollow,  air-cooled 
fire-bridge,  F  the  fireplace,  H  the  hearth  or  bed.  The  ores  are 
charged  through  the  opening  a,  near  the  flue,  which  can  be  closed 
when  not  in  use,  and  they  are  gradually  advanced  towards  the  fire- 
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bridge,  where  they  are  emptied  through  vertical  tubes  d  into  a 
space  below  the  hearth.  The  working  doors  are  shown  at  m  m.  The 
products  of  combustion  traverse  the  full  length  of  the  hearth  and 
escape  through  the  flue  s,  into  two  flues  l>  h  running  along  over 
the  top  of  the  arch,  whence  they  pass  by  the  flues  c  c  to  the  stack. 
In  proportion  as  calcined  ore  is  removed  from  the  hearth,  the  portions 
of  the  charge  lying  in  front  of  each  working  door  are  advanced  and 
a  fresh  charge  is  dropped  in  front  of  the  first  pair  of  working  doors. 

The  construction  of  a  modern  calciner  such  as  is  used  in  the 
United  States,  with  stepped  hearth  16  feet  wide  and  64  feet  long,  is 
shown  in  Figs.  48  to  50. 

The  quantity  of  ore  that  such  a  furnace  is  able  to  roast  depends 
upon    its    capacity   and   upon    the    richness    of  the    ore   in  sulphur. 
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Pyritic    ores  rich  in   sulphur   roast   more  rapidly  thau  ores   low   in 
sulphur. 

In  the  large  American  calciner,  shown  above,  some  twelve  tons 
of  ore  rich  in  sulphur  can  be  roasted  in  twenty-four  hours,  with  a 
consumption  of  one  ton  of  coal  or  two  cords  of  soft  wood,  and  with 
the  labour  of  four  men,  two  men  on  each  twelve  hours  shift,  together 
with  one  quarter  of  a  man's  time  on  a  six  hour  shift,  for  trans- 
porting the  ore  and  filling  it  into  the  hopper.  The  total  amount  of 
ore  in  the  furnace  at  one  time  is  eight  tons,  or  two  tons  to  each 


step  hearth ;  one  fourth  of  the  total  charge  is  removed  every  four 
hours,  so  that  a  charge  of  ore  remains  sixteen  hours  in  the  furnace. 
At  the  Parrot  works,  Butte,  Montana,  whilst  the  author  was  there, 
ten  tons  of  ore  containing  35  per  cent,  of  sulphur  were  roasted  down 
to  7  per  cent,  in  one  of  these  calciners  in  twenty-four  hours,  with  two 
men  on  each  tsvelve  hours 
shift,  and  with  the  consump- 
tion of  two  and  a  quarter 
cords  of  wood. 

At  the  works  at  Oker, 
a  furnace,  52  feet  6  inches 
long  and  11  feet  wide,  cal- 
cined four  tons  of  copper  ore 

from  20  per  cent,  down  to  8  per  cent,  of  sulphur  with  a  coal  con- 
sumption of  30  per  cent,  of  the  weight  of  the  ore.  Observations  on 
the  degree  of  calcination  of  various  kinds  of  ore  in  these  furnaces 
have  been  recorded  bv  Peters,  Talbot  and  Ames,  as  shown  in  the 
subjoined  table : — 


Fig.  50. 


1 

7-6 

2 

7-6 

3 

16-4 

4 

10-4 

37 
39 

31 
31 


o  o  t. 


Percentage  of  copper  in  roasted 
ore. 


As      I  As  sul- 1  As  sul- 
oxidp.    phate.  I  phide. 


14-5 
11-3 

6-4 
9-5 


3-65 

3-25 

1 
1-65 

2-27 

3-10 

2-80 

7 -.30 

3-44 

6 -SO 

2-80 

2-80 

2-10 

8-55 
8-17 

17-34 

17-70 


Percentage  of 
sulphur  in 
roasted  ore. 

6-41 

11-30 

'    8-20 

4-60 

1 

Character  of 
the  ore. 


1^  I  r  Pyritic  ore. 

.„^  Bornitewith 
24  f  pyrites  and 
^*j    blende. 


72  METALLURGY 

Tlie  loss  of  weight  occasioned  by  the  removal  of  sulphur  is  in 
part  counterbalanced  by  the  transformation  of  sulphides  into  oxides 
and  sulphates. 

CALCIXATIOX  IN  FIXED   REVERBERATORY    FURNACES    BY    THE    AID    OF 

MACHINERY 

Among  these  furnaces  may  be  cited  that  of  O'Harra  improved  by 
Allen-Brown,  Pearce's  Turret  furnace,  Brown's  Horseshoe  furnace, 
and  Parkes's  furnace.  The  Stetefeldt  furnace,  a  reverberatory  shaft 
furnace,  into  which  the  ore  is  mechanically  fed,  and  then  falls  freely 
through  the  shaft,  has  given  excellent  results  in  the  chloridising 
roasting  of  silver  ores,  but  has  not  yet  been  applied  to  the  calcination 
of  copper  ores. 

Tlie  O'Harra  furnace  has  the  largest  capacity  of  any  reverberatory 
furnace  at  present  in  use,  as  it  can  calcine  some  thirty  tons  of  copper 
ore  in  twenty-four  hours. 

It  consists  of  a  reverberatory  furnace  with  two  hearths,  one  above 
the  other,  over  which  rabbles  are  dragged  by  means  of  two  endless 
chains  fixed  a  certain  distance  apart.  These  rabbles  not  only  turn  the 
ore  over,  but  drag  it  slowly  forward  and  discharge  it  at  the  bottom 
of  the  lower  hearth.  The  wheels  round  which  the  endless  chains 
pass  are  outside  the  furnace.  The  rabbles  are  in  the  shape  of  a 
ploughshare,  made  of  sheet  iron,  and  each  set  covers  one  half  the 
width  of  the  hearth.  To  allow  them  to  pass  over  both  hearths  the 
latter  are  closed  at  their  ends  by  means  of  hinged  doors  of  sheet 
iron,  which  open  to  allow  the  rabbles  to  pass  and  then  close  again. 
Firing  takes  place  from  fireplaces  set  along  the  longer  sides  of  the 
hearths;  in  the  larger  furnaces  there  are  eight,  four  for  each  of  the 
upper  and  lower  hearths.  The  chimney  flues  are  also  lateral.  Air 
is  admitted  through  openings  at  the  sides  that  can  be  closed  as 
required.  In  the  older  form  of  O'Harra  furnace,  shown  in  Fig.  51, 
the  chains  ran  over  the  hearths  themselves ;  this  arrangement  caused 
rapid  destruction  of  the  chains  and  a  correspondingly  high  working 
cost,  owing  to  the  contact  of  the  chains  with,  and  their  friction  against, 
the  glowing  sulphides.  In  the  modern  improved  furnaces  of 
Brown- Allen,  as  built  by  Fraser  and  Chalmers,  of  Chicago,  the  chains 
do  not  pass  over  the  hearth,  but  in  longitudinal  channels  on  either- 
side  of  it ;  rails  are  laid  in  these  channels,  upon  which  run  small 
carriages  connected  with  the  chains.  These  channels  have  a  longi- 
tudinal slot  in  the  inner  wall  that  is  nearest  the  hearth ;  through 
this  slot  pass  iron  bars  which  are  connected  with  the  carriages,  and 
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which   carry  the    plough-like  rabbles  at    their    other    end,  the    slot 
allowing  these  rabbles  to  be  carried  along. 

The  construction  of  the  O'Harra-Brown-Allen  furnace,  as  seen  in 


Fk;.  51. 


/      "S 


Fig.  52. 


operation  by  the  author  at  Butte,  Montana,  and  at  Argo,  Colorado, 
is  shown  in  Fio-s.  52  to  58.  Fig.  52  shows  the  channels  on  either  side 
of  the  hearth,  the  carriages  in  them,  and  the  rabbles  connected  with 
the  carriages.  It  also  shows  how  the  admission  of  air  is  provided  for 
by  means  of  openings  in  the  long  side  walls  of  the  furnace,  through 
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which  the  air  enters  the  channels  and  passes,  through  the  slots  in 
these,  to  the  ore  upon  the  heartli. 

Fig.  57  shows  the  path  of  the  ore  through  the  furnace  ;  it  is 
charged  automatically  at  A  on  to  the  upper  hearth,  falls  at  the 
opposite  end  of  this  hearth  through  a  slot  on  to  the  lower  hearth,  and 
is  discharged  either  through  a  slot  at  B  or  through  an  opening  at  the 
end  of  the  lower  hearth  into  a  waggon.  The  fire-places  are  shown  in 
Figs,  o-i,  55,  57  and  58.  The  gases  evolved  pass  downwards  from 
the  hearth  into  a  dust-chamber  and  thence  to  the  stack.  Fig.  56 
shows  an  external  elevation  of  the  furnace.     The  Butte  and  Boston 


Fig.  56. 
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Works,  Butte,  Montana,  which  had  been  burnt  down  just  before'^the 
author's  visit  to  Montana,  had  worked  eight  of  these  furnaces  with 
satisfactory  results.  At  the  Butte  and  Montana  Works,  Butte, 
Montana,  which  the  author  also  visited,  an  O'Harra  furnace,  in  which 
the  chains  travel  on  the  hearths,  having  hearths  9G  feet  long  and 
16  feet  wide  in  the  clear,  on  which  the  ore  formed  a  layer  4  inches 
deep,  with  four  fire-places  each  for  the  ujDper  and  lower  hearths, 
calcined  in  twenty-four  hours  25  tons  of  ore  from  30  per  cent,  down 
to  7  per  cent,  of  sulphur,  with  a  consumption  of  2  tons  of  "^coals 
exclusive  of  that  used  to  generate  the  power. 

At  the  Argo  works  in  Colorado  an  O'Harra-Brown-AUen  furnace 
roasts  in  twenty-four  hours  80  tons  of  ore  from  80  per  cent,  down  to 
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0  per  cent,  of  sulphur,  with  a  consumi^tion  of  6  tons  of  coal;  one 
man  can  attend  to  two  such  furnaces. 

The  O'Harra  furnace  is  expensive  in  first  cost,  but  presents  the 
advantages  of  good  calcination,  large  capacity,  and  very  low  cost  of 
labour.  Up  to  the  present  time  it  has  been  used  with  the  greatest 
success  in  the  United  States. 

Pcarce's  Turret  furnace  ^  has  been  used  with  the  best  results  in 
the  United  States.  The  general  arrangement  is  shown  in  Fig.  loo. 
It  is  distinguished  from  the  O'Harra-Brown  furnace  by  possessing 
only  one  ring-shaped  hearth,  whilst  the  movable  rabbles  are  connected 
by  arms  with  a  revolving  vertical  shaft,  which  is  situated  in  the 
centre  of  the  free  space  surrounded  by  the  ring-shaped  hearth,  and 
which  is  driven  by  steam  power.  The  fire-places  are  situated  on 
the  outer  circumference  of  the  furnace ;  the  flue  is  in  the  arch  above 
the  ring-shaped  hearth.     The   roasted  ore   is   discharged  through  a 


'  Fig.  lila.- 

slot  in  the  bed  of  the  hearth.  In  the  section,  m  is  the  vertical  shaft 
to  which  the  rabble  arms  are  secured  that  carry  the  ploughblades  h ; 
these  arms  consist  of  hollow  iron  pipes,  through  which  air  is  injected 
into  the  furnace  for  the  purpose  of  aiding  the  calcination  and  at  the  same 
time  keeping  the  arms  cool.  The  slot  in  the  inner  wall  of  the  furnace, 
through  which  the  rabble  arms  project  into  the  hearth,  is  shown  at 
c;  this  slot  is  kept  closed  by  a  steel  band  attached  to  the  rabble  arms 
and  revolving  with  them.  This  furnace  is  cheaper  to  construct  than 
the  O'Harra  furnace.  It  requires  about  two  horse-power  to  drive  it, 
and  one  man  can  attend  to  three  furnaces.  Its  capacity  is  from  13 
to  16  tons  in  twenty-four  hours,  according  to  the  nature  of  the  ore. 
At  Argo,  Colorado,^  16  tons  of  pyriticore  were  roasted  in  twenty -four 
hours  from  36  per  cent,  down  to  4'75  per  cent,  of  sulphur,  with  a  fuel 


■'  Imp.  German  Patent,  No.  7U,S07,  December  1892. 

-  The  Figs.  15a  to  22a,  with  the  accompanying  descriptions,  have  been  transferred 
from  Vol.  ii.  of  the  original.     [H.  L  ] 
^  Peters,  o/).  rit.  p.  211. 


76 


METALLURGY 


consumption  of  IH  per  cent,  of  the  weight  of  the  ore.  The  results 
obtained  by  this  furnace  are  most  highly  spoken  of. 

The  Brown  Horseshoe  furnace  is  a  furnace  which  in. plan  occupies  a 
considerable  portion  of  a  circle  so  as  to  resemble  in  shape  a  horseshoe. 

Its  construction,  as  built  by  Messrs.  Fraser   and  Chalmers,  of 


Chicago,  as  shown  in  Figs.  16«  to  22c(.  Fig.  16cc  is  a  ground  jDlan ; 
Fig.  17'^  a  vertical  section  through  the  furnace  proper;  Fig.  18«  a 
vertical  section  through  the  hearth  and  flue  ;  Fig.  1 9«  a  vertical 
section  through  the  flue  to  the  stack  ;  Fig.  'lOa  a  vertical  section 
through  the  fire-grate  and  hearth  ;  Fig.  2\(t  a  vertical  section  through 
the  rear  end  of  the  furnace  where  the  ore  is  discharged  ;  and  Fig.  'I'la 
a  vertical  section  through  the  front  or  charofinsf  end. 
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As  is  shown  by  the  pkxii  of  the  furnace,  the  hearth  occupies  about 
four-lifths  of  the  annular  space,  one-fifth  of  the  latter  lying  between 
the  two  ends  of  the  hearth  ;  this  latter  space  is  left  free  and  serves  to 
cool  the  rabbles  passing  over  it.  On  either  side  of  the  hearth  there  are 
annular  divisions  which  are  connected  with  the  hearth  by  a  broad 
slot.  In  the  division  nearer  to  the  centre  a  rail  is  laid  upon  which 
carriages  run  connected  with  the  rabbles.  In  the  outer  division  a 
path  of  hard  firebrick  tiles  is  laid,  on  which  run  carriages  fitted  with 
broad  wheels,  and  also  connected  with  the  rabbles.  These  carriages, 
and  the  rabbles  attached  to  them,  are  kept  in  motion  by  a  circular 
endless  wire  rope  running  over  guide  .sheaves  and  tension  pulleys. 
There  are  three  fire-places  situated  outside  the  outer  circumference 
of  the  hearth  ;  the  flames  pass  through  a  short  horizontal  flue,  and 
thence  through  an  aperture  in  the  arch  into  the  hearth  itself 
(Fio-.  20«).  They  there  unite  and  traverse  the  length  of  the  hearth, 
escaping  through  several  flues  close  to  the  charging  end  of  the 
furnace ;  these  flues  lead  into  a  main  flue  which  communicates  with 
the  stack  situated  at  the  centre  of  the  circle  enclosed  by  the  furnace 
(Figs.  18rt,  19rt  and  16(0- 

The  ore  is  charged  by  an  automatic  feeder  at  the  fluebridge  end 
of  the  furnace  (Figs.  22a  and  16a).  By  means  of  the  rabbles,  of  which 
there  are  always  two  in  the  furnace  at  the  same  time,  the  ore  is 
gradually  carried  forward  and  discharged  at  the  other  end  of  the 
furnace  (Fig.  21a).  The  furnace  is  closed  at  either  end  by  pairs  of 
doors  of  sheet  iron  hung  on  hinges  which  are  lifted  by  the  motion  of 
the  rabbles  and  then  close  automatically.  These  doors  are  a  short 
distance  apart  (Fig.  21«),  and  are  so  arranged  that  one  closes  before 
the  other  can  be  opened,  so  that  the  admission  of  cold  air  at  the 
extremities  of  the  furnace  is  prevented.  In  the  outer  walls  of  the 
furnace  there  are  peepholes  at  definite  distances  apart,  through  which 
the  air  required  for  oxidation  can  enter  the  hearth.  The  power  con- 
sumption of  the  furnace  is  li  horse-power,  and  it  is  said  to  roast 
about  18  tons  of  ore  in  twenty-four  hours  with  a  fuel  consumption  of 
U  tons. 

More  recently  Mr.  Brown  ^  has  built  his  furnace  both  straight- 
lined  and  elliptical  in  plan. 

Farkes's  fu/'/iace. — This  is  a  reverberatory  furnace,  with  two 
circular  hearths  lying  one  above  the  other ;  a  vertical  iron  shaft 
traverses  the  furnace,  carrying  arms  to  which  rabbles  are  attached, 
which  stir  up  the  ore  lying  on   the  hearths  when   the   shaft  revolves. 

1  H.  V.  Brown,  "Mechanical  Roasting  of  Ores,"  Tram.  Fed.  In-'it.  Min.  Eiuj. 
vol.  xi.  p.  .S69. 
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Fig.  59  shows  the  constructiou  of  an  older  form  of  Parkes's  furnace  ; 
in  it  a  is  the  lower  hearth,  12  feet  6  inches  in  diameter,  h  the  upper 
hearth,  n  the  fireplace,  -i  feet  square,  o  the  firebridge,  m  the  vertical 
shaft,  with  its  rabbles  for  each  hearth ;  h  h  are  the  working  doors 
for  the  respective  hearths.  The  ore  can  be  dropped  through  a  passage 
from  the  upper  to  the   lower  hearth.     The   products  of  combustion 


Fig.  59. 


pass  through  a  flue  from  the  lower  to  the  upper  hearth,  thence  by  the 
flue  q  to  the  stack  /■.  Instead  of  the  two  hearths  a  single  iiearth  has 
been  used,  with  hollow  rabbles  through  which  air  is  forced  by  means  of 
a  fan.  At  Eitorf,  in  such  a  furnace,  10  feet  in  diameter,  4  to  5  tons 
of  ore  were  roasted  in  tw^enty-four  hours. 

The  capacity  of  these  furnaces  is  inferior  to  that  of  the  O'Harra 
furnace  and  of  those  with  revolving  cylinders  ;    they  are  accordingly 
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only  used  when  an  extremely  careful  calcination  is  required,  e.fi.,  for 
the  Ziervogel  process  at  Mansfeld. 

CALCINATION    IN    EEVERBERATORY   FURNACES   WITH    MOVABLE   BED 

Calcining-  furnaces  with  movable  beds  or  hearths,  and  fixed  or 
movable  rabbles,  are  but  rarely  used  for  calcining  copper  ores  on 
account  of  their  relatively  small  capacities.  Brunton's  calciner^  is 
used  for  the  roasting  of  tin  ores  containing  arsenical  pyrites,  that  of 
Gibbs  and  Gelstharp  -  for  the  chloridising  roasting  of  cupriferous 
pyrites  residues. 

CALCINATION    IN    EEVERBERATORY   FURNACES   WITH    MOVABLE 
WORKING   CHAMBERS 

Calciners  of  this  class  are  rotating  cylinders  that  work  either  inter- 
mittently or  continuously.  They  roast  thoroughly  with  a  moderate 
consumption  of  fuel  and  very  low  labour  costs.  They  are  used  to 
advantage  in  countries  like  the  United  States  and  Australia,  where 
wages  are  high  ;  they  are  also  used  in  England. 

The  Bruckner  fitrnace  is  the  typical  intermittent  revolving  furnace  ; 
180  of  these  are  employed  at  the  Anaconda  Works,  Montana,  where 
the  author  saw  them  in  operation.  The  construction  of  the  furnace  is 
shown  in  Figs.  60  and  61.  -4  is  a  revolving  wrought-iron  cylinder, 
lined  with  firebrick,  which  is  set  in  motion  by  means  of  the  wheels 
G  and  H.  B  is  the  fireplace,  I>  the  flue,  and  C  a  flue  that  also  serves 
as  dust-chamber.  F  F  site  hoppers,  froniAvhich  the  charge  is  dropped 
into  the  cylinder  through  the  doors  E  E.  When  the  calcination  is 
finished,  the  ore  is  discharged  through  these  doors  into  waggons  J  J. 
The  Bruckner  cylinders  at  Anaconda,  as  built  by  Messrs.  Fraser 
and  Chalmers,  are  18  feet  6  inches  long  and  S  feet  in  diameter  inside. 
The  cylinders  are  turned  merely  by  the  friction  of  the  carrying  wheels 
against  rings  on  the  cylinders,  the  power  required  being  2  horse-power. 
In  sixteen  hours  each  furnace  will  roast  12  tons  (equal  to  18  tons  in 
twenty-four  hours)  of  copper  ores,  with  38  per  cent,  of  sulphur  down 
to  9  per  cent.,  with  a  consumption  of  If  cords  of  wood.  Six  work- 
men can  attend  to  nine  furnaces  on  each  shift.  At  Anaconda  groups 
of  sixty  furnaces  are  built  under  one  roof.  For  the  calcination  of 
9  tons  of  ore  1  ton  of  coal  would  suffice.  These  figures  show  the 
superiority  of  the  Bruckner  furnace  over  the  hand-worked  calciner, 
where  fuel  and  labour  are  both  dear. 

^  AUijemeine  Huttenlcunde,  p.  432. 
"-  Ihid.  p.  438. 
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Continuously  working  furnaces  consist  of  an  inclined  cylinder  of 
cast  or  wrought  iron,  provided  with  an  automatic  charging  arrange- 
ment. Ore  is  continually  charged  at  the  higher — the  fluebridge — 
end  of  the  furnace,  and  passes  gradually  through  the  slowly  revolving 
cylinder  till  it  drops  roasted  from  the  lower  end.  By  means  of  longi- 
tudinal projections   of  firebrick    in    the    interior   of   the  lining  the 


distribution  of  the  ore,  and  thereby  its  calcination,  is  facilitated. 
Such  furnaces  have  been  designed  by  White,  Howell,  Hocking,  and 
Oxland,  and  have  been  chiefly  employed  in  the  chloridising  roasting 
of  silver  ores.  They  are,  however,  well  suited  for  calcining  copper 
ores,  and  are  characterised  by  thorough  calcination,  low  consumption 
of  fuel,  and  especially  low  cost  of  labour. 

The  White  calciner  is  shown  in  Fig.  62  ;  G  is  the  cylinder,  A  the 
ore  feeding  arrangement  that  continuously  delivers  ore  into  C,  whence 
it  finally  drops  out  at  D  into  the  waggon  H.     The  fire-place  is  in  the 

G 
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chamber  E;  the  gases  pass  out  at  the  upper  end  of  the  cyhnder  into 
the  dust-chamber  F  and  thence  to  the  stack.  Longitudinal  ribs  pro- 
jecting from  the  lining  raise  the  powdered  ore  and  allow  it  to  fall 

through  the  heated  gases  as  soon 
as  its  angle  of  repose  is  exceeded  ; 
the  necessary  amount  of  air  enters 
either  through  the  firinij  door  or 
through  special  openings.  Dif- 
ferent degrees  of  inclination,  to 
suit  different  ores,  can  be  given 
to  the  cylinder. 

The  Hocldiig-Oxland  furnace  is 
represented  in  Fig.  63.  B  is  the 
cylinder,  A  the  fire-place,  z  the 
flue,  /  the  dust-chamber.  The 
ore  is  automatically  fed  into  the 
cylinder   through    the    hopper  e. 


and  escapes  through  the  slot  li  at 
the  lower  end,  into  the  vault  (j. 
The  cylinder  is  driven  by  a  tan- 
gent screw  oearing  in  a  worm 
wheel  that  surrounds  the  cylin- 
der ;  c  c  are  friction  wheels.  This 
cylinder,  like  the  last,  can  be 
raised  or  lowered  as  required. 
Fig.  64  shows  a  cross  section  of 
the  furnace  showing  the  fire- 
brick lining  a  and  the  six  pro- 
jecting firebrick  ribs,  Vh}). 

The  author  has  seen  these 
furnaces  used  for  roasting  copper  ores  at  the  copper  works  at 
Wallaroo,  South  Australia.  The  furnaces  are  40  feet  long  and 
4  feet  in    diameter  inside,  without  lining;    they  have    eight  rows 
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•of  firebrick  ribs.  They  are  driven  by  worm  gearing  and  are  carried 
on  three  sets  of  friction  rollers.  In  twenty-four  hours  a  furnace 
will  roast  twelve  tons  of  pyritic  copper  ores  from  25  per  cent,  down 
to  4  per  cent,  of  sulphur,  the  coal  consumption  being  5  per  cent,  of 
the  weight  of  the  raw  ore,  an  equal  amount  being  required  to 
generate  the  necessary  power.  One  man  attends  to  a  pair  of  furnaces 
•on  each  shift. 

As  is  shown  by  the  above  figures,  continuous  acting  rotating 
€alciners  effect  m.arked  economies  over  the  handworked  calciner  with 
fixed  bed  when  wages  and  fuel  are  high. 


CALCINATION    IN    MUFFLE   FURNACES 

Muffle  furnaces  {Gefdssofen)  are  employed  when  it  is  desired  to 
manufacture  sulphuric  acid  (or  when  sulphur  fumes  may  not  be 
allowed  to  escape  freely)  from  ores  which  cannot  be  roasted  in  shaft 
furnaces  because  of  their  fritting,  melting  or  decrepitating.  They 
have  the  disadvantage  as  compared  with  shaft  furnaces,  that  they  use 
considerably  more  fuel  and  that  the  ore  must  be  in  a  state  of  fine 
powder.  Compared  with  reverberatory  furnaces  they  labour  under 
the  disadvantage  of  smaller  capacity  and  of  greater  consumption  of 
fuel  and  heavier  outlay  for  labour.  Nevertheless  the}^  may  be  used 
to  great  advantage  for  ores  of  the  above  character,  when  these  ores 
require  effectual  calcining  whilst  their  gaseous  products  are  to  be 
used  in  the  manufacture  of  sulphuric  acid. 

Muffle  furnaces  may  be  divided  into  those  with  fixed  and  those 
with  rotating  working-chambers.  Of  the  former  class  the  Hasen- 
clever  furnace,  which  is  used  successfully  at  Oker  for  the  calcination 
of  copper  ores,  is  the  best  known. 

The  Haseiidevcr  furnace  consists  of  several  muffles  lying  one 
above  the  other  and  connected  by  vertical  flues,  wdiich  are  heated  by 
means  of  a  fire-place.  The  ores  to  be  roasted  are  charged  through  a 
hopper  into  the  uppermost  muffle,  in  which  it  is  pushed  along  from 
time  to  time  like  the  charge  in  a  fixed-bed  calciner ;  when  it  reaches 
the  end  of  this  muffle  it  is  dropped  through  a  vertical  fiue  into  a 
second  one,  along  which  it  also  passes,  to  be  dropped  into  a  third 
muffle,  from  which  it  is  ultimately  withdrawn  through  a  Avorking 
door.  The  flame  travels  the  opposite  way  to  the  ore,  from  below 
upwards,  passing  along  the  floors  and  roofs  of  each  muffle  in  turn. 
More  recently  two  muffles  have  been  laid  directly  one  on  the  other 
the  flame  passing  under  the  floor  of  the  lower  and  over  the  roof  of  the 
u]Dper  one.     A  pair  of  Hasenclever  furnaces  are  shown  in  Figs.  65 
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and  66.  B  is  the  grate  of  one  of  these  furnaces ;  31 M  are  the 
muffles;  F F axe  the  flues  for  the  flame  which  passes  in  the  direction 
shown  by  the  arrows ;  A  A  are  the  charging  doors  for  the  ore  ;  vj  are 
the  working  doors.  The  gases  evolved  during  calcination  pass 
hrough  the  apertures  a  into  the  vertical  flue  h,  thence  to  the  main 
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flue  S  which  leads  to  the  sulphuric  acid  chambers.  Each  furnace  is 
33  to  36  feet  long  and  10  to  13  feet  high  and  wide.  The  Rhenania 
Company  of  Stolberg,  near  Aachen  (general  manager,  Hasenclever), 
undertakes  the  erection  of  these  furnaces  and  will  furnish  all  details. 
At  the  Oker  Works  a  Hasenclever  furnace  with  3  muffles  will 
roast  in   24  (hours  3^  tons  of  lead-bearing  pyritic  copper  ores,  or  4 
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tons  of  pyritic  ores  rich  in  copper  down  to  3  per  cent,  of  sulphur  with 
a  coal  consumption  equal  to  30  per  cent,  of  the  weight  of  the  ore  for 
the  former  and  27  per  cent,  for  the  latter  class  of  ores.  Each  furnace 
requires  2  men  on  each  shift. 

Copper  ores  have  hitherto  not  been  calcined  in  the  muffle  fur- 
naces of  Liebig  and  Eichhorn,  nor  in  that  of  Grillo,  although  they 
would  answer  as  well  for  this  purpose  as  for  that  of  roasting  zinc 
blende,  for  which  they  have  up  to  the  present  been  used. 

The  other  muffle  furnaces  Avith  fixed  muffles  consume  such  a 
large  amount  of  fuel  that  they  are  not  likely  to  be  applied  to  the 
roasting  of  copper  ores. 

Revolving  muffle  furnaces  have  not  so  far  found  any  definite 
application  for  calcining  copper  ores. 
The  furnace  proposed  for  this  pur- 
pose is  the  Douglas  furnace  ;  it  con- 
sists of  an  inclined  rotating  cylinder, 
in  the  axis  of  which  runs  a  chamber 
of  cast  iron  or  firebrick.  The  pro- 
ducts of  combustion  traverse  this 
chamber  whilst  the  powdered  ore  is 
charged  into  the  space  between  it 
and  the  lining  of  the  cylinder.  As 
the  ores  are  heated  by  radiation, 
they  are  roasted  without  coming  into 
contact  with  the  products  of  com- 
bustion, and  the  sulphurous  gases 
evolved  can  accordingly  be  used  to 
manufacture  sulphuric  acid.  In  order 

to  keep  the  ore  in  movement,  the  space  between  the  cylinder  and 
the  central  chamber  is  divided  into  four  by  means  of  four  longi- 
tudinal partitions  made  of  firebrick,  traversed  by  openings.  These 
partitions  raise  the  ore  which  can  fall  through  the  openings 
from  one  compartment  to  the  other.  The  ores  are  charged  auto- 
matically at  the  upper  end  and  are  delivered  at  the  lower  end 
of  the  cylinder. 

The  construction  is  shown  in  Figs.  67  and  68.  /S'  is  the  inclined 
rotating  cylinder  driven  by  worm  gearing.  In  it  runs  the  chamber 
B  opening  into  the  fire-place  B.  It  is  connected  to  the  cylinder  by 
means  of  the  partitions  T,  T\  T^,  T^,  and  rotates  with  it.  The  walls 
of  the  chamber,  the  partitions  and  the  lining  of  the  cylinder  are 
composed  of  firebrick.  A  is  the  stack  with  which  the  chamber  B 
communicates.    The  ores  are  charged  by  the  hopper  H'-,  and  fall  from 
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the  lower  end  of  the  cylinder  into  the  chamber  E.  G  is  a  branch 
Hue  that  connects  the  fire-place  with  the  stack  when  it  is  required  to- 
cool  down  the  chamber  B;  to  effect  this  the  damper  c  is  closed  and 
d  and  a  opened.  Cold  air  then  enters  through  the  flue  C,  traverses- 
the  chamlDer  B,  and  passes  from  it  through  G  to  the  stack  A.  By 
closing  the  damper  h  the  heated  gases  from  the  fireplace  are  cut  off. 
By  means  of  an  adjustable  damper,  not  shown  on  the  drawing,  the 
admission  of  air  to  the  ore  is  regulated. 

Few  data  are  yet   available  as  to  the  results  obtained  by  this. 


Fig.  6S. 


furnace.  It  has  been  used  to  calcine  pyritic  fines,  and  its  maximum 
capacity  seems  to  be  12  tons  of  such  ore  roasted  in  24  hours  down  ta 
3  per  cent,  of  sulphur. 


Smelting  the  Calcined  Ore  for  Matte  in  Shaft 
Furnaces 

Calcined  copper  ores  consist  of  a  mixture  of  oxides,  sulphates  and 
undecomposed  sulphides  of  copper  and  iron,  in  which  the  greater 
part  of  the  copper  is  combined  with  sulphur.  Other  frequent 
constituents  are  sulphates,  oxides  and  undecomposed  sulphides  of 
zinc  and  lead,  arsenides  and  antimonides,  arseniates  and  antimoniates, 
together  with  quartz,  silicates,  and  sulphates  of  lime  and  baryta. 

By  smelting  these  ores  with  carbon  and  suitable  fluxes,  the  iron 
is  to  be  slagged  off  as  far  as  possible  and  all  the  copper  collected 
into  a  matte  or  regulus.     The  iron  is  slagged  by  the  reduction  of  the 
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f»eroxide  to  protoxide  and  the  combination  of  the  latter  with  silica, 
together  with  the  decomposition  of  sulphide  of  iron  by  oxides  of 
copper  in  the  presence  of  carbon  and  silica.  Oxides  and  silicates  of 
copper  are  thus  transformed  into  sulphide  whilst  a  corresponding 
quantity  of  iron  appears  as  silicate,  as  shown  in  these  equations : 

2CuO  +  2FeS  +  SiO,  +  C  =  Cu,S  +  FeS  +  FeSiOg  +  CO 
4CuO  +  3FeS  +  SiO.^  +  20  =  2Cu,S  +  FeS  +  FcaSiO^  +  200. 

A  portion  of  the  oxides  of  copper  is  reduced  to  metal  by  carbon 
and  carbon  monoxide,  the  copper  reducing  some  of  the  sulphide  of 
iron,  either  to  metallic  iron  or  possibly  to  a  subsulphide  : 

20u  +  FeS  =  Ou.S  +  Fe  or  20u  +  2FeS  =  Ou,S  +  Fe^S. 

As  the  existence  of  subsulphide  of  iron  (FeoS)  has  not  yet  been 
proved  it  is  better  to  assume  that  the  former  reaction  alone  takes 
place,  the  metallic  iron  being  dissolved  by  the  matte,  the  possibility 
of  which  has  been  proved  with  certainty.  It  is  also  possible  that 
some  of  this  metallic  iron  reduces  ferric  to  ferrous  oxide,  which  is 
then  slagged  off,  thus  :  Fe203  +  Fe  =  3FeO.  Sulphate  of  copper 
is  reduced  to  sulphide.  Besides  the  above  main  reactions,  those 
of  the  English  process,  namely,  the  interaction  of  oxide  of  cojDper 
with  sulphides  of  copper  and  iron,  occur  to  some  extent  as  secondary 
reactions. 

The  whole  of  the  sulphide  of  copper  present  unites  with  the 
sulphide  of  iron  that  remains  undecomposed  to  form  matte.  As  long 
as  sufficient  sulphide  of  iron  is  present,  no  copper  can  pass  into  the 
slag  as  silicate,  because  the  latter  would  be  decomposed  by  sulphide 
of  iron  forming  sulphide  of  copper  and  silicate  of  iron. 

Oxide  of  zinc  is  partly  reduced  to  metallic  zinc  and  volatilised, 
and  partly  passes  into  the  slag.  Sulphide  of  zinc  goes  jDartly  into  the 
matte,  but  principally  into  the  slag.  Sulphate  of  zinc  is  partly  split 
up,  leaving  zinc  oxide,  partly  reduced  to  sulphide.  (Zinc  oxide  and 
sulphide  interact  like  the  corresponding  copper  compounds.)  Lead 
is  reduced  from  its  oxide  and  sulphate  to  metal  or  to  sulphide  and 
passes  into  the  matte.  Any  silver  present  in  the  ore  likewise  goes 
into  the  matte. 

Antimoniates  and  arseniates  are  reduced  in  part  to  antimonides 
and  arsenides,  in  part  to  the  metallic  state  and  volatilised  ;  in  the 
presence  of  iron  pyrites  some  of  the  arsenic  is  volatilised  from 
arsenides  as  sulphide  of  arsenic.  The  remaining  antimonides  and 
arsenides  pass  into  the  matte  when  they  are  present  in  small 
quantities    only ;  otherwise    they    separate  from    it,  forming    speiss 
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(speise).  Barytes  and  gypsum  are  reduced  to  sulphides  and  react 
like  sulphide  of  iron  with  the  oxidised  copper  compounds.  Sulphide 
of  barium  may  also  pass  into  the  matte. 

Barytes,  sulphide  of  iron  and  silica  interact  at  high  temperatures, 
the  silica  displacing  the  sulphur  trioxide  of  the  first  named,  which, 
splitting  into  sulphur  dioxide  and  oxygen,  oxidises  the  sulphide  of 
iron  forming  ferrous  oxide  and  sulphur  dioxide.  The  double  silicate 
of  baryta  and  iron  thus  formed  is  readily  fusible ;  this  same  silicate  is 
formed  by  the  action  of  silica  and  metallic  iron  upon  barytes. 

Quartz  and  silicates,  which  constitute  a  part  of  the  ores,  are  slagged 
off.  In  order  to  produce  suitable  slags,  when  the  ore  is  acid,  that  is 
to  say,  contains  siliceous  and  clayey  matter,  the  fluxes  to  be  added 
must  be  basic,  and  consist  generally  of  ores  rich  in  iron  and  lime,  as 
also  of  basic  slags  produced  in  working  mattes  and  coarse  copper. 
When  the  ores  are  basic,  as  in  the  case  of  ores  rich  in  oxide  of  iron, 
the  fluxes  used  are  siliceous  and  clayey  ores,  acid  slags,  clay  and  clay 
slate.  Ores  that  have  been  too  completely  roasted,  and  which  would 
therefore  produce  coarse  copper,  are  mixed  with  raw  ores,  whilst  ores 
that  have  not  been  roasted  very  much  and  which  would  therefore 
^ive  a  large  quantity  of  poor  matte,  are  mixed  with  oxidised  or  acid 
ores  and  copper  refinery  slags. 

The  sulphur  contents  of  the  charge  are  so  calculated  as  to  yield 
a  matte  with  between  35  per  cent,  and  50  percent,  of  copper.  When 
the  copper  falls  below  85  per  cent.,  the  quantity  of  matte  produced  is 
too  great  and  the  cost  of  its  further  treatment  comes  too  high  ;  when 
it  rises  above  50  per  cent.,  the  slag  is  found  to  be  too  rich  in  copper, 
and  cannot  be  thrown  away. 

The  slag  produced  during  smelting  must  separate  readily  from 
the  matte  so  that  it  may  not  retain  any  particles  {'prill)  of  the  latter 
mechanically  intermixed,  nor  may  it  contain  any  copper  chemically 
•combined.  Normal  slags  may  be  said  to  be  such  as  are  intermediate 
between  mono-  and  bi-silicates,  and  contain  ferrous  oxide  as  the 
principal  base.  When  the  ores  carry  much  iron  and  zinc,  the  slags 
are  made  more  basic  (mixtures  of  sub-  and  mono-silicates,  or  pure 
mono-silicates),  whilst,  when  they  contain  much  silica,  the  slags  are 
made  more  acid  (bi-silicates  or  mixtures  of  bi-  and  tri-silicates). 
Thus  slags  of  the  former  type  are  produced  with  pyritic  copper  ores, 
which  consist  chiefly,  after  calcination,  of  oxide  of  iron.  If  more 
silica  were  added  than  the  above  proportion  indicates,  the  amount  of 
slag  produced,  and  with  it  the  cost  of  smelting  and  the  loss  of  copper 
in  the  slag  would  be  increased.  Such  slags  are  also  produced^when  zinc 
is  present  in  the  ores,  because  basic  ferriferous  slags  have  the  property 
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of  dissolving  considerable  quantities  of  oxide  and  sulphide  of  zinc 
without  at  all  impairing  their  qualities.  (Any  oxide  of  zinc  that  is 
not  slagged  off  is  reduced  and  volatilised,  and  being  again  oxidised, 
is  deposited  on  the  walls  of  the  furnace,  forming  the  so-called  furnace 
■calamine,  the  presence  of  which  greatly  reduces  the  length  of  the 
smelting  campaign.)  Larger  quantities  of  sulphide  of  zinc  form  with 
the  slag  and  a  portion  of  the  matte,  a  porous  mass  called  skumnas 
(scum  or  foam)  in  Sweden,  from  which  the  copper  can  only  be 
extracted  with  great  difficulty.  It  is  therefore  advisable  to  convert 
the  sulphide  of  zinc  as  far  as  possible  into  oxide  during  the  roasting 
and  to  decompose  any  basic  sulphate  of  zinc  that  may  form,  by  mixing 
carbonaceous  matter  with  the  ore  during  calcination. 

Bi-silicates  are  produced  when  the  ores  are  rich  in  silica,  to  save 
the  expense  of  handling  large  quantities  of  slag  and  also  the  cost  of 
fluxes,  seeing  that  very  considerable  quantities  of  bases  are  needed 
to  produce  slags  low  in  silica  (60  parts  of  SiO.,  require  72  jDarts  of  FeO 
to  form  a  bi-silicate,  but  144  parts  to  form  a  mono-silicate). 

Mixtures  of  bi-  and  tri-silicates  are  only  exceptionally  produced,  as 
in  smelting  the  Mansfeld  Kwpfcrscliiefcr,  which  contains  the  substances 
in  the  proportions  requisite  to  form  such  a  slag,  and  which,  with  its 
very  low  copper  contents  (2  to  3  per  cent.),  could  not  support  the 
extra  expense  of  adding  barren  fluxes. 

Too  high  a  proportion  of  silica  has  its  disadvantage  quite  as  much 
as  too  low  a  proportion  or  too  high  a  proportion  of  iron. 

The  former  condition  makes  the  slag  difficultly  fusible,  so  that  it 
is  apt  to  mechanically  enclose  particles  of  matte,  especially  when  it 
is  very  pasty.  The  great  objection  is,  however,  that  at  the  high 
temperature  needed  to  fuse  the  slag,  a  certain  amount  of  iron  is  reduced, 
just  as  it  is  from  ores  or  even  from  silicates  in  the  blast  furnace. 
This  iron  may  be  deposited  either  in  the  upper  parts  of  the  shaft  or 
on  the  hearth  bottom  as  a  hear,  and  in  either  case  may  bring  about 
the  chilling  of  the  furnace.  Furthermore,  when  the  charge  is  too 
rich  in  silica,  the  consumption  of  fuel  is  increased  and  the  cajDacity  of 
the  furnace  diminished.  Quartzose  ores,  poor  in  copper,  should 
either  be  reserved  for  the  English  process  of  smelting,  or,  when 
this  cannot  be  done,  they  are  best  treated  by  wet  methods.  Unless 
in  exceptional  cases,  as  in  the  above  cited  instance  of  Mansfeld, 
experience  has  shown  that  the  silica  in  the  slags  should  not  exceed 
42  per  cent. ;  even  when  it  exceeds  36  per  cent,  the  working  capacity 
of  the  furnace  is  found  to  decrease,  without,  however,  any  other  in- 
jurious effects  being  perceptible,  up  to  the  42  per  cent,  limit. 

Too  low  a  percentage  of  silica,  or  too  high  a  percentage  of  iron 
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increases  the  specific  gravity  of  the  slag,  so  that  it  does  not  separate 
readily  from  the  matte  and  is  apt  to  enclose  particles  of  the  latter. 
Such  slags  also  attack  the  brickwork  of  the  furnace,  dissolving  its 
silica  and  acid  silicates.  Moreover  metallic  iron  is  easily  reduced 
from  slags  rich  in  that  metal,  and  this  iron  forms  bears  on  the  hearth 
bottom  and  thus  shortens  the  smelting  campaign.  Although  low 
silica  is  not  as  injurious  as  high  silica  in  a  slag,  experience  has 
shown  that  it  is  best  kept  above  24  per  cent.,  whilst  18  per  cent,  is 
looked  upon  as  the  minimum  amount  admissible. 

The  best  results  are  obtained  when  the  percentage  of  silica  is 
between  24  and  3G. 

As  bases,  there  may  be  present,  in  addition  to  ferrous  oxide,  lime, 
magnesia  and  alumina.  Even  comparatively  small  amounts  of  the 
two  latter  render  the  slag  difficultly  fusible,  whilst  considerable 
proportions  of  the  former  do  no  harm. 

The  composition  of  a  number  of  slags  with  varying  proportions  of 
silica  is  shown  in  the  subjoined  table  : — 
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The  shaft  furnaces,  in  which  the  roasted  ores  are  smelted,  have 
undergone  numerous  modifications  within  the  last  forty  years,  low 
furnaces  with  vertical  distribution  of  the  charge  having  been  exchanged 
for  higher  furnaces  Avith  horizontal  distribution.  The  square  or 
trapezoidal  cross-section  has  been  replaced  by  circular,  rectangular  or 
elliptical  'sections.  Instead  of  the  furnace  tapering  upwards  from  the 
tuyeres  to  the  throat,  it  is  slightly  widened  or  kept  uniform  in  section 
throughout.  Instead  of  furnaces  held  together  with  massive  retainiuo- 
walls,  difficult  of  access,  furnaces  now  stand  free  on  light  supports 
with  slight  outer  walls,  or  the  latter  are  replaced  by  iron  shells,  or 
again  the  brickwork  is  replaced  by  hollow  iron  boxes  through  which 
water  circulates  (water-jacket  furnaces).  The  working  capacity  of 
the  furnaces  has  been  increased  by  employing  larger  dimensions,  a 
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greater  number  of  tuyeres,  higher  blast  pressures,  and  by  injecting 
greater  vokimes  of  air. 

As  regards  the  height  of  the  furnace,  this  depends  chiefly  on  the 
amount  of  iron  in  the  charge  and  the  nature  of  the  fuel.  The  higher 
the  furnace  the  more  readily  is  iron  reduced  from  the  charge,  where- 
fore lower  furnaces  are  used  for  ores  rich  in  iron  than  for  ores  poorer 
in  that  metal.  Other  things  being  equal,  a  furnace  using  charcoal 
should  be  hioher  than  one  using  coke,  because  charcoal  has  a  great 
tendency  to  burn  upwards,  and  with  a  low  furnace  a  portion  of  the 
fuel  would  burn  to  waste  uselessly  in  the  throat.  With  ores  contain- 
ing much  zinc,  if  all  this  metal  cannot  be  slagged  off,  some  may  have 
to  be  volatilised,  in  which  case  the  furnace  is  not  made  too  high  for 
fear  of  accretions  forming  in  the  upper  part  of  the  shaft.  Generally 
speaking,  the  height  of  modern  furnaces  varies  between  11  feet 
6  inches  and  30  feet  from  the  floor  level  to  the  throat.  The  latter 
height  is  quite  exceptional,  and  is  only  used  for  ores  rich  in  silica  and 
earths,  poor  in  iron  and  difficultly  fusible,  where  there  is  little  fear  of 
iron  being  reduced,  as  for  instance  at  Mansfeld.  The  distance 
between  the  level  of  the  tuyeres  and  the  throat,  which  controls  the 
height  of  the  furnace,  is  there  about  21  feet  G  inches.  For  basic  ores 
rich  in  iron  (calcined  pyrites)  this  distance  varies  between  8  feet  and 
13  feet ;  thus  for  smelting  cupriferous  pyrites  with  3  per  cent,  to  4 
per  cent,  of  copper,  in  the  United  States  it  is  10  feet.  For  more  acid 
ores  this  figure  varies  between  13  feet  and  16  feet  6  inches,  according 
to  the  proportion  of  silica  present.  In  the  United  States,  when  acid 
ores  are  to  be  smelted,  it  is  found  preferable  not  to  exceed  14  feet, 
because  otherwise  metallic  iron  might  be  reduced. 

According  to  Bredberg,  when  charcoal  is  the  fuel  employed,  the 
furnace  should  be  at  least  20  feet  6  inches  high ;  such  furnaces  were 
formerly  in  use  at  Atvidaberg  in  Sweden.  The  cross-section  of 
modern  furnaces  is  circular,  rectangular  or  oval. 

Circular  furnaces  cannot  exceed  a  given  diameter,  otherwise  the 
blast,  at  any  admissible  pressure,  would  not  penetrate  to  the  centre 
of  the  furnace.  The  pressure  on  the  other  hand  depends  on  the 
fusibility  of  the  ores  and  the  amount  of  iron  they  contain.  At  high 
pressures  iron  is  apt  to  be  reduced,  and  the  more  readily,  the  richer 
the  charge  is  in  iron.  With  ores  poor  in  iron  the  pressure  may  be 
moderately  high  and  the  diameter  of  the  furnace  be  correspondingl}" 
increased.  The  diameter  at  the  tuyere  level,  which  principally 
influences  the  output  of  the  furnace,  must  not,  however,  be  too  great 
when  difficultly  fusible  ores,  such  as  ores  poor  in  iron,  are  being- 
treated,  for  fear  of  imperfect  fusion  ;  tlie  diameter  at  the  tuyere  level 
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is  accordingly  considerably  reduced  Avlieu  this  class  of  ores  is  to  be 
smelted.  Of  all  modern  circular  furnaces  those  at  Mansfeld,  designed 
for  treating  the  difficultly  fusible  ores  of  the  district,  have  the  largest 
diameter  and  are  worked  at  a  blast  pressure  of  2'9  to  4'3  inches  of 
mercury.     The  diameter  of  these  furnaces  at  the  tuyere  level  is  from 

5  feet  8  inches  to  6  feet  2  inches,  and  7  feet  3  inches  at  the  throat. 
The  quantity  of  ore  treated  varies  from  100  tons  at  the  lower  blast 
pressure  to  150  tons  at  the  higher,  in  twenty- four  hours.  For  easily 
fusible  ores  the  blast  pressure  ranges  from  0*8  to  1'6  inches  of 
mercury,  according  to  the  character  of  the  ores ;  the  diameter  at  the 
tuyere  level    should  then    be  between  2  feet  6  inches  and  4  feet 

6  inches,  increasing  a  little  towards  the  throat.  For  example,  the 
circular  furnaces  at  Oker,  in  the  Lower  Harz,  are  4  feet  3  inches  in 
diameter  at  the  tuyeres  and  5  feet  9  inches  at  the  throat,  working  at 
a  blast  pressure  of  1'4  inches  of  mercury;  at  Brixlegg,  in  the  Tyrol, 
the  diameter  is  4  feet  at  the  tuyeres  and  5  feet  6  inches  at  the  throat, 
a,nd  the  American  water-jacket  furnace  with  a  blast  pressure  of  h  to 
I  lb.  on  the  square  inch  has  a  diameter  at  the  tuyeres  varying  from 
5  feet  6  inches  to  4  feet  2  inches. 

Rectangular  and  oval  furnaces  are  better  suited  for  large  outputs 
than  circular  furnaces,  because,  although  the  shorter  side  or  diameter 
is  fixed  by  the  nature  of  the  ore,  the  area  at  the  tuyere  level,  upon 
which  the  output  of  the  furnace  depends,  can  be  increased  by 
lengthening  the  longer  side  or  diameter  as  much  as  possible.  Such 
furnaces  have  found  much  favour  in  the  United  States,  and  have, 
with  the  exception  of  the  Mansfeld  furnaces,  the  largest  capacities  (90 
tons  in  twenty-four  hours)  of  any  shaft  furnaces  hitherto  constructed  for 
smelting  calcined  ferriferous  copper  ores.  The  greatest  length  of  the 
rectangle  is  11  feet  6  inches  in  the  clear,  in  the  Orford  furnaces, 
whilst  the  width  should  not  greatly  exceed  3  feet  3  inches,  being 
3  feet  6  inches  in  the  furnaces  in  question. 

The  walls  of  the  furnace  are  either  perpendicular  as  in  the  Orford 
furnace,  or  else  widen  out  towards  the  top,  when  the  furnace  becomes 
a  Raschette  furnace.  Rectangular  furnaces  are  also  built  with  water- 
jackets,  the  form  known  as  the  Henrich  furnace  being  in  use  in  the 
United  States.  Water-jackets  are  constructed  either  of  cast  or 
wrought  iron,  the  latter  having  given  the  better  results  in  the  United 
S^tates. 

An  improvement  on  the  rectangular  furnace  has  been  the  rounding 
off  of  the  corners,  when  the  section  approaches  that  of  an  ellipse. 
This  improvement  was  introduced  in  Russia  by  Skinder  for  brick 
furnaces,  and  for  water-jackets  by  Herreshof  at  Brooklyn,  where  the 
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author  has  seen  them  in  operation.  The  Herreshof  furnace  widens  up- 
wards ;  it  is  6  feet  4  inches  long  by  3  feet  6  inches  wide  at  the  bottom, 
7  feet  4  inches  by  4  feet  7  inches  at  the  throat,  and  6  feet  6  inches 
by  3  feet  8  inches  at  the  tuyere  level.  Its  plan  is  that  of  a  rectangle, 
with  sharply-rounded  corners,  and  the  longer  sides  curved  outwards. 
This  furnace  has  a  capacity  of  about  90  tons  of  roasted  cupriferous 
pyrites  in  twenty-four  hours,  and  the  water-jacket  of  this  shape  is 
found  to  wear  longer  than  it  does  when  rectangular. 

In  the  modern  furnace,  the  tuyeres  are  distributed  as  symme- 
trically as  possible  round  the  periphery  of  the  furnace ;  in  the  older 
system  of  charging  in  vertical  columns  and  smelting  with  a  slagnosc 
(a  prolongation  of  slag  on  the  end  of  the  tuyere)  the  tuyeres,  from 
one  to  three  in  number,  were  placed  in  the  rear  wall  of  the  furnace. 
Modern  furnaces  have  not  less  than  three,  and  up  to  as  many  as  four- 
teen tuyeres  ;  tlius  the  Oker  furnaces  have  five,  the  Mansfeld  furnaces 
six,  the  Herreshof  furnaces  thirteen,  and  the  Orford  furnaces  fourteen 
tuyeres.  As  a  rule  the  tuyeres  are  cooled  by  water,  the  Skinder  and 
Orford  furnaces  being  the  only  exceptions. 

As  already  stated,  the  blast  pressure  varies  when  coke  is  used 
between  0"8  and  1'6  inches  of  mercury  (about  0*4  to  0"8  lb.  on  the 
square  inch)  and  is  only  exceptionally  (at  Mansfeld)  as  high  as 
3"9  inches  of  mercury.  The  pressure  must  be  less  when  charcoal  is 
used  as  fuel. 

The  blast  is  generally  produced  by  means  of  blowers,  Root'& 
blower  being  used  in  Europe  and  Baker's  blower  in  America  and 
Australia.  Blowing  engines  and  the  Cagniardelle  (a  blowing  machine 
consisting  of  a  rotating  air-chamber  dripping  diagonally  into  a  water- 
tank)  are  only  used  exceptionally  for  very  high  furnaces  and  difficultly 
fusible  ores,  as  at  Mansfeld.  Hotblast,  too,  can  only  be  employed 
with  advantage  under  the  same  exceptional  circumstances,  because 
it  would  otherwise  tend  to  reduce  iron  from  the  ore.  At  Mansfeld 
the  blast  is  heated  up  to  between  200°  and  300"C.  by  means  of  the 
furnace  gases. 

There  are  three  types  of  furnaces  in  use  : — 

Spurofen,  or  furnaces  with  independent  forehearths. 

Tiegelofen,  or  furnaces  with  crucibles  and  no  forehearths. 

Sumirfofcn,  or  furnaces  with  fixed  forehearths  of  the  syphon 
pattern  continuous  with  the  crucibles. 

Furnaces  with  independent  forehearths  are  used  with  advantage 
in  smelting  highly  ferriferous  ores,  such  as  roasted  pyrites,  where 
there  is  danger  of  iron  being  reduced  and  forming  sows  on  the  furnace 
bottom,  should  the  molten  materials  remain  too  long  in  the  furnace. 
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The  objection  of  an  imperfect  separation  of  slag  from  matte  in  inde- 
pendent receivers  outside  the  furnace  proper  may  be  got  over  by 
running  the  molten  matter  direct  into  covered  receivers,  in  which  the 
temperature  is  sufficiently  high  to  keep  the  contents  fluid  so  that  the 
matte  can  separate  sharply  from  the  slag.  The  slag  is  allowed  to  flow 
off  continuously  through  a  slagnotch  provided  with  a  spout,  whilst 
the  matte  is  either  tapped  out  periodicall}',  or  is  allowed  to  run  con- 
tinuously at  a  lower  level  than  the  slag.  A  continuous  flow  of  matte 
is  obtained  by  dividing  the  receiver  or  forehearth  into  two  compart- 
ments by  means  of  a  firebrick  wall,  at  the  bottom  of  which  a  slot 
forms  the  means  of  communication  between  the  two  divisions. 
This  slot  is  kept  closed  until  the  compartment  that  communicates 
Avith  the  interior  of  the  furnace  is  filled  with  matte,  so  that  no  slagf 
can  pass  through  the  slot,  which  is  then  opened,  when  the  matte 
rises  to  the  same  level  in  each  compartment.  The  matte  is  then 
allowed  to  run  continuously,  through  a  hole  provided  with  a  spout, 
from  the  second  compartment,  whilst  the  slag  flows  at  a  higher  level 
from  the  first  compartment.  These  arrangements  further  possess  the 
advantage  that  they  prevent  the  blast  blowing  through  the  tap 
hole,  whilst  the  furnace  bottom  is  kept  free  from  bears  and  accretions, 
which  are  deposited  in  the  forehearth.  This  s^^stem  is  used  to  great 
advantage  in  the  United  States ;  much  skill  is,  however,  required  in 
the  management  of  the  furnace,  and  the  outlet  c:\n  only  be  kept 
from  chilling  by  putting  through  ver}^  large  quantities.  The  first- 
named  arrangement  is  combined  with  the  Herreshof,  the  second  with 
the  Orford  furnace  ;  each  will  be  described  in  detail  under  the  head 
of  the  respective  furnaces. 

On  the  continent  of  Europe  forehearths  either  take  the  form  of  the 
so-called  brillenofen  (=  "  spectacle"  furnace),  so  called  because  it  has 
two  outlets — called  the  "  eyes  "  of  the  furnace  in  German — side  by 
side,  or  else  they  are  furnaces  provided  with  simple  outside  pots,  both 
forms  being  lined  with  a  charcoal  brasque.  In  small  furnaces  the 
matte  is  allowed  to  set  partially  in  the  jDot  or  forehearth,  and  then  a 
■disc  of  chilled  matte  is  lifted  off  the  surface;  in  larger  furnaces,  the 
pot  is  allowed  to  fill  with  matte,  and  is  then  tapped.  In  either  case 
the  separation  of  matte  from  slag  is  less  perfect  than  in  the  American 
method ;  the  matte  pots  are,  however,  more  readily  cleaned  out  and 
repaired  than  are  the  American  forehearths. 

Furnaces  with  closed  crucibles  and  without  forehearths  should 
be  used  when  there  is  no  fear  of  iron  being  reduced  from  the  ores 
and  forming  bears  and  accretions ;  they  keep  the  heat  well  together 
and  maintain  the  contents  of  the    furnace   in  a   state  of  thorough 
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fusion,  which  allows  the  matte  to  separate  sharply  from  the  slag. 
The  slag  is  either  allowed  to  flow  continuously  into  slag  pots,  or  is 
tapped  at  a  suitable  level  at  definite  intervals  of  about  ten  minutes 
alternately  through  two  slag  notches.  In  the  latter  method,  which 
is  the  rule  in  the  Western  States  of  North  America,  the  heat  is 
thoroughly  retained  in  the  furnace,  and  the  slag  remains  very  liquid, 
and  separates  most  perfectly  from  the  matte  ;  it  is  moreover  so  hot 
that  it  can  run  through  several  vessels  placed  one  below  tlie  other, 
at  the  bottom  of  which  any  matte,  that  might  have  been  carried 
over,  will  settle. 

At  the  Mansfeld  works,  the  slag  traverses  two  iron  boxes,  set 
one  below  the  other,  and  runs  thence  into  movable  slag  pots.  Any 
matte  settles  in  the  two  boxes,  whence  it  is  tapped  off  from  time  to 
time.  The  objections  to  the  crucible  hearth  are  the  formation  of 
hollow  spaces,  and  the  escape  of  blast  through  the  tap  hole,  when  the 
matte  is  tapped  off. 

Furnaces  that  are  continued  into  forehearths,  which  are  not 
removable,  but  form  a  joart  of  the  furnace  proper,  are  employed  with 
charges  rich  in  both  iron  and  zinc,  that  necessitate  a  frequent 
clearing  out  of  the  lower  part  of  the  furnace  to  remove  accretions. 
The  matte  does  not  separate  so  freely  from  the  slag  as  in  the  last- 
named  type  of  furnace,  and  the  slag  is  not  hot  enough  to  traverse 
several  receivers  and  deposit  therein  any  matte  it  may  be  carrying, 
so  that  this  type  of  furnace  should  only  be  used  when  the  formation 
of  accretions  makes  it  absolutely  necessary.  At  the  same  time  it 
must  be  remembered  that  substances  can  be  thoroughly  fused  in  the 
greater  heat  of  the  crucible  furnace  which  would  form  accretions  in 
this  type.  With  very  high  contents  of  iron  together  with  zinc  in  the 
ores,  crucible  furnaces  cannot  be  used  because  of  the  reduction  of 
iron  in  them.  For  such  ores  movable  fore-hearths  should  be  em- 
ployed when  possible,  but  if  not  then  these  fixed  fore-hearths  must 
be  used.  They  have  the  same  disadvantages  too,  as  crucible 
furnaces,  in  permitting  the  formation  of  hollows  and  the  escape  of 
blast. 

The  matte,  that  flows,  or  is  tapped  from  shaft  furnaces,  is  run 
into  sand  moulds,  brasqued  pots  or  iron  moulds. 

The  fuel  is  either  coke  or  charcoal,  the  former  carrying  heavier 
burdens  and  standing  higher  blast  pressures  than  the  latter.  A 
ton  of  ore  requires  according  to  its  nature  from  2  to  S  cwt.  of 
coke. 

Typical  examples  of  various  furnaces  constructed  according  to 
the  above  principles  will  now  be  given. 
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Older  Furnaces 

The  older   furnaces  have  been  ahnost  completely  displaced  b}" 
the  more  modern  types,  with  numerous  tuyeres,  charged  in  horizontal 

layers,  and  possess,  therefore,  scarcely 
C  more     than     a     historic    importance ; 

they  will  accordingly  be  only  briefly 
mentioned.  The  Krummofen  is  a  low 
furnace,  capable  of  being  charged  from 
the  floor  level  of  the  works,  square  or 
trapezoidal  in  cross  section,  with  two 
tuyeres  in  the  back  wall ;  the  mode  of 
charoino-  is  vertical.  These  furnaces 
consume  much  fuel,  since  they  work 
with  hot  throat  {i.e.,  the  furnace  gases 
burn  at  the  throat),  require  much  labour 
and  lose  much  metal.  The  author  has 
still    met    with    them    in    opei'ation  in 
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Fig.  70. 


Fig.  71. 


various  works  in  Transcaucasia  (Allawerdi  near  Tiflis  and  Kaward  and 
Katar  in  Karabach).  They  have  a  fixed  fore-hearth.  The  blast  was  pro- 
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duced  by  means  of  leather  bellows,  worked  by  hand  whenever  water 
power  was  not  available. 

The  Sulu  furnace  ("  Sulu"  is  the  Swedish  term  for  ore  that  has 
been  fritted  together  by  calcination)  was  formerly  employed  at 
Atvidaberg,  Fahlun  and  Sala 
in  Sweden.  A  furnace  of 
this  kind,  as  formerly  em- 
ployed in  Atvidaberg,  is 
shown  in  Figs.  69  to  71 
after  Bredberg.  It  had  a 
fixed  fore-hearth  h  lined  with 
charcoal  brasque,  was  rec- 
tangular in  plan  and  had 
four  tuyeres,  a,  in  the  rear 
Avail;  d  is  an  iron  bearer 
upon  which  the  breast  of  the 
furnace  was  supported  ;  c  is 
the-  tap  hole.  It  was  23  feet 
8  inches  high,  and  used 
charcoal  as  fuel.  To  pro- 
mote uniform  descent  of  the 
charge  the  shaft  was  di- 
vided by  a  vertical  par- 
tition.      This    furnace    was 


fW^'^ 


subsequently  replaced  by  one  with  five  tuyeres,  three  in  the  rear 
wall  and  one  in  each  side  wall. 

The  old  furnaces  of  the  Lower  Harz  had  orie  or  two  tuyeres  in 
the  rear  wall,  a  fixed  fore-hearth,  and  were  trapezoidal  in  plan.  The 
front  wall  was  vertical,  whilst  the  back  wall  sloped  towards  it  going 
upwards,  so  that  the  furnace  tapered  upwards. 

The  older  Mansfeld  furnaces  for  smelting  the  Kupferschiefer  were 

II 


98 


METALLURGY 


divided  into  the  so-called  low  furnaces  and  high  furnaces.  The 
former  had  a  fixed  fore-hearth  and  two  tap  holes,  their  height  varying 
from  14  feet  5  inches  to  IG  feet  6  inches ;  the  shaft  was  trapezoidal 
in  plan,  narrowing  somewhat  downwards.  Blast  was  supplied  through 
one  tuyere  in  the  rear  wall.     The  charging  was  in  vertical  columns. 

The  high  furnaces  were  from  18  feet  6  inches  to  20  feet  7  inches 
high,  had  independent  fore-hearths  and  boshes  like  an  iron  smelting 
blast  furnace.  Their  construction  is  shown  in  Fig.  72.  The  number 
of  tuj^'eres  was  at  first  two,  and  subsequently  three.  The  charging 
was  by  horizontal  layers.  In  the  figure,  s  is  the  inner  shaft,  /  the 
so-called ///m^  between  the  shaft  walls  and  the  outer  walls,  r  the  outer 
wall,  0  the  hearth  stone,  n  the  tap  hole  block,  which  separates  the  two 
eyes  or  tap  holes,  m  a  chimney  for  drawing  off  fumes  from  the  work- 
ing side  of  the  furnace,  v  one  of  the  pair  of  receivers  (fore-hearths) 
for  the  collection  of  the  molten  materials.  The  slag  flows  from  these 
receivers  into  slag  pots  z,  whilst  the  matte  was  tapped  off  into  a 
a  granulator  ;  the  latter  was  used  for  some  time  in  Mansfeld  to  enable 
the  matte  to  be  more  readly  pulverised  for  the  Gerstenhofer  Calciner. 
These  furnaces  have  been  replaced  by  the  modern  circular  furnaces. 

The  older  Russian  furnaces  (Siberian  furnaces)  such  as  were  being 
used  at  Kedabeg  in  the  Caucasus  whilst  the  author  was  there,  were 
rectangular  in  plan  and  had  six  tuyeres  in  the  rear- wall ;  the  furnace 
was  about  16  feet  6  inches  high,  7  feet  C  inches  long,  and  2  feet 
3  inches  wide. 

Modern  Furnaces 

These  are  round,  rectangular  or  oval  in  plan,  with  symmetrically 
distributed  tuyeres,  and  are  charged  in  horizontal  layers. 


FURNACES   OF   CIRCULAR   CROSS-SECTION 
These  have  been  built  after  the  pattern  of  the  Pilz  furnaces  used 

for   smelting   lead 
ores. 

The  furnace  used 
at  Oker  is  shown 
in  Figs.  73  to  77. 
It  is  19  feet  9 
inches  high,  4  feet 
in  diameter  at  the 
bottom,  4  feet  3 
20  r:  inches  at  the  tuy- 
~  eres,  and  5  feet  9 

^"■- ' -'•  inches     at     the 

throat.      It    lias    a    fixed    forehearth    {mm'j)f-ofcn).      With    a    blast 
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Figs.  73  and  76. 


Figs.  74  and  77. 
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pressure  of  1"4  inches  of  mercury  it  smelts  in  twenty-four  Lours 
20  tons  of  a  charge  containing  11|  tons  of  ore;  the  consumption 
of  coke  is  S3  per  cent,  of  the  weight  of  the  ore,  equal  to  20  per  cent. 
of  that  of  the  charge. 

The  furnace  used  at  Brixlegg  in  the  Tyrol  is  23  feet  high,  5  feet 
7  inches  in  diameter  at  the  throat,  and  4  feet  at  the  tuyeres,  and 


smelts  in  twenty-four  hours  12  tons  of  quartzose  copper  ores  with  a 
coke  consumption  equal  to  85  per  cent,  of  the  Aveight  of  the  ore,  and 
with  a  blast  pressure  of  0*8  to  0'9  inches  of  mercury. 

The  Mansfeld  circular  furnace  is  shewn  in  Figs.  78  and  79.  It 
has  a  crucible  hearth,  is  from  24  feet  to  29  feet  6  inches  high,  and  has 
from  four  to  six  tuyeres,  at  a  height  of  3  feet  7  inches  above  the  furnace 
bottom.  Its  diameter  at  the  tuyeres  is  from  5  feet  3  inches  to  6  feet 
2  inches,  and  at  the  throat  7  feet  3  inches.     A  is  the  shaft,  h  the  slag 
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notch,  out  of  which  the  slag  runs  through  two  receivers  into  movable 
slag  pots.  The  matte  tapped  from  the  furnace  runs  through  the  gutter  a 
into  sandbeds ;  it  used  formerly  to  be  granulated  in  the  vessel  c,  which 
was  filled  with  water.  There  are  four  flues  at  g  to  take  the  gases  off 
into  the  downcomer  v.  When  a  number  of  furnaces  are  grouped 
together,  the  gases  are  utilised  for  heating  the  blast.  The  furnace  is 
charged  by  means  of  a  cone  terminating  in  a  cylinder  below,  which 
can  be  raised  and  lowered  inside  a  hopper  (modified  cup  and  cone). 
The  tuyeres  and  taphole  are  cooled  by  means  of  water. 

These  furnaces  will  put  through  up  to  IGo  tons  of  Kupferschiefer 


Fig.  79. 


in  twenty-four  hours  with  a  consumption  of  coke  equal  to  16  per 
cent,  of  the  schist,  the  quantity  smelted  depending  on  the  pressure  of 
the  blast  and  the  area  of  the  tuyere  section  of  the  furnace. 

The  water-jacket  furnace  is  employed  in  the  United  States  of 
North  America,  and  is  shown  in  Figs.  80  and  81.  It  has  an  inde- 
pendent, movable  forehearth,  into  which  the  outlet  from  the 
furnaces  opens  low  down.  The  furnace  j)roper  is  made  of  a  double 
casing  of  boiler  plate,  there  being  a  space  of  2  inches  between  the 
plates  in  which  water  is  kept  circulating.  The  diameter  of  the 
furnace  at  the  tuyere  level  is  from  3  fe(jt  6  'inches  to  4  feet,  the  throat 
being  from  8  to  12  inches  wider.     The  height  from  tuyere  to  throat 
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is  10  feet,  the  bottom  being  from  12  to  14  inches  below  the  tuyeres. 
The  water-jacket  is  continuous  down  to  the  bottom  of  the  furnace  ; 
the  water  enters  near  the  bottom  through  the  pipe  r  and  escapes 
at  the  toj)  by  the  pipe  y.  The  following  table,  taken  from  Peters,^ 
shows  the  consumption  of  water  with  furnaces  running  normally  : — 

Area  of  hearth  Water  per  hour, 

square  feet.  U.S.  gallons. ^ 

8 460  , 

0 600  ' 

7 950 

9-5 1,100 

12-5 1,300 

18 1,500 

24 1,800 

30 2,000 

36 2,200 

These  figures  refer  to  water  that  passes  once  only  through  the 
water-jacket;  if  the  water  is  used  over  and  over  again  the  only  loss 
should  be  that  due  to  evaporation,  the  amount  of  which  depends  on 
the  climate. 

The  bottom  of  the  furnace  consists  of  a  dished-out  plate  of  iron 
which  is  bolted  to  the  loAver  edge  of  the  furnace  ;  upon  this  a  bed  of 
fireclay  is  rammed,  so  that  the  furnace  bottom  v  is  just  fiush  with  the 
outflow  0.  The  furnace  is  supported  on  four  columns.  A  blast  main 
n  surrounds  the  furnace,  and  from  it  the  blast  enters  the  furnace  by 
six  to  eight  tuyere  holes  u.  The  forehearth  T,  in  which  tlie  molten 
material  accumulates,  is  made  of  cast  iron  lined  with  fireclay,  and  is 
fitted  Avith  a  removable  cover.  The  lining  of  the  bottom  rests  on  a 
bed  of  slag.  There  are  a  taphole  ra,  for  the  matte  and  a  slag  notch  j> 
in  the  forehearth,  which  runs  on  wheels  and  can  be  pushed  close  up 
to  the  outflow  of  the  furnace,  a  thin  layer  of  matte  or  slag  sealing  the 
two  firmly  together.  Matte  and  slag  separate  jierfectly  within  this 
forehearth.  In  order  to  keep  the  outlet  open,  a  minimum  of  20  tons 
must  be  put  through  the  furnace  in  24  hours.  Moreover,  the  matte 
may  not  be  too  rich,  or  it  would  set  in  the  forehearth,  and  could  not 
be  tapped  out.  In  time,  however,  the  lining  gets  cut  away.  Accre- 
tions and  sows  are  also  apt  to  form  on  the  walls  and  bottom  of  the 
forehearth,  when  the  charge  contains  much  iron.  The  forehearth 
must  tlierefore  be  removed  from  time  to  time  for  repairs,  but  a  second 

1  Op.  cit.  1895,  p.  280. 

2  One  U.S.  gallon  =  0'83271  English  gallon. 
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forehearth  is  kept  in  reserve,  by  which  the  damaged  one  can  imme- 
diately be  replaced  so  as  not  to  interrupt  the  working  of  the  furnace. 
When  matte  is  tapped,  the  slag  notch  |9  is  closed  by  a  clay  plug  so 
that  no  blast  can  escape  and  cool  the  furnace  or  forehearth.  The 
slags  from  this  furnace  contain  less  than  h  per  cent,  of  copper.  K  is 
the  outlet  flue  for  the  furnace  gases,  which  are  best  led  throuoh  dust 
chambers  on  their  way  to  the  stack. 

In  such  a  furnace.  4  feet  in  diameter,  with  six  tuyeres  and  a  blast 

pressure  of  f  lb.  to  the 
square  inch,  56  tons  of 
pyritic  [ore  wath  2'8 
tons  of  sand  are  put 
through  in  twenty-four 
houre  with  a  consump- 
tion of  coke  equal  to 
20  per  cent,  of  ^the 
weight  of  the  ore. 

At  Stratford,  Ver- 
mont, a  furnace  3  feet 
8  inches  in  diameter 
at  the  tuyeres,  with 
five  tuyeres  and  a 
blast  pressure  of  h  lb. 
to     the    square    inch, 


treats  40  to  4.5  tons  of  pyritic  copper  ore  in  twenty-four  hours. 
At  Phoenixville  similar  furnaces  will  handle  from  35  to  50  tons 
of  ore  in  twenty-four  hours  according  to  the  character  of  the  ore. 

Under  certain  circumstances  a  forehearth  is  used  heated  indepen- 
dently by  means  of  a  lateral  fireplace,  so  as  to  form  a  small  rever- 
beratory  furnace  of  which  the  forehearth  proper  is  the  hearth  ;  this 
arrangement  is  said  to  have  special  advantages  when  the  matte  is  to 
be  taken  direct  to  the  converter,  and  has  been  used  at  the  Elliot 
metal  works  in  South  Wales,  as  well  as  in  other  places. 
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FURNACES  RECTANGULAR  IN  CROSS-SECTION 

These  furnaces  may  be  either  built  of  brick  or  -water-jacketed. 
The  Orfo7'd furnace  is  a  brick  furnace;  its  construction  is  shown  in 
Figs.  82  to  84.  It  is  used  at  the  Orford  Works  in  New  Jersey  for 
smelting  cupriferous  pyrites,  and  is  a  modified  or  improved  Rascbette 
furnace.  It  is  rectangular  in  plan  with  vertical  walls  ;  instead  of 
tuyeres,  there  are  openings  in  the    brickwork  into  which  the  blast 


Fig.  S2. 


Fig.  S3. 


pipes  project  for  a  certain  distance.     It  has  an  independent  forehearth 
situated  in  the  centre  of  one  of  its  longer  sides. 

Its  dimensions  in  plan  are  3  feet  5  inches  by  11  feet  8  inches 
inside  and  8  feet  5  inches  by  16  feet  8  inches  outside.  The  height 
depends  upon  the  amount  of  iron  in  the  ore  :  for  cupriferous  pyrites 
it  measures  8  feet  from  the  level  of  the  tuyeres  to  the  bottom  of  the 
charoino-  door.  The  bottom,  which  is  made  of  firebrick,  is  situated 
up  to  10  inches  below  the  tuyeres ;  in  the  middle  it  slopes  towards 
the  outlet  in  the  front  side  of  the  furnace.  There  are  fourteen 
blast  pipes,  G  in  the  rear  wall,  2  in  each  of  the  short  sides,  and 
4  in  the  front  wall ;  each  pair  of  blast  jDij^es  traverses  arches 
through  which  they  enter  the  firebrick  lining.  The  blast  pipes  are 
connected  with  the  blast  main  B  by  means  of  leather  tuyere  boots. 
As  is  shown  in  Figs.  83  and  84,  the  blast  pipes  do  not  go  up  to  the 
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inner  face  of  the  brick  lining,  but  only  enter  a  short  way,  and  are 
made  air-tight  by  means  of  clay.  The  molten  materials  flow  from  the 
outlet  of  the  furnace  into  a  forehearth  s,  which  is  divided  into  two 
compartments  communicating  with  each  other.  It  is  built  of  cast- 
iron  plates,  is  4<  feet  long  by  8  feet  6  inches  broad,  and  is  lined  with 
tirebrick.  A  partition  of  firebrick,  9  inches  thick;  divides  it  into 
two  compartments,  a  larger  and  a  smaller,  the  respective  areas  of 
which  are  as  5  :  2.  There  is  a  low  slot  in  this  partition  at  the  very 
bottom  of  the  vessel.  Each  compartment  has  its  tap-hole,  y  and  x  ; 
that  of  the  smaller  compartment  being  at  a  lower  level  than  that  of 
the  larger.  The  molten  material,  matte,  and  slag  flow  from  the 
furnace  into  the  larger  compartment ;  by  means  of  the  manipulation 
already  explained,  matte 
is  kept  continuously 
flowing  from  the  notch 
ij  whilst  slag  flows  con- 
tinuously from  the  slag- 
notch  X. 

If  the  matte  contains 
over  GO  per  cent,  of  cop- 
per it  is  apt  to  set  on 
the  bottom  of  the  fore- 
hearth  whilst  the  latter 
is  being  filled,  and  thus 
to   close    up    the    slot, 

whilst  if  it  contains  under  25  per  cent,  it  rapidly  cuts  away  the 
lining  and  cracks  the  cast-iron  plates.  Such  a  furnace  will  put 
through  90  to  95  tons  of  easily-fusible  cupriferous  pyrites  in  twenty- 
four  hours,  with  a  blast  pressure  of  0"8  inches  of  mercury  and  a  coke 
consumption  equal  to  15  per  cent,  of  the  weight  of  the  ore. 

The  Henrich  furnace  is  a  water-jacketed  furnace  of  rectangular 
cross-section,  which  is  also  employed  in  the  United  States.  It  is 
shown  in  perspective  elevation  in  Fig.  85.  It  is  built  up  of  cast-iron 
Avater  jackets,  has  boshes  and  a  crucible  hearth.  There  are  fourteen 
tuyeres,  five  in  each  of  the  longer  and  two  in  each  of  the  shorter 
sides.  Its  dimensions  at  the  tuyere  level  are  5  feet  6  inches  by 
2  feet  9  inches ;  the  boshes  commence  10  inches  above  this  level,  and 
are  30  inches  in  height,  the  dimensions  there  being  G  feet  6  inches 
by  3  feet  9  inches.  The  section  of  the  furnace  widens  from  this 
point  for  a  height  of  7  feet  G  inches  to  7  feet  3  inches  by  4  feet 
6  inches,  and  then  continues  parallel  up  to  the  throat,  which  is 
10  feet  6  inches  aboA'e  the  tuveres.     The  slao-  notch  is  6  inches  below 
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the  tuyeres,  and  the  crucible,  which  is  Hued  with  hrebrick,  is  14  inches 
dee^D.  T}p  to  the  present  only  carbonates  and  oxides  have  been 
smelted  in  this  furnace  at  Clifton,  Arizona,  where  it  gave  very  satis- 
factory results. 

FURNACES  OVAL    IX   CROSS   SECTION 

To  this  class  belong  the  Skinder  and  the  Herreshof  furnaces,  the 
former  being  a  brick-built  furnace,  the  latter  a  water  jacket. 

The  Skinder  furnace  is  said  to  have  done  good  work  at  Nishni- 


i^^^Wi^^^ 


Fig.  86. 


Fig.  87. 


Tagil sk,  in  the  Urals,  where  it  is  used  for  smelting  a  mixture  of 
sulphuretted  and  oxidised  copper  ores.  Figs.  86  to  89  show  its  con- 
struction ;  it  has  ten  tuyeres,  and  three  of  its  walls  have  boshes,  the 
front  wall  being  vertical.  The  hearth  is  of  the  crucible  pattern.  K  is 
the  charging  door  and  L  the  blast-heating  apparatus,  which  raises 
the  temperature  of  the  air  to  about  100'  C. 

The  Herreshof  furnace  is  a  very  large  water  jacket,  and  has  been 
used  with  very  good  results  at  the  Nicholson  Works,  near  Brooklyn. 
It  is  shown  in  sectional  elevation  and  plan  in  Figs.  90  and  91.     -ffis 
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the    water  jacket,    made   of   boiler    plate,    tlie    water    space    being 
2  inches  wide.     The  furnace  is  10  feet  bi^h  from  the  bottom  to  the 


Jlf\      ! 


A,... 


Fig.  S9. 


throat;  its  dimensions  are  6  feet  4  inches  by  3  feet  6  inches  at  the 
bottom,  and  7  feet  3  inches  by  4  feet  5  inches  at  the  throat.  The 
tuyeres  are  26  inches  above  the  bottom  ;  there  are  thirteen  tuyeres, 
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five  in  each  long  side  and  three  in  the  rear  side.  K  is  the  blast 
main.  The  furnace  has  an  independent  forehearth  T,  surrounded  by 
a  water  jacket,  with  a  brick-lined  bottom  and  removable  cover.  The 
slag  flows  out  through  a  slag  notch  near  the  top,  whilst  the  matte  is 
tapped  out  through  a  tap-hole,  fitted  with  a  bronze  water  block  like 
a  Liihrman  slag  tuyere,  situated  close  to  the  bottom  of  the  fore- 
hearth.  The  bottom  of  the  furnace  consists  of  a  dished  iron  plate 
bolted  to  the  bottom  edge  of  the  water  jacket.  Upon  this  there  is  a 
thin  layer  of  sand  and  then  a  bed  of  firebrick,  upon  which  the  molten 
matter  is  allowed  to  set  solid  up  to  the  level  of  the  furnace  outlet, 
through  which  the  matte  and  slag  run  into  the  forehearth.  Whilst 
the  furnace  is  in  operation,  the  level  of  the  molten  materials  is  kept 
above  the  upper  edge  of  the  outlet,  so  that  no  blast  can  blow  through 
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it,  and  with  this  object  the  slag  notch  is  also  stopped  with  clay  during 
the  tapping.  The  outlet  is  9  inches  high  and  7  inches  wide.  This 
furnace  smelts  76"8  tons  of  roasted  cupriferous  pyrites  and  13'2  tons 
of  raw  smalls,  equal  to  90  tons  of  ore  and  o"3  tons  of  sand  in  twenty- 
four  hours,  with  a  consumption  of  coke  equal  to  18  per  cent,  of  the 
weight  of  the  ore. 

The  forehearth  must  be  removed  from  time  to  time  and  repaired, 
as  accretions  of  iron  and  of  matte  form  in  it.  A  forehearth  lasts  from 
two  to  thirty  days,  according  to  the  character  of  the  slag  and  the 
amount  of  copper  in  the  matte.  In  order  not  to  stop  the  furnace, 
the  forehearth,  when  removed,  is  immediately  replaced  by  a  fresh 
one. 


THE   PROCESS    OF   ORE   SMELTING 


The  method  of  conducting  the  operation  depends  on  the  character 
of  the  ores,  the  kind  of  fuel,  and  the  shape  and  size  of  the  furnace. 
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As  a  rule,  it  slioukl  be  carried  on  by  horizontal  charging  and  with  a 
cold  top.  The  weight  of  the  charge  also  is  variable  with  the  con- 
ditions above-named ;  when  charcoal  was  used  as  fuel  the  heaviest 
charge  has  been  3  cwt.  With  coke,  in  large  furnaces,  it  may  exceed 
1  ton,  and  is,  for  instance,  1'2  tons  at  Mansfeld,  where  the  Kupfer- 
schiefer  is  treated,  and  from  1"3  to  L8  tons  in  the  Orford  furnace, 
running  on  cupriferous  pyrites. 

The  charge,  fuel  ratio,  quantity  and  pressure  of  blast  must  all  be 
regulated  so  that  the  slag  shall  not  contain  over  h  per  cent,  of 
copper  and  so  that  no  iron  bears  may  form;  as  already  jDointed  out, 
these  latter  may  result  from  either  too  much  or  too  little  silica  in 
the  slag.  Before  any  attempt  is  made  to  alter  the  charge,  care  must 
be  taken  that  the  real  cause  of  the  trouble  is  understood,  as  it 
happens  at  times  that  more  silica  is  added  to  an  already  too  siliceous 
mixture  in  the  belief  that  the  difficulty  arises  from  too  high  a  pro- 
portion of  iron.  In  furnaces  with  independent  forehearths,  those 
troubles  are  far  less  serious  with  water  jackets  than  in  brick  furnaces, 
because  the  brick-work  of  the  latter  is  also  apt  to  be  involved, 
whilst  there  is  also  the  danger  that  bears  may  form  inside  the  furaace, 
when  the  latter  is  of  the  crucible  or  of  the  fixed  forehearth  type. 


PRODUCTS    OF  THE   FUSION 

In  addition  to  coarse  matte  and  slags,  the  smelting  of  copper  ores 
often  produces  speiss  and  bears  of  iron ;  when  the  ore  is  over-roasted 
a  certain  amount  of  black  copper  may  also  be  formed.  The  latter  is 
very  impure,  and  is  either  resmelted  in  the  ore  or  matte  furnace,  or, 
when  rich  in  silver  and  gold,  is  treated  by  wet  methods. 

Coarse  matte,  which  is  to  be  roasted  and  smelted  for  coarse 
copper,  ought  to  contain  from  25  per  cent,  to  -io  per  cent,  of 
copper.  Formerly,  in  some  places,  e.g.,  in  Sweden,  with  ores  rich  in 
suljDhur  and  insufficient  roasting,  mattes  used  to  be  made  carrying 
only  8  per  cent,  to  12  per  cent,  of  copper,  the  further  treatment  of 
which  involved  heavy  expenses.  Besides  copper  and  iron,  the  matte 
may  contain  larger  or  smaller  quantities  of  zinc,  lead,  nickel,  cobalt 
and  silver.  In  many  mattes  there  is  enough  sulphur  present  to  form 
monosulphides  of  the  metals  (except  of  copper,  which  is  always  present 
as  cuprous  sulphide  Cu^S),  whilst  in  others  there  is  so  little  sulphur 
that  the  metals  must  either  be  present  as  subsulphides  or  in  the  free 
state,  the  latter  being,  as  already  stated,  the  preferable  view  in  the 
case  of  iron. 
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The  following  table  shows  the  composition  of  certain  mattes  that 
were  smelted  direct  for  coarse  copjDer  : — 


J       ■,.,.                             Oker                            Falilun 
i^ooaiities.                 ^^^jij  process).                (old  process). 

Keilabeg  in  the 
Caucasus. 

Cu 57-6—61-9                8-3—12 

Fe 11  1— 16-9               55-8—62-9 

Zin —                        1-2—  2-9 

^'     \                          1-1       -^l 

CO    / •    ■                   11-1                     — 

Pb 0—1-4                0-6—  3-9 

Ag 0-06                           — 

S 1        24-9—24-3              25-6- 27-2 

43-8 
28-65 
0-257 

1  -201 

0-281 

0-086 

23-667 

The  composition  of  the  slags  has  already  been  referred  to  (see  p.  90) ; 
some  of  these  are  added  to  the  slag  charge.  If  they  contain  much 
copper  they  must  be  resmelted,  in  some  cases  with  the  addition  of 
raw  ores. 

Speiss  is  often  produced  intentionally  to  j)revent  arsenic  and 
antimony  from  passing  into  the  matte  :  it  always  takes  up  a  certain 
amount  of  the  silver  present.  The  following  is  the  composition  of 
two  varieties : — 


Locality.                            Schmollnitz.                             ^^eu.sohl. 

Cu 12-99                                    41-18 

Pb      . 
Fe      . 

Ni 
Co     . 

Sb     . 

As 

i     Ag 

0-09                                 0-69 
12-63                               35-41               1 
.    .    .                      1-40                                  0-09                1 

.    .                         (J-09                                  0-04 

.    .                       60-00                                10-79 

.    .    .                     7-42                                  61U 

0-,36                                  0-03 

Au 

i     S    .    .    .    . 

0-06                                  —                   ' 
2-04                                  2-60                1 

1     Bi  .    . 

...                      1-26                                  —                   j 

These  speiss  are  worked  separately  to  recover  the  copper,  gold  or 
silver  that  they  contain. 

The  iron  bears,  sows  or  salamanders  consist  principally  of  metallic 
iron,  togather  with  copper  and  other  metals  and  their  compounds 
with  sulphur,  phosphorus,  silicon,  carbon,  antimony  and  arsenic;  the 
iron  is  produced  by  reduction  of  its  oxides  or  by  separation  from 
mattes  that  were  over  saturated  with  this  metal. 

After  suitable  preparatory  treatment,  the  copper  and  other 
valuable   metals   present    are    extracted    as    far  as  possible.     With 
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this  object  the  bears  are  broken  up  either  by  sledge-hammers  or  by 
blasting,  and  smelted  in  shaft  furnaces  with  raw  ore  for  matte.  Or 
else  they  may  be  scorified  (verhlascn)  or  smelted  in  reverberatory 
furnaces  with  sulphuretted  ores,  or  treated  with  acids  after  the  matte 
has  been  liquated  out  from  them. 

The  other  bye  products  of  smelting  calcined  copper  ores,  such  as 
furnace  residues,  dross,  skimmings,  &c.,  when  the}^  contain  copper,  are 
added  to  the  furnace  charges,  sometimes  after  having  first  been 
concentrated  b}'  washing. 

CALCINATION    OF   THE    MATTE 

For  the  production  of  coarse  copper,  matte  is  roasted  dead  or  sweet, 
that  is  to  say,  it  is  roasted  until  almost  all  the  sulphur  is  got  rid  of ; 
a  small  quantity  of  sulphur  must  be  left,  in  order  to  sulphurise  any 
copper  that  might  otherwise  pass  into  the  slag,  and  to  collect  it  in  a 
matte.  It  is  therefore  better  not  to  roast  enough  than  to  roast  too 
much. 

The  object  of  this  calcination  is  to  convert  copper,  iron,  and  all 
other  non-volatile  metals  into  oxides,  the  sulphur  escaping  as  sulphur 
dioxide,  and  arsenic  and  antimony  being  also  driven  off  as  far  as  possible, 
whilst  a  very  small  quantity  of  the  sulphides  of  iron  and  copper 
remains  undecomposed.  The  chemical  reactions  in  matte  roasting 
are  identical  with  those  of  ore-roasting,  except  that  the  calcination  is 
carried  further.  The  products  of  the  operation  are  a  mixture  of  oxide 
of  copper,  peroxide  and  magnetic  oxide  of  iron,  and  oxides  of  the 
other  metals,  together  with  small  quantities  of  sulphates  and  un- 
decomposed sulphides.  The  calcination  can  be  performed  in  heaps, 
stalls,  shaft  furnaces,  reverberatory  and  muffle  furnaces. 

Matte  roasting  in  hcajjs  has  the  disadvantages  already  mentioned 
under  ore  roasting.  It  liberates  sulphurous  fumes  and  when  repeated 
calcinations  are  required,  involves  the  lying  idle  of  a  large  amount  of 
capital ;  its  great  advantage  is  that  the  calcined  matte  is  delivered 
to  the  smelting  furnaces  in  lump  form.  It  is  now  but  rarely  used 
and  then  only  in  districts  where  the  sulphurous  fumes  can  do  no 
damage,  and  where  sulphuric  acid  has  no  marketable  value ;  on  the 
other  hand  it  is  often  employed  as  a  finishing  roast  for  mattes  that 
have  been  previously  calcined  in  shaft  furnaces. 

Stall  roasting  is  no  cheaper  than  heap  roasting,  requires  an 
expensive  plant  and  is  unhealthy  for  the  men  engaged  in  emptying 
the  stalls ;  on  the  other  hand  it  presents  the  advantage  that  the 
injurious  effect  of  the  gases  evolved  may  be  more  or  less  completely 
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■neutralised  by  leading  them  into  high  stacks.  When  this  is  not  an 
object,  heap  roasting  under  cover  (to  prevent  any  sulphate  of  co])per 
from  being  leached  out  by  rain-water)  is  preferable  to  stall  roasting. 
The  latter  method  also  leaves  the  roasted  matte  in  lump  form.  It 
too  is  used  for  the  finishing  roasting  of  matte  previously  roasted  in 
shaft  furnaces. 

Calcination  in  shaft  furnaces  with  or  witJiout  previous  crushing  of 
the  matte  is  used  when  the  sulphurous  fumes  cannot  be  allowed  to 
escape  into  the  air,  or  are  to  be  used  in  the  manufacture  of  sulphuric 
acid.  In  this  method  the  matte  cannot  be  roasted  sweet,  nor  can 
matte  rich  in  copper,  and  apt  to  frit  readily,  be  treated  by  it.  It  is  not 
possible  in  this  way  to  reduce  the  sulphur  below  10  per  cent,  to  14 
per  cent.,  wherefore  this  mode  of  roasting  can  only  be  looked  upon  as 
preliminary,  to  be  followed  by  a  second  roasting  in  stalls  or  heaps  for 
lumps,  or  in  reverberatory  furnaces  for  crushed  matte. 

Beverberatory  furnace  calcination  is  the  best  for  matte,  as  it 
allows  of  large  quantities  being  roasted  sweet  in  the  shortest  possible 
time.  Its  disadvantages  are  a  high  consumption  of  fuel,  the 
necessity  of  crushing  the  ore,  which  has  then  to  be  smelted  in  the 
form  of  powder,  and  the  impossibility  of  utilising  the  gases  evolved  ; 
on  the  other  hand  they  can  be  led  into  high  stacks  and  thus  rendered 
less  destructive.  It  should  always  be  employed  when  the  possibility 
•  of  utilising  the  gases  is  prevented  by  the  absence  of  a  market  for 
;sulphuric  acid,  by  the  matte  being  too  rich  in  copper,  or  the  gases 
produced  being  too  poor  in  sulphur.  It  should  be  used  as  a  finishing 
•roasting  for  crushed  mattes,  that  have  already  been  calcined  in  shaft 
•or  in  muffle  furnaces,  as  also  for  similarly  treated  lump  ores  in  cases 
where  the  latter  are  not  to  be  roasted  in  heaps  or  stalls,  with  the 
•object  of  saving  time,  and  when  it  is  preferred  to  carry  off  the 
sulphurous  gases  in  reverberatory  furnace  stacks,  rather  than  in  the 
■stacks  of  roasting  stalls ;  such  lumps  must  however,  first  be  crushed 
before  they  can  be  roasted  in  the  reverberatory  furnace. 

Muffie  furnaces  d^Amit  of  i\\e  sulphurous  gases  being  employed  in 
sulphuric  acid  manufacture,  but  are  only  suited  to  crushed  matte, 
and  entail  a  comparatively  high  consumption  of  fuel.  They  are 
■therefore,  but  rarely  used  in  matte  roasting. 

Dead-roasting  of  matte  in  heaijs 

This  is  best  carried  out  under  shelter  to  prevent  the  sulphate  of 
copper  being  leached  out  by  rain-water.  The  process  is  the  same  as 
in  the  case  of  ores  except  that,  on  account  of  the  lower  contents  of 
sulphur  and  greater  richness  in  copper  of  the  matte,  the  heaps  must 
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be  smaller,  and  the  calcination  several  times  repeated,  generally  from 
two  to  six  times  according  to  the  nature  of  the  matte,  in  the  case  of 
mattes  containing  much  arsenic  and  antimony  as  often  as  twelve 
times.  Tlie  heaps  may  vary  in  size  from  50  to  150  tons  of  matte. 
For  the  first  roasts  the  heaps  are  made  lower  and  longer  than  for  the 
latter  ones,  in  order  to  diminish  as  far  as  possible  the  inevitable 
melting  together  of  the  matte  just  above  the  fuel  bed.  For  the 
subsequent  roasts,  when  the  quantity  of  sulphur  is  less,  the  quantity 
of  wood  in  the  bed  must  be  increased,  and  the  heaps  made  shorter 
and  higher.  Laj^ers  of  charcoal  or  of  chips  of  Avood  are  then  also  intro- 
duced in  order  to  destroy  the  sulphates,  arseniates  and  antimoniates 
that  may  have  been  formed  during  the  calcination. 

In  the  United  States  the  preference  is  given  to  heaps  containing 
60  to  70  tons  of  matte,  12  feet  square  and  G  feet  high  ;  the  practice 
of  piling  the  heap  round  a  small  chimney  in  order  to  regulate  the 
drausfht  is  also  recommended.  Whilst  the  author  was  at  Kedabeg  in 
the  Caucasus,  heaps  holding  100  tons  were  in  use  there.  At  the 
Stephanshiitte  in  Upper  Hungary,  the  heaps  averaged  56  to  84  tons 
capacity,  1  foot  4  inches  high  for  the  first  roast,  and  8  feet  to  9 
feet  high  for  the  tenth  to  the  thirteenth  roasts  ;  for  the  fifth  to  the 
seventh  roasts,  charcoal  was  mixed  with  the  matte. 

The  time  occupied  depends  on  the  nature  of  the  matte  ;  the  first 
roast  takes  8  to  14  days,  the  subsequent  ones  less  time.  The 
general  average  may  be  taken  to  be  from  6  to  8  weeks  for  dead 
roasting.  During  the  first  roast,  kernels  will  often  be  found  to  form 
in  the   lumps  of  matte. 

Weil  roasted  matte  has  a  bluish-black  colour,  is  porous,  sintered 
and  often  shows  metallic  copper  separated  out  in  the  interior  of  the 
lumps  in  consequence  of  the  interaction  of  cuprous  oxide  upon 
sulphide  of  copper  left  undecomposed. 

The  consumption  of  wood  is  very  variable  and  depends  on  the 
character  of  the  matte,  on  its  contents  of  sulphur,  arsenic  and 
antimony,  and  on  the  number  of  calcinations  required.  According 
to  Peters,  in  the  United  States  60  tons  of  matte  require  three  cords 
of  wood  for  each  roast,  At  the  Stephanshiitte  50  tons  of  matte,  which 
had  to  be  calcined  12  to  14  times  on  account  of  its  high  proportion 
of  antimony,  required  459  cubic  feet  of  wood  and  318  cubic  feet 
of  charcoal.  In  the  Caucasus  17  to  20  tons  of  matte  required  two 
cubic  fathoms  of  wood. 

Dead  roasting  of  matte  in  heaps,  which  is  now  rarely  employed,, 
was  in  use  in  Sweden,  Norway,  Russia,  the  Upper  and  Lower  Harz., 
Hungary,  and  America. 
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Dead  Boasting  of  Mattes  in  Stalls 

This  is  a  more  rapid  process  than  the  last,  but  is  now  seldom 
used,  as  it  has  generally  been  replaced  by  calcination  in  reverberatory 
furnaces. 

In  the  United  States  (Boston,  Vermont),  stalls  are  in  use  that 
are  provided  with  a  brick  arched  roof  and  a  fire  grate,  and  having  the 
followino:  dimensions  :  Width  5  feet,  length  from  the  back  to  the 
front  wall  (which  latter  has  to  be  built  up  every  time  the  stall  is 
filled)  6  feet,  height  from  the  grate  to  the  spring  of  the  arch  4  feet  8 
inches,  height  from  the  floor  to  the  grate  1  foot  6  inches.  Flues 
for  the  escape  of  the  gases  are  constructed  in  the  rear  wall.  A  bed 
of  wood  is  laid  on  the  grate  and  upon  it  from  5  to  6  tons  of  matte  are 
piled.  The  first  roast  usually  takes  four  days,  the  following  ones 
three  days.  For  each  charge  from  10  to  20  cubic  feet  of  wood, 
according  to  the  character  of  the  matte,  are  consumed ;  hard  wood  is 
far  more  effective  than  soft. 

Heine  ^  has  recommended  for  matte  roasting  stalls  6  feet  square 
and  5  feet  high,  which  were  to  take  10  tons  of  matte  for  the  first 
calcinations  and  5  to  6  tons  for  the  later  ones. 

Calcination  in  Shaft  Furnaces 

These  furnaces  are  used  for  the  preliminary  roasting  of  mattes,  the 
sulphurous  gases  from  which  it  is  proposed  to  utilise ;  to  remove  the 
suljihur  completely  a  finishing  roast  must  be  given  in  heaj)s,  stalls,  or 
reverberatory  furnaces. 

For  matte  in  lump  form,  kilns,  as  previously  described,  see  p.  40, 
are  employed.  Mattes  containing  over  50  per  cent,  of  copper  are  too 
readily  fusible  to  be  suitable  for  kiln  roasting.  Pyrites  burners  are 
not  hiofh  enouojh  to  be  suitable  for  calcining  mattes.  In  order  to 
prevent  the  lumps  from  fritting,  more  or  less  roasted  matte  is  mixed 
with  the  raw  matte,  according  to  the  fusibility  of  the  latter.  By  this 
addition  it  is  possible  to  prevent  accretions  forming  in  the  furnace, 
but  its  capacity  as  regards  raw  matte  is  of  course  proportionately 
diminished.  At  Altenau,  in  the  Harz,  furnaces  4  feet  9  inches  wide, 
5  feet  8  inches  long,  and  0  feet  2  inches  high  will  put  through  1'25 
tons  of  matte  (0"75  tons  raw  and  0'5  tons  roasted)  in  twenty-four 
hours.  In  the  modern  kilns  at  Oker  which  are  13  feet  high,  4  feet 
wide,  and  7  feet  6  inches  long  (whereas  the  old  ones  were  13  feet 
high,  4  feet  6  inches  wide,  by  8  feet  long),  3  tons  of  matte  containing 

^  Beryjmannsfreund,  i.  51. 
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32  to  89  per  cent,  of  copper,  20  to  80  per  cent,  being  calcined  matte, 
are  treated  in  twenty-four  hours.  After  this  roasting  at  least  three 
other  roasts  are  required  to  roast  it  dead,  as  calcination  in  the  shaft 
furnace  only  brings  the  sulphur  down  to  between  8  and  10  per  cent. 

For  crushed  mattes  the  Gerstenhofer  furnace  is  the  only  one  that 
has  been  used.  The  matte  on  being  tapped  is  granulated  and  then 
ground.  The  objection  to  this  furnace  is  the  great  amount  of  flue 
dust  that  it  produces  ;  in  one  of  them  at  Mansfeid  (where  they  were 
used  at  one  time,  but  were  taken  down  on  account  of  the  just  named 
objection)  10  to  15  tons  of  coarse  matte  could  be  roasted  from  25  to 
29  per  cent,  of  sulphur  down  to  12  to  14  per  cent.  Of  course  this 
calcination  had  to  be  followed  by  a  dead  roasting  in  reverberatories. 
No  other  form  of  shaft  furnace  has  yet  been  tried,  nor  are  these  likely 
to  give  satisfactory  results,  seeing  how  apt  the  matte  is  to  frit 
together. 

Calcination  in  Rcvcrlicratory  Furnaces 

This  is  the  best  and  most  convenient  method  for  roasting  matte. 
Any  of  the  already  described  furnaces  may  be  employed,  but  their 
stacks  should  be  as  lofty  as  possible.  As  the  matte  contains  less 
sulphur  than  the  ores,  more  fuel  will  be  required  for  its  calcination 
and  the  output  of  the  furnaces  will  be  less. 

At  Altenau  in  the  Oberharz  82-  to  4  tons  of  matte  are  roasted 
from  20  per  cent,  down  to  2  per  cent,  of  sulphur  in  twenty-four  hours 
in  a  hand-worked  long-bedded  reverberatory  {Fortsclumfehingsofcn), 
with  a  consumption  of  coal  equal  to  20  per  cent,  of  the  weight  of  the 
matte. 

At  Brixlegg,  in  a  similar  furnace,  3  tons  are  roasted  dead  in 
twenty-four  hours,  with  a  consumption  of  46  cubic  feet  of  peat  to  the 
ton  of  matte. 

In  Omaha,  Nebraska,  6  tons  of  matte  are  roasted  from  35  per 
cent,  down  to  3  per  cent,  of  sulphur  per  twenty-four  hours  in  a 
Bruckner  furnace,  with  a  consumption  of  1  ton  of  coal. 

It  is  a  difficult  matter  to  roast  dead  in  continuous-actinsf  rotatino- 
cylinders,  unless  the  matte  is  made  to  pass  through  a  series  of  these. 

Calcination  in  Muffi^c  Furnaces 

This  is  very  rarely  used,  and  would  only  be  indicated  when 
sulphurous  fumes  cannot  be  allowed  to  escape  into  the  air.  The 
Hasenclever  muffle  furnace  would  probably  be  the  best  adapted  to 
this  purpose.  The  author  knows  of  no  instances  where  muffle 
furnaces  are  at  present  employed  for  the  dead  roasting  of  matte. 
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SMELTING   THE    ROASTED    MATTE    FOR    COARSE    COPPER 

Dead  roasted  matte  consists  essentially  ot"  oxides  of  copper  and 
iron  with  small  quantities  of  sulphates  and  undecomposed  sulphides. 
By  smelting  in  shaft  furnaces  the  oxide  of  copper  is  reduced  to  metal 
and  the  oxide  of  iron  to  ferrous  oxide,  which  is  slagged  off.  Any 
copper  sulphate  present  would  be  split  up,  leaving  oxide  of  copper, 
which  is  also  reduced.  A  part  of  the  sulphides  of  copper  and  iron  is 
decomposed  by  the  oxides  of  copper,  forming  metallic  copper  and 
ferrous  oxide,  which  latter  passes  into  the  slag  ;  another  part  must 
remain  undecomposed  so  that  the  sulphide  of  iron  may  react  with 
any  silicate  of  copper  that  may  have  been  formed  producing  silicate 
of  iron  and  sulphide  of  copper,  the  latter  combining  with  the  remain- 
ing undecomposed  sulphides  to  form  a  rich  matte  (dunnstein) ;  it  is 
the  production  of  this  matte  that  saves  the  copper  from  being 
slagged  off. 

In  order  to  slao;  the  iron,  acid  slags  from  ore  smeltino-  slags  from 
fining  or  refining  copper,  or  better  still  oxidised  copper  ores,  contain- 
ing quartz  or  acid  silicates,  are  added  to  the  charge  in  such  quantities 
as  to  form  a  monosilicate  slag. 

The  same  furnaces  are  used  as  for  ore  smelting ;  they  must  not 
be  too  high  or  the  reducing  action  of  the  carbon  monoxide  would  be 
too  great,  so  that  ferriferous  copper  and  bears  of  metallic  iron  would 
result.     Charcoal  tends  to  produce  a  purer  copper  than  does  coke. 

In  order  to  prevent  the  formation  of  bears  inside  the  furnace, 
and  to  prevent  the  matte  absorbing  metallic  copper  (which  it  does 
if  left  long  in  contact  with  it),  the  furnace  is  usually  supplied 
with  independent  forehearths,  and  has  two  outflow  apertures  or 
"eyes"  {Brillen-ofen).  Besides  the  objections  just  named,  there  is 
danger,  with  the  two  other  forms  of  hearth,  of  the  metallic  copper 
chilling  in  the  tap  hole. 

The  blast  pressures  varies  between  0'6  and  1*2  inches  of  mercury. 
A  furnace,  according  to  its  size,  will  put  through  from  6  to  15  tons  of 
calcined  matte  in  twenty-four  hours  with  a  fuel-consumption  of  be- 
tween 15  per  cent,  and  25  per  cent.  When  the  furnace  with  two  "  eyes  " 
is  used,  the  fused  materials  are  allowed  to  run  alternately  through 
each  into  the  forehearths  or  wells,  in  which  the  coarse  copper  and 
matte  collect  and  separate  according  to  their  specific  gravities,  whilst 
the  slag  flows  over  the  lips  of  the  forehearths.  Whilst  the  one  "  eye  " 
of  the  furnace  is  stopped,  the  corresponding  well  is  emptied,  by  first 
cooling  the  surface  of  the  matte  and  lifting  it  off  in  thin  layers  and 
then  similarly  taking  off  the  coarse  copper  in  discs.     A  coarse  copper 
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smelting  campaign  lasts  a  shorter  time  than  a  matte  smelting 
campaign,  because  bears  of  iron  form,  and  the  brickwork  of  the 
furnace  is  rai)idly  attacked  by  the  highly  basic  slag. 

Coarse  coiyper  or  Uacl:  copper  contains,  according  to  the  purity 
of  the  matte,  from  70  to  99  per  cent,  of  copper.  The  coarse  copper 
produced  in  American  works  is  fairly  pure  as  shown  by  the  subjoined 
partial  analyses  : — 

Ely  pig  copper.  Ore  Knob  pig  copper. 

Iron     .     .     I'l  to    16  percent.  .     .       1"4  percent. 

Sulphur  .     0-7  to    OS        „  .     .       1-1 

Copper    .  98-4  to  97-2        „  .     .     96-S 

The  composition  of  various  European  black  coppers  is  as  follows  : — 


Falilun 

Atvidaberg 

Stefanshiitte 

Cu 

(Sweden). 

(Sweden). 

1  (Upper  Hungary). 

94-52 

94-44 

94-39 

86-50 

Fe 

0-62 

3-29 

2-04 

3-50 

Zn 

1-09 

0-33 

1-55 

— 

Pb 

1-93 

0-57 

0-19 

— 

Ag 

0-03 

0-07 

0-11 

0-25 

Ni 

0-76 

0-23 

0-63 

trace 

Co 

0-23 

0-18 

— 

trace 

S 

0-86 

0-75 

0-80 

1-05 

Sb 

— 

! 

8-46 

Black  copper  cannot,  on  account  of  the  impurities  it  contains,  be 
used  as  such  in  the  arts,  but  has  first  to  be  purified.  If,  as  is  often 
the  case,  it  contains  a  considerable  proportion  of  silver,  the  latter  is 
recovered  by  means  of  dry,  wet  or  electrical  methods  (treatment  with 
lead,  amalgamation,  lixiviation  or  electrolysis). 

The  rich  matte  (diXnnstcin  =  "  thin  matte,"  so  called  because  it  is 
removed  in  thin  discs  from  the  black  copper  over  which  it  collects) 
is  a  matte  containing  up  to  70  per  cent,  or  more  of  copper.  It  is  a 
combination  of  cuprous  sulphide  (Cu^S)  with  ferrovis  sulphide  (FeS), 
and  is  full  of  vesicular  cavities  in  which  metallic  copper  is  found  in 
mosslike  or  hairlike  forms.  According:  to  Plattner,  a  matte  consisting; 
of  Cu^S  and  FeS  has  the  property,  when  molten,  of  dissolving  metallic 
copper  with  the  formation  of  CuoS  and  Fe.^S ;  when  slowly  cooled, 
the  metallic  copper  separates  out,  and  FeS  is  again  formed.  Metallic 
silver  is  also  found  in  mattes  rich  in  silver,  the  formation  of  which  is 
explained  in  the  same  way,  Ag.,S  and  Fe^S  being  formed  at  high 
temperatures,  and  metallic  silver  and  FeS  on  cooling.  According  to 
Miinster,   the   copper  in  the  matte   is  reduced  in  consequence  of  a 
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reaction  between  the  cuprous  oxide  (in  the  slag)  and  cuprous  sulphide. 
The  sulphur  dio.xide  thus  formed  is  said  to  drive  the  metallic  copper 
•out  of  the  matte  at  the  moment  of  its  solidification. 

This  matte  is,  like  the  coarse  matte,  roasted  sweet  and  smelted 
for  coarse  coj^per.  The  composition  of  dunnstein  is  shown  by  the 
f(dlowing  analyses  : — 


Mansfeld. 


Fahlun. 


Phonixhiitte 
(Upper  Hungary). 


Cu 

70-89 

59-75 

60-00 

Fe 

5-63 

13-82 

16-52 

S 

20-95 

21  -96 

22-25 

Zn 

0-52 

1  -00 

— 

Pb 

0-60 

4-08 

— 

Ag 

U-01 

— 

— 

The  slags  are  generally  monosilicates,  sometimes,  however,  con- 
taining rather  more  siHca  than  is  required  by  the  above  ratio.  They 
always  contain  certain  quantities  of  copper  (1  to  3  per  cent,  oi 
cuprous  oxide),  and  are  therefore  added  to  the  charge  in  the  ore 
furnace,  where  their  high  contents  of  ferrous  oxide  is  available  for 
slagging  siliceous  matter. 

The  following  table  shows  the  composition  of  such  slags  : — 


Mansfeld.                       ^rahl^.^ 

Roros 
(Norway). 

31-44 
55-21 

7-86 

4-46 

Silica 

29-94                          30-93 

Ferrous  oxide     .    . 
Alumina  ... 

45-14                          09 -U7 
7-31                            — 
5  77                             — 
1-25                             — 
1               2-42                not  determined 
5-45             '                — 

Lime 

Magnesia     ... 
Cuprous  oxide    . 
Zinc  oxide  .... 

At  Mansfeld,  10  to  12  tons  of  calcined  matte  used  formerly  to  be 
smelted  in  twenty-four  hours  in  a  hrillenofen  10  feet  5  inches  high, 
with  one  tuyere,  with  a  consumption  of  coke  of  25  per  cent. 

At  Brixlegg,  dead  roasted  matte  with  15  per  cent,  of  quartz  and 
15  per  cent,  of  ore-furnace  slag  is  smelted  in  a  furnace  of  the  Pilz 
pattern,  23  feet  high,  4  feet  diameter  at  the  tuyeres,  and  5  feet 
7  inches  at  the  throat,  with  a  blast  pressure  equal  to  0'6  inches  of 
mercury.  A  mixture  of  coke  and  charcoal  is  used  as  fuel.  This 
furnace  treats  8  tons  of  matte  in  twenty-four  hours. 

At  Kedabeg,  furnaces,  16  feet  5  inches  high  by  4  feet  3  inches  by 
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5  feet  7  inches,  smelted  in  twenty-four  hours,  G  to  .7  tons  of  dead- 
roasted  matte,  with  a  consumption  of  charcoal  of  50  per  cent,  of  the 
weight  of  the  matte. 

At  Altenau,  in  the  Upper  Harz,  furnaces  with  two  "  e3^es " 
{Brillenofcn)  and  one  tuyere,  from  11  feet  10  inches  to  15  feet  10  inches 
high  and  3  feet  3  inches  in  diameter,  smelted  5  tons  of  dead-roasted 
matte,  with  variable  amounts  of  slag  in  twenty-four  hours,  with  a 
blast  pressure  of  0'8  inches  of  mercury  and  a  consumption  of  li  tons 
of  coke. 

At  Atvidaberg  and  Fahlun  in  Sweden,  where  black  copper  used  tO' 
be  produced  by  smelting  dead-roasted  matte,  the  dry  method  has  been 
replaced  by  a  wet  method  of  copper  extraction.  The  furnaces  were 
similar  to  the  previously-described  Sulu-furnaccs,  but  were  narrower, 
16  feet  10  inches  in  height,  and  had  a  crucible  hearth.  The  charge 
consisted  of  2  parts  (by  weight)  of  roasted  matte,  0'20  to  0'40  parts 
of  ore  furnace  slag,  0'20  to  0*40  parts  of  cupriferous  residues  (refinery 
dross)  and,  under  some  circumstances,  a  certain  quantity  of  quartz. 
The  consumption  of  coke  was  0'6  parts  to  2  parts  of  roasted  matte. 

The  German  Process  of  Copper  Extraction  Combined 

WITH   THE  concentration   OF   MaTTE 

This  process,  as  already  mentioned,  is  made  use  of  when  the  coarse 
matte  is  poor  in  copper,  or  is  contaminated  by  notable  quantities  of 
arsenic  and  antimony  or  lead.  The  first  matte  is  then  only  roasted 
to  a  definite  point,  and  is  then  smelted  to  produce  a  purer  matte, 
richer  in  copper  tlian  the  first,  in  which  any  silver  present  will 
also  be  concentrated. 

If  this  matte  (known  as  sjnirstein,  answering  about  to  "  blue 
metal ")  is  impure,  containing  As,  Sb  or  Pb,  its  calcination  to  a  definite 
degree  followed  by  a  smelting  of  the  matte  thus  calcined,  may  be 
repeated  one  or  more  times.  This  process  is  spoken  of  as  a  second, 
third,  &c.,  sjmren,  ("concentrating"  or  ''doubling").  The  results  of 
these  operations  are  mattes  of  high  purity,  rich  in  sulphide  of  copper 
or  silver",  togetlier  with  slags. 

The  calcination  of  matte  to  a  definite  degree  is  effected  in 
the  same  manner  and  with  the  same  plant  as  have  already  been 
described,  but  it  is  not  carried  as  far  as  dead-roasting.  In  many  cases, 
however,  it  is  carrid  so  far  that  together  with  matte  a  certain 
quantity  of  black  copper  is  obtained,  which  takes  up  antimony  and 
arsenic,  together  with  a  great  part  of  the  silver-contents,  and  espe- 
cially the  gold-contents  of  the  matte. 
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The  roasted  matte  is  smelted  in  the  same  furnaces  as  are  used  for 
ore  and  for  black  copper  smelting.  In  order  to  slag  off  the  iron, 
additions  are  made  to  the  charge,  of  acid  slags  from  the  ore  furnace, 
quartzose  copper  ores,  or  ores  mixed  with  acid  silicates,  in  such  pro- 
portions that  a  mono-silicate  slag  results.  These  slags  always 
retain  over  |  per  cent,  of  copper,  and  are  added  to  .the  ore  furnace 
charge. 

Concentration  in  shaft  furnaces  has  in  most  works  been  replaced 
by  concentration  in  reverberatories,  because  purer  mattes  are  obtained 
in  the  latter.  On  the  contrary,  mattes  rich  in  lead,  and  which  yield 
lead  on  smelting,  are  more  advantageously  treated  in  shaft  than  in 
reverberatory  furnaces.  This  is  the  case  with  lead-bearing  copper 
mattes,  as  also  with  the  mattes  produced  in  treating  leady  copper 
ores,  such  as  the  so-called  mixed  ores  at  Oker.  For  example,  at 
Oker,  by  the  smelting  in  shaft  furnaces  of  ores  containing  4-78  per 
cent,  copper,  8-84  per  cent,  lead,  12-55  per  cent.  iron,  and  24-11  per 
cent,  sulphur,  which  are  first  calcined  in  shaft  furnaces  down  to  10  to 
12  per  cent,  of  sulphur,  and  then  by  two  heap  roastings  brought  down 
to  5  to  6  per  cent.,  the  products  obtained  are  work-lead,  and  a  matte 
with  16  to  20  per  cent,  copper,  4  to  5  per  cent,  lead,  and  0-02  per  cent, 
silver.  This  matte  is  then  roasted  in  shaft  furnaces,  and  smelted  in 
shaft  furnaces  with  the  addition  of  siliceous  copper  ore,  known  as 
Kniest,  forming  matte  with  45  per  cent,  copper,  and  0-05  to  0-06  per 
cent,  silver,  and  an  alloy  of  copper,  lead,  arsenic  and  antimony,  con- 
taining up  to  60  per  cent,  of  copper. 

The  composition  of  various  of  these  mattes  {spursUinc)  as  formei'ly 
produced  is  shown  in  the  following  table  : — 


Cu 
Fe 
Pb 

Ni 
Co 
Zn 
Ag 
S    . 


Freiberg. 

Altenau. 

Mansfeld. 

Oker. 

32—43 
16—21) 
14—17 

63-9 
8-1 
7-3 

51-37 
18-67 

64-38 
8-93 
2-95 

— 

6-54 

1-34 

0-2—0-3 
21—24 

20 

24-35 

20-79 

When  the  spurstein  is  rich  in  copper  it  shows  segregations  of  metallic 
copper  like  the  dilnnstcin,  already  referred  to. 

The  composition  of  the  slags  made  in  this  process  is  shown  by 
the  analyses  on  the  following  page  : — 
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1          (older  slass.)                      Altenau. 

Oker. 

Silica    .... 

.331— .34- 1 

27-6 
6-5 

54-3 
4-1 
0-6 
1-4 
4-8 
10 

27-14 

17-82 

47-93 

3-41 

1-24 

Alumina  .... 

.5-6—11-2 

32    — .51-5 

r>    -17-1 

0    —  4-6 

0-7-  3-0 

0    —  0-4(> 

Ferrous  oxide 
Lime     .... 
Magnesia     .    .    . 

Cuprous  oxide    . 
J-icad  oxide  . 

Antimony  oxide 
Sulphur    .... 
Zinc  oxide   .    .    . 

The  capacity  of  the  furnaces,  blast  pressure  and  fuel  consumption  are 
similar  to  what  they  are  when  dead  roasted  matte  is  smelted. 

At  Oker,  matte  containing  35  to  45  per  cent,  of  copper  used  to  be 
first  roasted  in  kilns  down  to  10  to  11  per  cent,  of  sulphur,  which  was 
further  brought  down  to  4  to  5  per  cent,  by  two  calcinations  in 
heaps ;  it  was  then  smelted  in  shaft  furnaces  with  two  tuyeres,  of  9 
feet  in  height  from  the  tuyeres  to  the  throat,  with  the  addition  of  20 
to  30  per  cent,  of  kniest  (clay-slate  containing  copper  pyrites)  with  a 
blast  pressure  equal  to  1  inch  of  mercury,  the  products  being  spitr- 
stein  and  black  copper.  In  24  hours  7  to  8  tons  of  matte  were 
smelted  with  a  consumption  of  coke  equal  to  38  to  40  per  cent,  of 
the  charge. 

At  Altenau  in  the  Upper  Harz  mattes  containing  25  to  40  per 
cent,  of  copper  and  9  to  14  per  cent,  of  lead  are  roasted  in  the 
furnaces  already  described  {see  page  115)  from  20  down  to  7  per  cent, 
of  copper.  The  roasted  matte  is  smelted  in  round  shaft  furnaces 
3  feet  3  inches  in  diameter  with  two  "  eyes  "  and  one  tuyere,  yielding 
a  concentrated  matte  with  70  per  cent,  of  copper  and  a  certain 
amount  of  coarse  copper.  With  each  100  parts  of  matte,  140  parts 
of  slags  are  charged ;  the  blast  pressure  is  equal  to  0'6  to  0-8  inches 
of  mercury.  In  24  hours  5  tons  of  matte  are  smelted  with  the 
consumption  of  lA  tons  of  coke. 


Examples  of  the  German  Process  of  Copper  Smelting 

The  German  process  is  still  carried  on  in  but  few  places,  as  the 
matte-concentration  and  the  fusion  for  black  copper  ai'e  generally 
performed  in  reverberatory  furnaces,  so  that  a  combiued  Anglo- 
German  process  results. 

It  is,  for  example,  still  used  at  Brixlegg  for  copper  ores  free  from 
silver,  these  consisting  of  quartzose  copper  pyrites  with  15  j^er  cent. 
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•of  copper.  They  are  in  part  roasted  in  heaps,  in  parts  smelted  raw ; 
whilst  the  author  was  in  Brixlegg,  it  was  proposed  to  replace  heap 
roasting  by  roasting  in  long  reverberatory  furnaces. 

The  ores,  25  per  cent,  roasted  and  75  per  cent,  raw  are,  on  account 
of  the  amount  of  silica  they  contain  (27  per  cent.),  mixed  with  lime 
-and  basic  slags  and  smelted  in  Pilz  furnaces.     These  furnaces  are 

23  feet  high,  5  feet  7  inches  in  diameter  at  the  throat,  and  4  feet  at  the 
tuyeres,  and  their  hearth  is  protected  by  cast  iron  water  boxes.  The 
blast  pressure  is  equal  to  O'S  to  0*87  inches  of  mercury.  In  24  hours 
12  tons  of  ore  are  smelted  with  a  consumption  of  coke  equal  to  35 
per  cent,  of  the  weight  of  the  ore.  The  coarse  matte  {rohstein)  thus 
produced  contains  35  per  cent,  of  copper.  The  slag  containing  015 
to  0*4  per  cent,  of  copper  is  in  part  thrown  away  and  in  part  added 
to  the  charge  for  coarse-coj^jaer  smelting. 

The  matte  is  granulated  and  calcined  sweet  in  reverberatory 
furnaces ;  these  latter  are  long  furnaces  with  two  hearths  and  are 
heated  by  peat-gas.  Such  a  furnace  holds  altogether  3  tons  of  matte, 
which  is  roasted  dead  in  24  hours  with  a  consumption  of  46  cubic  feet 
of  peat  to  the  ton  of  matte.  The  dead-roasted  matte  is  smelted, 
with  the  addition  of  15  per  cent,  quartz  and  15  per  cent,  ore-furnace 
slag,  for  black  copper,  in  furnaces  with  two  "  eyes."  The  blast 
pressure  is  0*6  inches  of  mercury,  and  8  tons  of  matte  are  smelted  in 

24  hours.  The  products  are  black  copper,  dunnstein  and  slag ;  the 
first-named  is  refined,  the  second  treated  like  the  ordinary  matte  and 
the  slag  added  to  the  ore-furnace  charge. 

At  Kedabeg,  ores  were  treated  containing  pyrites,  quarz  and  zinc 
blende.  The  lump  ore  was  roasted  in  heaps,  the  fines  in  Gersten- 
hofer  calciners,  and  then  smelted  with  charcoal  for  coarse  matte. 
The  latter,  containing  10  to  30  per  cent,  of  copper  was  dead  roasted 
in  heaps  and  then  smelted  for  black  copper  and  dunnstein  ;  the  latter 
was  roasted  dead  and  also  smelted  for  black  copper. 

At  Atvidaberg,ores  carrying  quartz  and  blende  were  formerly  roasted 
once  in  heaps  and  stalls,  ores  carrying  pyrites  twice.  In  order  to  get 
rid  of  the  zinc,  two  layers  of  charcoal  were  interposed  in  the  ore ;  the 
first  roasting  lasted  4  to  6  weeks,  the  second  one  for  the  pyritic  ores  3 
to  4  weeks.  At  first  the  sulphide  of  zinc  was  only  imperfectly 
decomposed,  so  that  on  smelting  the  ore,  a  mixture  of  sulphides  and 
slag  containing  up  to  8  per  cent,  of  copper  known  as  shumnas,  was 
obtained,  the  further  treatment  of  which  was  attended  with  diffi- 
culties. Later  on,  by  means  of  a  better  conducted  calcination,  by 
which  the  sulphide  of  zinc  was  converted  into  oxide,  the  formation  of 
tliis  shumnas  was  prevented.     The  roasted  ores  were  smelted  in  the 
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previously  described  sithi -furnaces  with  the  addition  of  slags  from  the 
ore-furnace  and  the  coarse-copper  furnace,  producing  coarse  matte  with 
25  to  30  per  cent,  of  copper  and  a  bisilicate  slag.  The  consumption 
of  fuel  was  60  j^er  cent,  of  charcoal  or  30  jDer  cent,  of  coke. 

The  coarse  matte  was  roasted  in  stalls  4  or  6  times  in  the  space 
of  6  to  8  weeks,  charcoal  being  mixed  with  it  in  the  last  calcinations, 
and  it  was  then  smelted  in  shaft-furnaces  with  fixed  forehearths  with 
the  addition  of  ore  slags  and  refinery  residues,  producing  black  copper 
and  diinnstein,  which  latter  was  mixed  with  the  coarse  mattes  in  the 
final  calcinations.  The  fuel  used  was  coke  and  its  consumption  in 
smelting  was  30  per  cent,  of  the  weight  of  the  calcined  matte. 

The  copper  ores  at  Fahlun  were  treated  by  the  same  process  as 
that  just  described. 

At  Agordo  in  the  Venetian  Alps,  kernels  from  kernel  roasting, 
containing  7  to  8  per  cent,  of  copper,  were  formerly  smelted  raw  with 
rich  pyrites  and  with  cement  copper  obtained  by  leaching  the  crusts 
with  water,  and  jDrecipitating  the  solution  with  iron,  with  the  addition 
of  slags  and  sandstone,  in  furnaces  with  two  "  e3'es,"  18  feet  in  height. 
The  coarse  matte  thus  j^i'oduced  was  roasted  dead  and  was  smelted 
with  roasted  d'imnstcin,  ore-furnace  slao-s,  rich  slags  and  sandstone,  in 
furnaces  with  fixed  forehearths,  14  feet  9  inches  in  height,  producing 
black  copper  and  diinnstein. 

At  Stefanshiitte,  in  the  district  of  Zips,  Upper  Hungary,  60  per 
cent,  of  roasted  and  40  per  cent,  of  raw  fahlore,  containing  14"o  per 
cent  of  copper  and  0'06  per  cent  of  silver  is  smelted  with  the  addition 
of  coarse-copper  slags  and  quartz,  in  a  shaft  furnace,  8  feet  6  inches 
high  by  3  feet  3  inches  wide  with  3  tuyeres.  The  products  are  coarse 
matte  with  30  per  cent,  of  copper  and  a  cupriferous  speiss,  the  con- 
sumption of  fuel  (charcoal)  being  25  per  cent,  of  the  weight  of  the 
ore.  The  coarse  matte  is  roasted  12  to  14  times  in  heaps,  and  then 
smelted  in  shaft  furnaces  for  black  copper  and  diinnstein. 

As  an  example  of  the  German  process  with  matte  concentration, 
Muhlbach  in  the  Salzburg  district  may  be  quoted.  The  works  have 
now  however  been  removed,  and  are  now  conducted  on  the  Anglo- 
German  method  at  Bischofshofen  in  the  Salzach  Valley. 

At  Muhlbach  the  ore,  consisting  of  copper  pyrites,  quartz,  arsenical 
pyrites  and  spathic  ore,  and  containing  a  small  amount  of  nickel,  was 
smelted  raw  with  the  addition  of  ore-furnace  and  coarse-copper  slags 
and  some  roasted  coarse  matte,  so  that  the  charge  contained  on  the 
average  18  per  cent,  of  copper.  The  furnace  used  was  a  round  shaft 
furnace  16  feet  5  inches  high,  wdth  crucible  hearth  and  five  tuyeres, 
the  blast  pressure  being  0"55  inches  of  mercury,  and  the  product  a 
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coarse  matte  with  28  per  cent,  of  copper.  This  was  twice  roasted  in 
stalls  and  then  smelted  in  a  two  "  eyed  "  furnace  with  two  tuyeres, 
with  a  blast  pressure  of  0'47  inches  of  mercury,  together  with  10  per 
cent,  of  quartz  and  10  to  20  per  cent,  of  ore-furnace  slag,  producing  a 
concentrated  matte  with  55  to  60  per  cent,  of  copper  and  a  small 
amount  of  black  copper.  This  second  matte  was  crushed  between 
rolls  and  roasted  in  a  long  reverberatory  furnace,  which  produced  1"8 
tons  of  dead  roasted  matte  in  24  hours  with  a  consumption  of  247 
cubic  feet  of  wood.  The  dead  roasted  second  matte  was  smelted  in 
a  hrillcnofen  with  the  addition  of  ore-furnace  slag  and  quartzose  sand, 
producing  black  copper  and  dunnstein ;  the  latter  was  ground  and 
added  to  the  charge  for  black-copper  smelting. 

The  English  Process  of  Copper  Smelting 

As  already  explained,  the  English  process  depends  upon  the 
reaction  of  the  sulphides  of  iron  and  copper  with  the  oxides  of 
copper ;  the  reduction  of  the  latter  is  therefore  brought  about,  not  by 
carbon  as  in  the  German  process,  but  by  the  sulphur  of  the  above 
named  sulphides.  The  carbon  or  fuel  in  the  English  process  serves 
only  for  the  production  of  a  temperature  sufficient  for  the  above 
reactions,  whilst  in  the  German  process  it  acts  both  as  fuel  and  as  a 
reducing  agent. 

The  English  process  differs  from  the  method  of  lead  reduction  by 
calcination  and  reaction,  in  that  the  copper  is  not  obtained  like  lead 
by  a  single  calcination  and  smelting  operation,  but  that  a  whole 
series  of  operations  are  required,  and  that  with  the  exception  of  the 
roasting  for  coarse  copper,  the  calcinations  are  conducted  in  separate 
furnaces  from  the  smelting. 

In  its  simplest  form  the  reverberatory  furnace  method  embraces 
the  following  operations  : — 

1.  The  calcination  of  the  ore. 

2.  Smelting  the  calcined  ores  in  reverberatory  furnaces  for  coarse 
■metal. 

3.  Calcination  of  the  coarse  metal. 

4.  Smelting  the  calcined  coarse  metal  in  reverberatory  furnaces 
for  fine  metal  or  ichite  metal. 

5.  Treating  the  fine  metal  in  reverberatory  furnaces  for  coarse 
copper  or  Ulster  copper,  either  after  previous  calcination  or  direct, 
the  latter  being  the  so-called  roasting.  Eoglish  copper  smelters 
restrict  the  word  roasting  to  this  particular  operation,  and  do  not  use 
it  as  synonymous  with  calcining,  as  is  generally  the  case. 
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• 
The  smelting"  process  may  iu  the  rare  case  of  very  pure  and  rich 

ores,  be  simplified  by  roasting  the  coarse  metal  direct  for  blister 
copper,  and  thus  omitting  the  concentration  stage.  Very  often,  on 
the  other  hand,  the  process  is  modified  by  the  protraction  of  the 
concentration  stages,  particularly  when  the  object  is  to  obtain  copper 
of  high  quality  from  varied  mixtures  of  impure  ores.  With  ores  con- 
taining arsenic,  antimony  and  tin,  as  also  when  they  are  auriferous, 
the  concentration  processes  are  so  conducted  as  to  produce  a  certain 
quantity  of  coarse  copper,  known  as  huftoms,  in  Avhich  the  gold, 
tin,  antimony  and  arsenic  are  collected ;  the  matte  produced  at  the 
same  time  as  the  bottoms,  sometimes  called  spongy  metal,  is  com- 
paratively pure  and  is  suitable  for  the  production  of  the  better  grades 
of  copper.  This  is  known  as  the  hest-sdecting  process.  From 
the  bottoms  so  obtained,  only  inferior  copper  can  be  got  by  dry 
methods,  but  the  better  grades  can  be  produced  from  them  by 
electrolytic  operations. 

The  prolongation  of  the  concentration  operations,  i.e,  the  produc- 
tion of  various  grades  of  matte  (pietal)  and  coarse  copper  is  especially 
practised  in  England,  where,  as  at  Swansea  in  South  Wales,  and 
St.  Helens  near  Liverpool,  the  most  varied  classes  of  foreign  ores 
with  impurities  of  all  kinds  are  treated.  A  somewhat  complicated 
process  of  reverberatory  furnace  smelting  has  thus  originated  in 
Swansea  for  the  treatment  of  these  ores,  spoken  of  as  the  "  Welsh  " 
process,  which  will  form  the  subject  of  a  special  description. 

In  recent  times  the  reverberatory  has  often  been  combined  with 
the  shaft-furnace  process,  the  ore  smelting,  and  sometimes  the  smelting 
for  black  copper,  being  performed  in  the  latter. 

The  Simple  English  Process 

(Tnthout  repeated  concentratmi  operations) 

CALCINING   THE  OEES 

The  object  of  the  calcination  of  the  ore  is  the  partial  removal  of 
sulphur,  whilst  the  metals  originally  combined  with  it  are  converted 
into  oxides ;  at  the  same  time  so  much  sulphur  is  to  be  left  in  the 
ores,  that  on  fusion  a  part  of  the  iron,  as  well  as  the  whole 
of  the  copper  remains  combined  with  sulphur.  If  it  is  required 
to  produce  on  smelting  a  slag  containing  less  than  h  per  cent, 
of  copper,  the  matte  or  metal  must  not  contain  much  over  So  per 
cent,  of  copper.  In  places,  however,  where  the  ores  are  rela- 
tively   rich    and    pure,    whilst    labour    and    fuel  are    costly,    e.g.,   in 
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Montana,  it  is  found  more  economical  to  calcine  more  thoroughly  so 
as  to  produce  a  richer  matte  with  60  per  cent,  of  copper,  and  to  leave 
over  1  per  cent,  of  copper  in  the  slags.  The  following  table  drawn 
up  by  Peters,  shows  the  proportion  of  copper  in  the  slags  with  varying 
proportions  of  copper  in  the  mattes,  as  produced  in  the  Parrot  Works 
in  Butte,  Montana  : — 


Percentage  of  copper  in  the  matte. 

Percentage  of  copper  in  the  slag. 

64  3 

0-85 

62 -7 

1-05 

66  5 

0-92 

66-2 

110 

65 -0 

0-67 

61-8 

0-64 

63-6 

0-87 

64-5 

0-82 

63-3 

0-76 

66-2 

1  -.32 

For  the  reason  given  above,  at  the  Anaconda  Works,  Montana,  a 
matte  wdth  60  per  cent,  of  copper  is  produced,  in  Chili  with  50  per 
cent.,  at  the  Wallaroo  Works,  Australia,  with  50  to  55  per  cent. 

The  chemical  reactions  during  calcination  are  the  same  as  those 
in  the  German  process ;  whilst  all  that  has.  been  said  regarding  the 
furnaces  employed  in  the  latter  process  applies  equally  to  the  former. 

The  English  calciners  proper  have  been  of  late  years  replaced  by 
long  reverberatories  with  hand  or  power  rabbling,  by  the  rotating 
cylinders  of  Bruckner  and  Oxland,  and  by  shaft  furnaces  for  the 
purposes  of  sulphuric  acid  making. 

The  older  type  of  English  calciner  is  shown  in  Figs.  92  to  04. 
In  these  x  is  the  grate,  lying  5  feet  below  the  roof  and  3  feet  4 
inches  below  the  fire  bridge  ;  it  is  often  worked  with  a  so-called 
clinker  bed ;  li  is  the  bed  30  feet  long  and  12  feet  wide,  1  foot  below 
the  roof  at  the  flue  bridge,  and  4  feet  at  the  fire  bridge ;  c  are 
openings  througli  which  the  roasted  ore  is  emptied  into  four  vaults 
situated  beneath  the  furnace  ;  these  vaults  communicate  with  flues 
through  which  the  gases  evolved  are  led  away  ;  y  is  the  fire  bridge, 
d  a  curtain  arch  to  preserve  the  ore  at  the  bridge  end  from  too 
strong  a  heat ;  a  are  openings  through  which  the  ore  is  charged  from 
the  hoppers  ra.  These  are  kept  closed  during  the  calcination  by 
slabs  of  firebrick  or  by  slides.  At  n  are  shown  the  working  doors  on 
both  of  the  longer  sides  for  rabbling  the  ore  ;  in  order  to  enable  the 
lattei"  to  be  reached   on  every  part  of  the  hearth,  the  walls  of  the 
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furnace  are  built  with  obtuse  projections  on  the  inside  ;  h  is  the  flue, 
leading  to  the  culvert  c  resting  on  iron  girders.  In  many  furnaces, 
there  is  a  channel  through  the  entire  length  of  the  firebridge,  which 
communicates  by  three  openings  with  the  interior  of  the  laboratory 
or  calcining  space  ;  through  this  hollow  firebridge,  known  from  its 
inventor  as  Shefiield's  firebridge,  cold  air  can  enter  from  outside,  and 


Fig.  92. 


is  thus  heated,  whilst  at  the  same  time  keeping  the  bridge  cool.  In 
such  a  furnace  7  tons  of  ore  can  be  roasted  in  twenty-four  hours. 
The  consumpticn  of  coal  is  said  to  be  from  12  to  15  per  cent,  of  the 
weight  of  the  ore,  but  is  probably  higher. 

As  explained  under  the  German  process,  the  modern  long 
continuous  furnaces,  and  rotating  cylinders  can  put  through  con- 
siderably more  ore,  and  hence  are  often  used  in  the  English  process, 
unless  tlie  gases  evolved  are  to  be  used  in  sulphuric  acid  making. 
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Intermittently  worked  furnaces  offer  the  advantage  that  the 
•charge  can  be  introduced  whilst  red-hot  into  the  smelting  furnace, 
as  is  done  with  Brlickner  furnaces  at  Anaconda,  Montana,  thus 
causing  a  considerable  saving  of  time  and  fuel. 

In  order  to  utilise  the  gases  for  making  sulphuric  acid,  the  muffle 
furnaces  of  Spence  have  been  used  in  England;  they  are  either 
hred  by  an  independent  grate  or  heated  by  the  waste  heat  of  the 
smelting  furnaces. 

Such  a  muffle  furnace  heated  by  waste  heat  is  shown  in  Fig.  95. 
>S^  is  the  smelting  furnace,  M  the  muffle  which  is  heated  from  below 
by  the  gases  from  the  smelter  passing  into  the  chamber  r  and  thence 
through  the  flue  /.;  into  the  stack.  The  ores  are  charged  from  the 
hopper  t  at  the  upper  end  of  the  muffle  and  drawn  forward  from  time 


Fig.  9o. 


to  time  to  its  lower  end,  whence  they  finally  drop  tlirough  the  flue  z 
into  the  smelting  furnace  S.  Ths  gases  evolved  during  calcination 
escape  through  the  flue  v  which  leads  to  the  sulphuric  acid  chambers. 
It  is  said  that  such  a  furnace  will  roast  6  tons  of  ore  in  24  hours. 
This  arrangement  is  open  to  the  objection  that  calcination  and 
smelting  are  completely  dependent  on  each  other. 

Ore  intended  to  be  used  for  sulphuric  acid  making,  which  is  too 
fusible  to  be  calcined  in  shaft  furnaces,  would  probably  be  best 
calcined  in  the  previously  described  Hasenclever  furnace. 

SMELTING  THE  CALCINED  ORE  FOR  COARSE  METAL  IN  REVERBERATORY 

FURNACES 

The  calcined  ores  consist  chiefly  of  oxides  and  sulphides  of  iron 
and  copper,   and  contain  subordinate  quantities  of  sulphates.     The 
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oxides  and  sulphates  of  copper  are  to  be  converted  into  sulphide,  and 
to  combine  with  the  undecomposed  sulphide  of  copper  and  sulphide 
of  iron  to  form  a  regulus  or  matte,  known  as  coarse  metal;  the 
ferric  oxide  is  to  be  reduced  to  the  ferrous  state  and  slagged  off 
together  Avith  the  earths,  silicates  and  quartz  present  in  the  ore,  and 
the  oxides  of  any  of  the  lieavy  metals,  except  copper  and  the  precious 
metals,  that  may  be  present.  The  slag  should  contain  so  much 
silica  as  to  be  intermediate  between  a  mono-  and  a  bi-silicate. 

The  various  kinds  of  ores  available  are  so  mixed  that  no  large 
amount  of  fluxes  may  be  required  ;  otherwise  too  great  quantities  of 
slag  would  be  formed,  which  would  cause  heavy  losses  of  copper. 
To  quartzose  ores  slags  from  the  fine-metal  furnace  and  the  roasting 
furnace  are  added,  whilst  pyritic  ores  are  mixed  with  others  rich  in 
quartz.  According  to  the  character  of  the  ores,  the  amount  of  slag 
to  be  added  may  amount  to  30  per  cent,  of  the  weight  of  the  ore. 

As  soon  as  a  sufiicient  temperature  is  reached  in  the  smelting 
furnace,  the  oxides  commence  to  react,  as  also  do  the  sulphates  (that 
have  not  already  been  split  up  into  oxides  with  evolution  of  sulphur  di- 
oxide and  oxygen)  with  the  sulphides  present,  forming  metallic  copper, 
cuprous  or  cupric  oxides  as  shown  in  the  following  equations  : — 

CugS  +   2CuO  =  4Cu  +  SO. 
Cu,S  +  2Cu.,0  =  6Cu  +  SO. 
CU2S  -f-  SCub  =  3Cu  +   Cu.O  +  SO. 
CU2S  +  6CuO  =  4Cu.,0  +  SO., 
Cu^S  +  CuSO,  =  3Cu  +  2S0.^ 
Cu.S  +   4CuS0,  =  6CuO  +  5S0._, 

The  metallic  copper  thus  formed  deprives  the  sulpiride  of  iron  of 
a  portion  of  its  sulphur,  forming  cuprous  sulphide,  thus  : — 

2Cu  4-  2FeS  =  Cu.,S  -f  FeS  +  Fe  (or  Ye^^) 

The  oxides  of  copper  formed  as  above  react  with  fresh  portions  of 
undecomposed  sulphide  of  copper. 

Another  portion  of  the  oxides  of  copper  reacts  with  sulphide  of 
iron  in  the  presence  of  silica,  forming  cuprous  sulphide  and  ferrous 
oxide,  which  latter  at  once  combines  with  silica  to  form  ferrous 
silicate,  thus  : — 

FeS  +  Cu.,0  +  .t^SiO.,  =  Cu,S  +  FeO  +  .--SiO., 
4FeS  +  6CuO  +  a-SiO^  =  3Cu.S  +  4FeO  +  a^\0^  +  SO..    M 

This  sulphide  of  copper  unites  with  the  sulphides  of  iron  and 
copper  remaining  undecomposed  to  form  coarse  metal. 

The  ferric  oxide  contained  in  the  roast  ore  can  only  be  slagged 
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off  as  ferrous  oxide  ;  it  is  reduced  to  the  lower  stage  of  oxidation 
by  the  sulphur  of  the  sulphide  of  iron,  which  latter  in  the  presence 
of  silica  removes  so  much  oxygen  from  the  ferrous  oxide  as  to  reduce 
it  to  the  ferrous  state,  being  itself  oxidised  to  sulphur  dioxide,  as  in 
the  annexed  equation : — 

FeS  +  SFe.Oo  +  ,^'Si02  =  TFeOicSiO,  +  SO,. 

It  is  also  possible  that  a  portion  of  the  ferric  oxide  may  be  reduced 
by  the  metallic  iron,  produced  as  shown  above,  to  the  ferrous  state 
and  so  slagged  off,  thus  : — 

Fe^Og  +  Fe  +  «SiO,  =  3FeO  +  ^jSiO,. 

Of  the  remaining  constituents,  arseniates  and  antimoniates  are 
in  part  reduced  by  sulphides  to  the  metallic  state,  and  pass  into 
the  matte  and  in  part  decomposed  by  silica.  Sulphide  of  zinc  goes 
partly  into  the  matte,  partly  into  the  slag ;  sulphide  of  lead  goes  into 
the  matte,  as  does  all  the  silver  present.  Oxide  of  zinc  goes  into  the 
slag. 

If  the  ores  are  over  calcined,  raw  ores  are  added,  if  not  calcined 
enough,  oxidised  ores  are  added  to  the  ore-furnace  charge. 

The  smelting  furnace  or  smelter  has  an  oval  concave  bed,  made 
of  sand,  crushed  sandstone  or  quartz;  the  sea-sand  used  for  this 
purpose  in  Swansea  consists  according  to  Percy  of: — 

Silica 87-87  per  cent. 

Alumina 2*13         ,, 

Oxide  of  iron 272 

Lime 3-79 

Magnesia 0'21  ,, 

Carbon  dioxide  and  water 2*60  ,, 

The  crushed  quartz  used  for  this  same  purpose  in  Montana, 
contains,  according  to  Peters,  from  95-3  to  97*2  per  cent,  of  silica. 
The  bed  is  usually  put  on  in  several  layers ;  the  bottom  layer 
consists  of  a  material  that  either  contains  sufficient  base  naturally, 
or  to  which  sufficient  slag  is  added,  to  cause  it  to  frit.  This  is  put 
on  in  one  layer  and  heated  until  it  commences  to  sinter,  or  if  the 
material  is  more  difficultly  fusible  it  is  put  on  in  several  layers  which 
are  fritted  together  one  at  a  time,  until  they  finally  form  an  im- 
penetrable mass.  The  upper  layer,  or  the  true  bed,  is  also  put  in  one 
or  more  layers. 

In  Wales,  for  instance,  the  bed  is  formed  of  a  layer  of  sand  8  to 
lOJ  inches  deep  over  which  a  certain  quantity  of  slag  is   scattered, 
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and  strongly  heated.  Upon  this  two  thinner  layers  of  sand  are  then 
fritted.  The  average  thickness  of  the  bed  is  20  inches  ;  it  generally 
rests  upon  a  bed  of  clay. 

The  older  English  smelters  were  rather  small,  not  being  able  to 
take  a  bigo-er  charge  than  li  tons  at  one  time.  In  the  United  States 
these  furnaces  have  been  made  much  larger,  so  as  to  be  capable  of 
taking  a  charge  of  G  to  7  tons,  and  quite  recently  (1894«)  up  to  about 
11  tousi  (25,000  lbs.),  without  either  the  time  or  the  fuel  required 
being  increased  in  anything  like  the  same  proportions.  The  older 
beds  were  13  feet  6  inches  long  by  9  feet  broad,  but  afterwards 
they  were  made  15  feet  by  10  feet;  more  recently,  at  Argo, 
Colorado,  these  dimensions  were  increased  to  22  feet  by  14  feet,  and 


ultimately  in  1894  to  35  feet  by  16  feet;  at  the  same  time  instead 
of  narrowing  gradually  from  its  widest  part  near  the  middle  to  the 
fluebridge,  the  sides  are  now  brought  in  abruptly,  so  that  the  area 
of  the  modern  hearth  is  far  greater  than  that  of  the  older  type. 
The  construction  of  the  older  English  smelting  furnace,  the  so-called 
Welsh  furnace,  is  shown  in  Figs.  96  to  99.  It  is  13  feet  4  inches 
long  and  9  feet  wide.  Experience  has  shown  that  in  these  small 
furnaces,  the  best  area  for  the  bed  is  154  square  feet  and  for  the 
fire-place  17  to  19  square  feet.  A  is  the  fire-place,  with  fire-door  a; 
F  is  the  hollow  fire-bridge  open  to  the  ashpit,  supported  by  a  cast- 
iron  bridge-plate.  B  is  the  furnace  body,  G  the  bed  or  hearth  made 
of  sand  ;  /  is  an  inclined  flue  leading  into  the  stack  E.  The  charge 
is  introduced  through  an  opening  in  the  furnace  roof  over  Avhich 
stands  the  charging  hopper  M ;  some  slags  are  also  charged  through 
the  working  door  ?;;  S  is  the  tap  hole  for  tapping  out  the  matte, 
which  is  run  either  into  sand-moulds  or  into  a  granulator,  situated 
in   front   of  the    furnace.     The    slags    are    drawn  out  through   the 

^   Tlit  Mineral  Industry,  New  York,  1895,  p.  237. 
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working  door  v  before  the  matte  is  tapped.  The  height  of  the 
furnace  arch  over  the  bed  is  35 i-  inches  at  the  fire-bridge  and  16 
inches  at  the  flue-bridge.     The  stack  is  66  feet  high. 

In  such  a  furnace,  charges  of  I'S  tons  at  a  time  are  worked  off  in 


\^^mmmmm^mmm^?K^^mMm^y////M. 


Fig.  97. 


England   in   3  to  4  hours;  three   charges  are  smelted  in  a  12  hour 
shift. 

The  construction  of  an  American  reverberatory  of  the  newer 
type  is  shown  in  Figs.  100  to  104.  The  hearth  is  22  feet  by 
14  feet  in  the  clear,  and  the  fire-place  is  4  feet  long  by  5  feet  wide, 
the  areas  being  about  230  square  feet  and  20  square  feet  respectively. 
H  is  the  hearth,  c  the  fire-place,  d  the  fire-door,  c  the  taphole  for 
matte,    a   a     sort    of  working-door,    Ij    a    tap-hole    for    slag,    h   the 
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working-door  proper  through  which  slag  can  also  be  drawn  out,  v 
the  mouth  of  the  flue,  which  communicates  by  a  rising  flue  k  with 
the  stack/;  2^  is  the  fire-bridge,  open  below.  The  air  required  for 
combustion  enters  below  the  grate  through  flues  in  the  brick-work 


Ground  line 


i^.^^f_.^^..,,^_n,-^f,>^:-'^,:<':-!':i^iu^ 
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of  the  furnace.  The  slag  runs  into  slag  pots  set  in  front  of  the 
furnace,  in  which  any  matte  that  may  be  carried  over  settles  down, 
and  from  the  slag  pots  it  runs  through  cast-iron  gutters  to  the 
outside  of  the  smelting  house  either  into  slag  tubs  on  wheels  or  into 
a  stream  of  water,  that  carries  it  to  a  suitable  depositing  ground.  If 
the  quantity  of  slag  is  very  great,  as  for  instance  at  Argo,  where  16  to 
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18  tons  of  slag  are  produced  to  the  ton  of  matte,  a  cast-irou  conical  pot 
is  fixed  in  front  of  the  working  door  h,  which  is  connected  by  means 
of  a  cast-iron  gutter  with  a  cast-iron  collecting  pot,  in  which  the 
slags    from    the    working    door    and    the    slag  tap-hole  collect,  and 


Fig.  102. 


whence  they  flow  through  another  gutter  to  the  outside  of  the 
smelting  house.  This  arrangement  is  shown  in  Fig.  105  ;  a  is  the 
slag-pot,  I  the  pot  in  front  of  the  working  door  of  the  furnace.  The 
slag  runs  through  the  gutters  /  and  e  into  the  collecting  pot  c,  and 
escapes  through  the  gutter  d.  The  matte  is  tapped  through  the 
tap-hole  c  Figs.  101,  101^,  into  sand  beds  or  cast-iron  moulds.     The 
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ore   is  charged    througli   two   openings    in    the    arch    by    means    of 
hoppers. 

Such  a  furnace  puts  through  2S  tons  of  charge  in  2-i  hours.     In 


Fig   103. 


GroaTui  Itiie 


the  1894  Argo  furnaces  above  referred  to,  with  a  hearth  area  of 
481  square  feet,  a  fire-grate  area  of  32'5  square  feet,  and  a  stack  area  of 
16  square  feet,  50  tons  of  ore,  half  hot  calcined  ore  and  lialf  raw  ore, 
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are  smelted  in  24  hours  with  a  consumption  of  13 v  tons  of  coal 
{loc.  cit.). 

The  process  is  conducted  in  the  same  manner  in  both  large  and 
small  furnaces.  The  ore  is  dropped  from  the  hop^Jers  on  to  the  bed 
and  spread  out  over  it.  In  England  larger  masses  of  slag  are  charged 
through  a  workinsf  door,  a  method  that  is  not  however  to  be  recom  - 
mended.  The  doors  are  then  closed  and  a  strong  fire  put  on.  As  soon  as 
the  mass  has  melted  down  (which  takes  place  in  a  few  hours  up  to  5 
hours,  according  to  the  size  of  the  charge  and  to  whether  the  ore  was 
delivered  red  hot  from  the  calciners  or  not)  a  great  number  of 
bubbles  of  sulphur  dioxide  rise  up  through  it  in  consequence  of  the 
reaction  between  the  .sulphides  anil  oxides.  The  mass  is  now 
rabbled  through  so  that  all 
parts  may  be  thoroughly 
melted.  As  soon  as  the 
formation  of  bubbles  has 
ceased,  the  mass  is  again 
rabbled,  and  then  again 
fired  strongly  for  half  an 
hour  to  allow  the  matte  to 
separate  from  the  slag.  By 
means  of  iron  hooks  the 
slag  is  then  drawn  through 
the  working-door,  or  in  the 
case  of  the  larger  furnaces, 
through  several  doors,  and  t-     ... 

is  allowed  to  run  into  slasf 

pots  or  sand-beds,  opening  one  into  ihe  other.  In  either  the  pots  or  the 
beds,  as  the  case  may  be,  any  prills  of  matte  carried  over  with  the  slag 
may  be  deposited.  The  matte  is  only  tapped  off  after  every  second  or 
third  charge  ;  as  soon  as  the  slag  has  been  drawn  out,  a  fresh  lot  of 
ore  is  dropped  on  to  the  bed,  and  the  process  is  repeated  as  above. 
After  two  or  three  charges  have  been  worked  off,  the  matte  is  tapped 
out  into  a  granulator,  into  sand-beds  or  into  iron  moulds.  A  certain 
sump  of  fluid  matte  is,  however,  always  left  in  the  furnace,  so  that 
no  accretion  may  form  upon  the  bed.  For  this  reason  and  for  the 
sake  of  rapid  working,  it  is  advisable  to  tap  the  matte  at  the  longest 
possible  intervals  of  times.  The  matte  run  into  sand-beds  is  crushed 
or,  as  is  done  at  times  in  England,  again  melted  and  then  granulated. 

The  capacity  of  the  smelting  furnaces  depends  upon  their  size 
and  the  size  of  the  charge  they  can  take,  upon  the  character  of  the 
ores  and  fuels,  and  upon   the   ores  being   charged  cold  or   red  hot. 
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The  consumption  of  fuel  depends  upon  its  nature,  and  on  that  of  the 
ores,  as  also  on  the  temperature  at  which  the  latter  are  charged  and 
on  the  dimensions  of  the  furnace. 

In  the  small  English  furnace  some  five  charges  of  I'S  tons  each 
-are  worked  off  in  twenty-four  hours ;  the  fuel  used  is  a  mixture  of 
soft  coal  and  anthracite  slack,  and  its  consumption  is  40  to  45  per 
cent,  of  the  weight  of  the  charge. 

At  Argo,  in  the  furnaces  above  described  with  G  to  7  ton  charges, 
20  to  30  tons  are  smelted  in  twenty-four  hours  with  a  fuel  consump- 
tion of  33  per  cent.,  coal  being  used. 

At  the  Wallaroo  Works  in  South  Australia,  3  ton  charges  of  f 
calcined  and  \  raw  ores  are  worked  off  in  6  hours.  A  furnace  puts 
through  12  tons  in  24  hours  with  a  coal  consumption  of  40  per  cent. 
At  the  Butte  and  Montana  Works  at  Butte,  Montana,  the  charge  is 
4i  tons  of  calcined  ore.  In  24  hours,  six  charges  equal  to  27  tons  are 
smelted  with  the  cousum23tion  of  10  tons  of  coal  =  37  per  cent. 

At  the  Anaconda  works,  Montana,  the  calcined  ore  is  transferred 
red  hot  from  Bruckner  cylinders  into  the  6  ton  smelters.  In  twenty- 
four  hours,  as  was  witnessed  by  the  author  at  the  Anaconda  works, 
9  charges  of  6  tons  each  were  smelted  with  a  consumption  of 
9  tons  of  coal  =  16  to  17  per  cent. 

The  results  of  the  ore  fusion  are  coarse  metal  and  slag.  The 
percentage  of  copper  in  the  coarse  metal  depends  upon  the  richness 
of  the  ore  in  copper  and  the  degree  to  which  calcination  had  been 
carried. 

In  the  Welsh  process  the  calcination  is  so  conducted  as  to  produce 
a  matte  with  not  more  than  35  per  cent,  of  copper;  this  matte  is 
known  in  England  as  coarse  metal  or  regulus.  An  average  sample 
taken  by  Le  Play  from  fifty-eight  separate  samples  had  the  following 
composition  : — 

Cu 33-7 

Fe 33  6 

Ni  >j 

Go   I 10 

MnJ 

Sn 0-7 

As 0-3 

S 29-2 

Slag 1-1 

The  slag  is  a  mono-silicate,  or  is  intermediate  between  a  mono- 
and    a   bi-silicate.     It    always   contains   considerable  quantities  of 
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quartz  mecliaaically  enclosed.  An  average  sample  prepared  from 
fifty-eight  separate  samples,  had  according  to  Le  Play  the  following 
composition  : — 

Mechanically  enclosed  quartz 30-5  per  cent. 

Chemically  combined  silica 80  „ 

Ferrous  oxide -8o  ,, 

Alumina 29  ;, 

Lime 2"0  ,, 

Magnesia 06  ,, 

Manganous  oxide,  nickel  oxide  )  , 
Cobalt  oxide,  tin  oxide                j-   .     .     .     . 

Calcium 11  »> 

Fluorine 1*0  ,, 

Copper Oo  „ 

Iron 0-9  „ 

Sulphur 0-6  „ 

or: — 

Quartz SOo  per  cent. 

Slag 65-4       „ 

Metal 20       „ 

Fluorspar 21       ,, 

Calcination  of  Coarse  Metal 

The  object  of  calcining  the  coarse  metal  is  to  remove  a  certain 
proportion  of  sulphur  from  it,  the  quantity  to  be  got  rid  of  depending 
on  whether  only  a  concentrated  matte  {u-hite  metal)  or  coarse  copper  is 
to  be  the  product  of  the  next  smelting  operation.  If  the  former  is 
required,  the  calcination  is  carried  so  far  that  a  matte  with  from  60 
to  75  per  cent,  of  copper  will  be  formed  ;  if  the  latter,  the  calcination 
is  either  carried  so  far  that  the  calcined  coarse  metal  shall  contain 
oxygen  and  sulphur  in  such  proportions  as  to  produce  coarse  copper 
when  smelted,  or  else  in  the  smelting  process  a  suitable  proportion  of 
raw  metal  is  mixed  with  the  highly  calcined  coarse  metal.  In  the 
Welsh  process  the  coarse  metal  is  calcined  till  its  sulphur  contents 
are  reduced  from  30  to  13  per  cent. 

The  chemical  reactions  involved  are  the  same,  and  the  same 
apparatus  is  used,  as  in  the  German  process  of  matte  calcination. 

If  it  is  required  to  either  utilise  or  render  innocuous  the  gaseous 
products  of  calcination,  kilns  are  employed  for  lump  matte,  and 
Gerstenhofer  or  Hasenclever  furnaces  for  pulverulent  matte.    Other- 
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wise,  reverberatoiies  worked  by  hand  or  by  machinery,  especiall}^ 
long-bedded  calciuers,  and  rotating  cylinders  like  those  of  Bruckner 
and  Oxland  are  used. 

The  older  Welsh  furnaces  for  metal  calcination  are  similar  to  the 
ore  calciners  above  described.  The  coarse  metal  is  granulated,  or 
crushed  by  rolls  or  stamps,  and  charged  in  Si  to  5  ton  charges,  the 
heat  being  gradually  raised  to  a  bright  redness  with  frequent  rabbling 
of  the  charge ;  the  temperature  may  not  however  be  high  enough  to 
cause  the  metal  to  sinter  or  melt.  The  process  takes  twenty-four 
hours,  and  the  fuel  consumption  is  40  to  45  per  cent,  of  the  weight 
of  the  coarse  metal.  The  other  furnaces  named  above  give  far  superior 
results  to  these  as  regards  both  capacity  and  economy  of  fuel,  so 
that  they  are  to  be  used  in  preference  to  the  older  type. 

At  the  Wallaroo  works,  a  continuous  acting  rotating  cylinder  will 
treat  12  tons  of  matte  in  twenty-four  hours  with  a  coal  consumption 
of  15  per  cent. 

At  Omaha,  Nebraska,  a  Bruckner  furnace  calcines  6  tons  of 
matte  from  35  per  cent,  down  to  8  per  cent,  of  sulphur  in  twenty- 
four  hours  with  a  coal  consumption  of  25  per  cent. 

In  long-bedded  calciners  worked  by  hand,  from  5  to  12  tons  of 
matte,  according  to  the  size  of  the  furnace,  can  be  calcined  in  twenty- 
four  hours  with  a  coal  consumption  of  20  to  35  per  cent. 


SMELTING    THE    CALCIXED    COARSE    METAL    FOR   WHITE   METAL 

This  operation  is  performed  in  reverberatory  furnaces  similar  to 
those  used  in  ore  smelting ;  the  chemical  reactions  involved  are  also 
the  same.  In  order  to  slag  off  the  iron,  quartzose  ores  or  quartz 
should  be  added  to  the  charge.  By  the  addition  of  oxidised  ores,  it 
is  possible  to  obtain  rich  matte  from  comparatively  poor  coarse 
metal  (with  about  30  per  cent,  of  copper). 

The  charge  is  first  spread  over  the  bed,  and  the  tire  is  gradually 
increased  to  a  white  heat.  After  the  formation  of  bubbles,  caused 
by  the  reaction  of  the  sulphides  with  the  oxides,  has  ceased,  the 
matte  and  slag  separate  into  two  layers.  The  slag,  however,  still 
contains  cuprous  oxide,  which  can  only  be  transferred  to  the 
matte  by  long  contact  with  the  latter  at  an  increased  temperature, 
a  corresponding  amount  of  iron  passing  from  the  matte  into  the  slag- 
as  silicate.  The  production  of  a  slag  as  poor  as  possible  in  copper 
can  therefore  be  brought  about  by  increasing  the  heat  and  prolonging 
the  operation  of  smelting.     Thus,  according  to  experiments   of  Le 
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Play,  iu  smelting  calcined  coarse  metal  for  white  metal,  the  following 
results  were  obtained  : — 


Percentage  of  Copper 
in  the  Matte. 

After  3  hours  10  minutes       .     54     .     .     . 

I' 

ercentage  of  Copper 
in  the  Slag. 

.     .     9 

5     ,,                               .     65 

5 

„     5     „      50       „             .     74     .     .     . 

.     .     3-5 

The  matte  is  tapped  in  from  5  to  10  hours,  according  to  the  size  of 
the  charge  which  may  vary  from  1|  to  6  tons.  Matte  and  slag  are 
either  tapped  out  together  into  cast-iron  pots  or  separately ;  in  the 
latter  case,  the  matte  is  usually  run  out  first,  and  the  slag  which 
follows  it,  run  into  separate  receptacles. 

In  England,  a  rich  matte  with  75  per  cent,  of  copper,  the 
so-called  white  metal  is  produced  in  the  Welsh  furnace  by  smelting 
calcined  coarse  metal  with  30  to  35  per  cent,  of  copper.  For 
this  purpose  it  is  mixed  with  a  due  proportion  of  oxidised  com- 
pounds, such  as  carbonate  of  copper,  cuprite  (red  oxide),  or  slags  rich 
in  copper,  which  shall  act  upon  the  undecomposed  sulphides  of  the 
coarse  metal.  According  to  Le  Play,  the  charge  weighs  about  If 
tons,  and  the  operation  is  complete  in  5  to  6  hours.  First  the  matte 
and  then  the  slag  are  tapped  off  into  sandbeds.  In  24  hours 
four  charges,  equal  to  7  tons,  are  worked  off  with  a  consumption  of 
fuel  of  rather  over  50  per  cent,  of  the  charge  ;  the  fuel  used  is  a 
mixture  of  anthracite  and  soft  coal.  Each  100  parts  of  the  charge 
yield  40"2  parts  of  white  metal,  2S"1  parts  rich  slag,  and  26*1  parts 
of  poor  slag.  The  average  amount  of  copper  in  a  fortnight's  pro- 
duction of  white  metal  was  73 '2  per  cent.  The  slags  are  mixtures  of 
mono-  and  bi-silicates,  containing  over  2  per  cent,  of  copper,  chiefly 
as  mechanically  intermingled  matte. 

The  composition  of  the  rich  and  poor  slags  produced  in  smelting 
for  white  metal  {inctal  slags),  is  shown  by  the  following  analyses  : — 

Rich  Slag.  Poor  Slag. 

Silica 33-0 33-8 

Ferrous  oxide     ....  55'0 5G"0 

Cuprous  oxide  ....  27 0'9 

Other  metallic  oxides      .  20 2'1 

Alumina I'G 1-5 

Lime 1'4  .     .     .     .     .  1-4 

Magnesia 0*3 03 

Copper 2-9 2-9 

Iron 0-3 03 

Sulphur 0-8 0-8 
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Tlic  slags  are  added  to  the  ore  furnace  and  metal  furnace  charges. 

At  Oker,  in  the  lower  Harz,  coarse  metal  containing  30  to  34  per 
cent,  of  copper,  is  calcined  in  kilns  and  smelted  for  white  metal, 
containing  GO  to  65  per  cent,  of  copper.  The  bed  of  the  smelting 
furnace  is  14  feet  1  inch  long  by  9  feet  10  inches  wide;  the  distance 
between  the  upper  edge  of  the  firebridge  and  the  roof  is  18i  inches ; 
its  height  above  the  grate  is  26  inches,  and  above  the  bed  15  inches  ; 
the  firebridge  is  28  inches  broad.  The  firebox  is  3  feet  7  inches 
long,  3  feet  3  inches  broad,  and  4  feet  1  inch  high.  The  bed  is 
composed  of  9  parts  of  stamped  quartz  and  1  part  of  ground  refinery 
slags ;  the  height  of  the  stack  is  43  feet,  there  being  a  separate  stack 
to  each  furnace.  The  charge  consists  of  2|  tons  calcined  matte,  I  ton 
raw  matte,  and  ^  ton  of  kniest.  The  charge  is  dropped  on  to  the  hearth 
from  two  hoppers  and  spread  out  on  it ;  it  is  melted  in  four  hours, 
and  the  evolution  of  gas  bubbles  is  practically  finished  in  five  to  six 
hours.  It  is  then  rabbled,  and  slag  and  metal  are  tapped  off  together 
into  8  cast-iron  pots,  arranged  stepwise,  one  below  the  other.  The 
metal  collects  in  the  upper  pots,  whilst  in  the  lower  pots  the  slag 
and  matte  separate  into  two  layers,  the  matte  forming  the  lower 
portion.  Before  the  contents  of  the  pots  set,  a  hook  is  inserted  into 
each,  by  means  of  which  the  mass  when  set  is  lifted  on  to  a  truck 
and  allowed  to  cool,  after  which  the  regulus  is  separated  from  the 
slag.  The  process  lasts  eight  hours.  In  twenty-four  hours  9  tons  are 
put  through  with  a  coal  consumption  of  55  per  cent.  The  matte 
produced  contains  60  to  65  per  cent,  of  copper,  9  per  cent,  iron,  and 
14  per  cent,  sulphur,  whilst  the  slag  is  a  mono-silicate  Avith  2  to 
3  per  cent,  of  copper. 

At  Mansfeld,  coarse  metal,  with  about  40  per  cent,  of  copper, 
calcined  in  kilns,  is  smelted  for  white  metal  with  70  to  75  per  cent, 
of  copper.  The  bed  is  13  feet  11  inches  long,  3  feet  9  inches 
wide  at  the  firebridge,  9  feet  9  inches  in  the  middle,  and  18|  inches 
at  the  flue-bridge.  It  is  made  by  smelting  a  mixture  of  quartz  and 
ore  furnace  slag  upon  a  bed  of  sifted  quartz,  8  inches  deep.  The 
firebridge  is  3  feet  wide,  the  fire  space  above  it  being  6  inches  high. 
The  grate  is  4  feet  square  worked  with  a  clinker  bed.  The  stack  is 
115  feet  high.  The  charge  is  3  tons  of  calcined  coarse  metal  with 
3"3  to  4  per  cent,  of  quartz  or  highly  siliceous  copper  ore  (sand-ore 
from  Sangerhausen).  The  charge  is  melted  in  five  to  five  and  a-half 
hours,  its  fusion  being  promoted  by  repeated  rabbling.  It  is  tapped 
one  to  one  and  a-half  hours  later.  The  matte  which  runs  out  first  is 
allowed  to  run  through  an  iron  gutter  lined  with  clay  on  to  an  iron 
plate  ;  as  soon  as  slag  begins  to  flow  with  it,  it  is  turned  into  a  series 
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of  five  or  six  cast-iron  pots,  arranged  stepwise,  one  below  the  other, 
in  which  the  matte  may  settle  to  the  bottom.  The  contents  of  these 
pots  are  dealt  with  as  at  Oker.  In  twenty-four  hours  9  tons  of 
calcined  coarse  metal  are  smelted  with  a  coal  consumption  of  io 
to  50  per  cent,  of  the  weight  of  the  calcined  matte. 

By  calcining  the  matte  more  strongly  in  kilns,  that  is,  by  re- 
calcining  a  portion  of  it,  some  of  it  goes  to  form  bottoms,  together 
with  white  metal  containing  79  per  cent,  of  copper  and  a  high 
proportion  of  silver ;  the  whole  of  the  gold  and  a  part  of  the  silver 
passes  into  the  bottoms. 

SMELTING    THE    WHITE    METAL    IX    REVERBERATORY    FURNACES   FOR 

COARSE    COPPER 

This  can  be  done  in  two  w^ays,  namely,  with  or  without  previous 
calcination  of  the  white  metal.  The  latter  is  a  typical  English 
process  known  as  roasting,  in  which  the  oxidation  of  a  portion 
of  the  sulphides  which  is  necessary  for  the  reaction,  takes  place 
within  the  reverberatory  smelting  furnace. 

SMELTING  WHITE  METAL  FOR  COARSE  COPPER  AFTER  PREVIOUS 

CALCINATION 

The  calcination  is  effected  in  reverberatory  furnaces,  heaps  or 
stalls.  Shaft  furnaces  cannot  well  be  used  on  account  of  the  richness 
of  the  matte  in  copper  and  its  correspondingly  ready  fusibility, 
together  with  its  poorness  in  sulphur. 

The  calcined  matte  is  smelted  in  the  same  furnaces  as  are  used 
for  ore  smelting  and  metal  smelting. 

At  Oker  the  white  metal  containins; 


Copper     .     . 

.     60  to  65  per  cent. 

Silver       .     . 

0-06 

Iron 

.       9 

Sulphur    .     . 

.     14 

is  calcined  three  or  four  times  in  heaps,  until  the  sulphur  is  brought 
down  to  4  or  5  per  cent. ;  each  heap  contains  90  to  100  tons,  and 
consumes  353  cubic  feet  of  cord-wood.  The  first  fire  lasts  three 
weeks,  the  second  two,  and  the  third  one  week. 

The  furnace  charge  consists  of  4^  tons  of  calcined  matte,  together 
with  a  certain  quantity — up  to  h  ton — of  copper  refinery  slags ;  it  is 
all  melted  in  six  to  seven  hours.  The  fire  is  then  urged  for  two  hours 
more,  and  the  first  slag  is  drawn  off.     Another  strong  fire  is  put  on. 
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aud  slaof  is  drawu  oft'  for  the  second  time,  after  which  the  coarse 
copper  is  tapped  out.  The  process  lasts  twelve  hours;  the  coal 
consumption  is  55  to  57  per  cent,  of  the  -weiglit  of  the  calcined  matte. 
The  products  are  43  to  48  per  cent,  of  black  copper  containing  92  to  95 
per  cent,  of  metal,  2  to  3  per  cent,  of  concentrated  matte,  slags  from 
the  first  draAving  with  5  to  6  per  cent,  of  copper,  and  slags  from  the 
second  drawing  with  20  to  25  per  cent. 

At  Wallaroo,  where  the  matte  is  calcined  in  continuous-acting 
rotating  cylinders,  the  calcined  matte  is  mixed  for  smelting  with 
a  certain  quantity  of  raw  matte,  the  prodvicts  being  coarse  copper  and 
a  certain  amount  of  matte  rich  in  copper. 

In  Bischofshofen,  Salzburg,  calcined  white  metal  mixed  with  raw 
metal  was  formerly  smelted  in  reverberatory  furnaces  for  coarse  copper. 

SMELTING    WHITE    METAL    FOR    COARSE   COPPER    WITHOUT 
CALCINATION    (KOASTING) 

This  roasting  operation  is  peculiar  to  the  Welsh  process,  and  con- 
sists in  alternate  oxidations  and  reductions  several  time  repeated,  in 
i-everberatory  furnaces.  By  a  very  slow  softening  and  subsequent 
drop  by  drop  fusion  of  the  metal  with  access  of  air,  a  certain  amount 
of  the  copper  of  the  matte  is  oxidised,  and  on  the  temperature  being 
raised,  this  oxide  reacts  upon  the  sulphide  remaining  undecomposed. 
The  slag  produced  is  skimmed  otf,  and  the  oxidation  is  repeated  by 
allowing  the  molten  material  to  cool  with  access  of  air,  after  which 
the  air  supply  is  cut  oft"  and  the  temperature  again  raised,  when  fresh 
reaction  of  the  oxides  upon  the  sulphides  ensues. 

In  England,  white  metal,  a  matte  with  5  to  10  per  cent,  of  iron 
and  small  quantities  of  zinc,  tin,  cobalt,  nickel,  arsenic  and  antimony, 
is  more  particularly-  subjected  to  this  process.  It  is  carried  out  in 
furnaces  similar  to  the  ore-smelters,  provided  with  Sheflield's  hollow 
lire  bridges.  The  construction  of  the  furnace  is  shown  in  Figs.  106 
and  107.  In  these  a  is  the  fire  door,  x  the  fire-bridge,  into  which  air 
■enters  by  the  channel  h,  rises  up  through  it,  and  after  being  thus 
heated,  finds  its  way  into  the  furnace  through  the  flues  //.  Opposite 
to  the  top  hole  c  is  a  lateral  working  door,  through  which  the  metal 
is  charged  into  the  furnace. 

In  England  the  charge  is  2i  to  4  tons  of  matte,  Avhilst  the  larger 
American  furnaces  will  take  up  to  8  tons.  The  metal  is  charged  in 
England  in  pigs  of  about  3  cwt.  each,  so  arranged  that  the  air  can  cir- 
culate round  each  pig.  jSTo  fluxes  are  added  ;  the  slag  is  derived  partly 
from  the  sand  adhering  to  the  pigs  which  are  cast  in  a  sand-bed, 
partly  from  the  quartz  of  the  furnace  bed. 
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The  metal  is  heated  slowly  with  free  access  of  air  until  it  softens, 
and  is  left  for  some  time  in  this  condition ;  it  is  then  melted  down 
very  slowly  drop  by  drop,  whereby  the  sulphides  of  the  matte  are  in 
part  converted  into  oxides,  which  latter  react  upon  the  sulphides,  both 
Avhilst  the  metal  is  in  a  pasty  condition,  and  whilst  it  is  being  melted 
down,  which  takes  from  six  to  eight  hours.     The  above  reaction  now 


Fig.  106. 
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Fig.  107. 


continues  on  the  bed  of  the  furnace,  while  bubbles  of  sulphur  dioxide 
escape  from  the  molten  mass.  As  soon  as  the  evolution  of  gas 
slackens,  the  slag  that  has  been  formed  is  skimmed  off,  and  the  tem- 
perature is  lowered  by  opening  the  firedoor.  The  sulphur  dioxide, 
which  is  still  being  formed,  tries  to  break  through  the  cooling  surface 
of  the  molten  ma.ss,  and  covers  it  with  protuberances  and  crater-like 
excrescences.  The  surface  of  the  contents  of  the  hearth  is  thus 
materially  increased,  and  a  larger  area  is  exposed  to  the  air  for  the 
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oxidation  of  the  copper  and  the  metallic  sulphides,  cuprous  oxide 
being  more  especially  produced.  After  a  given  time  (four  to  five 
hours)  the  reaction  of  the  oxides  with  the  sulphides  is  again  brought 
about  by  raising  the  temperature.  The  cuprous  oxide  is  dissolved 
by  the  already  formed  metallic  copper,  and  thus  distributed  through 
the  entire  mass,  where  it  acts  upon  the  sulphide  of  copper  that  is 
still  present,  forming  copper  and  sulphur  dioxide.  After  eighteen  to 
twenty-four  hours  from  the  time  of  charging,  the  doors  and  the 
airchannel  of  the  firebridge  being  all  closed,  a  strong  fire  is  put  on  so 
as  to  complete  the  reaction,  to  slag  off  any  oxides  that  are  present, 
and  to  separate  the  copper  from  the  slag ;  the  latter  is  then  drawn 
off  and  the  copper  tapped  into  sand  moulds. 

With  charges  of  3  to  4  tons,  the  process  takes  twenty-four  hours, 
with  8  ton  charges  about  twice  as  long.  The  consumption  of  fuel  is 
CO  per  cent,  of  the  weight  of  white  metal. 

On  the  average,  English  white  metal  yields  60  per  cent,  of  coarse 
copper  and  S'7  of  rich  slag,  called  roaster  slag.  The  coarse  copper 
is  full  of  cavities,  and  is  known  as  Uistcr  copper.  Its  composition 
is  shown  by  the  following  analyses  by  Le  Play : — 


I. 

II. 

III. 

Cu 

.     .     .     97-5     .     . 

.     98-0     . 

.     98-5 

Fe 

...       0-7     .     . 

.       0-5     .     . 

.       0-8 

S 

...       0-2     ,     . 

.       0-3     .     . 

.       0-1 

Sn  and  Sb 

....       1-0     . 

.       0-7     . 

— 

0  and  loss 

.     .     .     .       0-0     . 

.       0-5     . 

.       0-6 

Roaster  slag  is  vesicular  and  contains  20  to    40  per    cent,    of 
copper ;  according  to  Le  Play  its  composition  is  : — 

Silica 47"o  per  cent. 

Ferrous  oxide 28*0  ,,  „ 

Cuprous  oxide 16"9  „  ,, 

Alumina 3'0  „  „ 

Oxides  of  nickel,                 )  ^.q 
cobalt  and  mangane     J 

Tin  oxide       0*3  ,,  „ 

Metallic  copper       2*0  „  „ 

It  also  often  contains  sulphide  of  iron. 

This  slas:  is  added  to  the  charofe  in  the  metal  furnace. 
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THE    ENGLISH   PROCESS   WITH    REPEATED    CONCENTRATION 
OPERATIONS 

{Welsh  Process) 

This  process  is  more  particularly  carried  out  in  the  neighbourhood 
of  Swansea  in  South  Wales. 

The  ores  are  first  calcined  and  then,  as  explained  above,  smelted 
for  coarse  metal  with  80  to  35  per  cent,  of  copper.  The  subsequent 
treatment  of  this  metal  depends  upon  its  purity,  upon  the  quality  of 
the  copper  which  the  smelter  may  wish  to  produce  to  meet  the 
demands  of  the  market,  and  upon  the  quantity  and  nature  of  the 
fluxes  on  hand  in  the  form  of  either  natural  oxidised  ores,  such  as 
carbonates  of  copper  and  cuprite,  or  of  metallurgical  products  such  as 
calcined  mattes  and  slags  containing  copper.  By  regulating  the 
quantity  of  oxidised  additions  as  also  the  degree  of  calcination,  it  is 
possible  to  produce  not  only  mattes  richer  in  copper  and  lower  in 
sulphur,  but  also  a  certain  amount  of  coarse  copper  in  the  course  of 
the  smelting.  As  this  coarse  copper,  so-called  bottoms,  takes  up  the 
tin,  arsenic  and  antimony,  that  may  have  been  present  in  the  coarse 
metal,  bottoms  and  purer  mattes  are  produced,  whenever  it  is  required 
to  prepare  the  purer  qualities  of  copper  from  impure  metal  ;  the 
purer  matte  thus  obtained  is  then  treated  further  for  the  extraction 
of  high  grade  copper,  wdiilst  the  bottoms  are  worked  up  for  inferior 
qualities  [tile  copper). 

From  pure  coarse  metal,  concentrated  mattes  are  produced  that 
can  be  smelted  direct  for  coarse  copper ;  for  impure  metal  on  the 
contrary,  the  process  of  concentration,  with  the  production  of  bottoms 
in  the  case  of  need,  is  repeated  one  or  more  times. 

Matte  concentration  is  performed  either  by  calcining  the  coarse 
metal  according  to  any  one  of  the  already  described  methods,  followed 
by  smelting  in  reverberatory  furnaces  wdth  or  without  the  addition  of 
oxidised  materials,  or  else  by  the  above  described  roasting  process ;  it 
is  not  carried  quite  as  far  as  when  blister  copper  is  to  be  produced, 
the  products  being  a  concentrated  matte  and  slag.  This  roasting 
process  takes  a  good  deal  of  time  and  is  therefore  but  rarely  employed 
except  in  the  Welsh  process  proper. 

The  concentrated  mattes  are  also  smelted  for  blister  copper  by 
the  same  roasting  process  as  already  described. 

The  slags  rich  in  copper  produced  in  these  concentrating  opera- 
tions are  smelted  with  pyritic  copper  ores  in  reverberatory  furnaces, 
and  produce  various  grades  of  matte  and  certain  quantities  of  coarse 
copper  (bottoms).     If  the  copper  ores  used  contain  tin,  a  tin-copper 
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alloy,  known  as  hard  metal,  Avhicli  is  used  in  that  form  in  the  arts,  is 
found  to  separate  out  between  the  bottoms  and  the  matte. 

The  bottoms  collect,  besides  tin,  antimony  and  arsenic,  the 
whole  of  the  gold  and  a  part  of  the  silver  of  the  matte,  and  are 
treated  for  gold  whenever  they  contain  this  metal  in  workable  pro- 
portions.    The  copper  produced  from  them  is  of  inferior  quality. 

The  following  are  the  various  metliods  by  which  coarse  metal 
may  be  worked : 

1.  {a)  Calcination  of  coarse  metal. 
(h)  Smelting  for  white  metal. 

(c)  Roasting  white  metal  for  blister  copper. 
This  method  is  employed  when  copper  of  ordinary  quality  is  required. 
The  calcined  coarse  metal  is  smelted  with  sufificient  oxidised  material 
to  yield  white  metal  with  about  75  per  cent,  of  copper.  This  is  in 
fact  the  English  process  in  its  simplest  form.  If  copper  of  better 
quality — so-called  tough  copjDer — is  required,  the  amount  of  oxidised 
ores  added  is  increased,  so  as  to  produce  a  certain  j^roportion  of  bottoms. 

2.  {a)  Calcination  of  coarse  metal. 
(h)  Smelting  for  ^Jz'?/?7;/c  metal. 

(c)  Roasting  pimjjle  metal  for  blister  copper. 
This  method  is  employed  when  it  is  desired  to  obtain  blister  copper 
from  pure  coarse  metal  in  a  relatively  short  time.  In  this  case  the 
calcined  coarse  metal  is  smelted  with  more  oxidised  materials  than 
when  white  metal  is  to  be  made.  Pimj^Ic  metal,  as  its  name 
implies,  is  full  of  cavities  and  always  contains  metallic  copper.  Its 
percentage  of  copper  is  78.  If,  owing  to  the  addition  of  still  larger 
quantities  of  oxidised  materials,  it  is  still  richer  in  copper,  or  contains 
a  larger  quantity  of  metallic  copper,  it  is  called  close  regulus. 

According  to  Napier,  pimple  metal  contains  on  the  average  : — 

Copper 78  per  cent. 

Sulphur 18    „       „ 

Iron -    „       „ 

Slao-  2 

The  slag,  produced  in  this  process  contains  according  to  Napier  : — 

Silica 60'4  23er  cent. 

Ferrous  oxide 36  1         „ 

Copper 3'5         „ 

3.  (a)  Calcination  of  coarse  metal. 

[h)  Smelting  of  the  above  for  hlue  metal.  i 

(c)   Roasting  the  blue  metal  for  special  white  metal.  fl 

(f?)  Roasting  the  special  white  metal  for  blister  copper. 
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This  process  is  applied  when  high  qualities  of  copper  (best-selected 
copper)  are  to  be  made.  Tlie  blue  meted  which  is  first  made,  con- 
tains on  an  average  55  per  cent,  of  copper;  to  produce  it,  the  coarse 
metal  is  either  calcined  slightly  or  is  smelted  with  but  small  additions 
of  oxidised  ores  or  metallurgical  products.  Blue  metal  has  a  bronze 
colour,  but  when  broken  hot,  the  fractured  surface,  is  blue  ;  its  com- 
position is  as  follows,  according  to  Le  Play  : — 

Copper 5G"7  per  cent. 

Iron '  16-3 

Nickel  and  a  trace  of  manganese.  .  1'6         „ 

Tin  and  a  trace  of  arsenic 1'2          „ 

Sulphur 23-0 

Slag 0-5 

Blue  metal  contains  metallic  copper,  which  is  not  the  case  with 
Avhite  metal.  This  copper  occurs  in  fibrous,  hair-like  or  wire-like 
forms,  or  in  coherent  powdery  masses  in  the  vesicular  cavities  of  the 
metal,  and  is  known  as  moss  copper.  Its  composition,  according  to 
Le  Play  and  Napier,  is  as  follows  : — 


Cu   .    . 

Le  Play. 
98-2'  . 

Xapier. 

.    .  98-5     . 
trace     . 

.    .     11-4     . 
.    .     1-0     . 

Xapier 
.     .  99 

Fe 

Ni 

.     0-4     .    . 
.     0-6     .    . 

.     trace 

S 

.    .  0-4 

Sn  and  Sb  .    .    .    . 

.    .  i)-5 

Sand  and  carbon    . 

.   trace  .     . 

Moss  copper  is  produced  as  exjjlaiued  in  the  case  of  clv/iinstein  {see 
page  118).  Hampe  ^  has  shown  that  molten  cuprous  sulphide  is 
capable  of  dissolving  copper  at  high  temperatures  and  letting  it 
separate  out  on  cooling  as  nioss  copper  if  rapidly  cooled,  but  as  a 
reguline  mass  if  cooled  slowly.  This  explanation  was  given  many 
years  ago  by  Percy,  who  pointed  out  that  when  this  metal,  containing 
moss  copper  is  re-melted,  the  molten  mass  is  homogeneous  and  does 
not  form  two  layers  of  copper  and  matte  respectively. 

The  slag  produced  is  the  same  as  in  smelting  for  white  metal  and 
is  added  to  the  charge  in  ore  smelting  and  metal  smelting. 

o  o  o 

At  some  works,  the  coarse  metal  is  not  calcined  before  being 
smelted,  but  is  roasted  direct  for  blue  metal  (as  at  the  Cwm  Avon 
works).    In  this  case  the  coarse  metal  is  charged  in  3  cwt,  pigs,  heated 

^  ChemiJxr  Zeitumj,  1893,  17,  Xo.  92. 
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for  4%  hours  till  it  becomes  pasty,  and  melted  down  during  f  hour  at 
a  high  temperature. 

Blue  metal  is  roasted  in  the  way  already  described,  the  charge 
being  32  cwt.  at  a  time  ;  when  the  roasting  is  complete,  the  slag  is 
skimmed  and  the  metal  run  into  sand  moulds.  Two  charges  are 
worked  off  in  24  hours. 

The  special  white  metal  produced  contains  77  per  cent,  of  copper  • 
the  slags  are  rich  in  copper  and  are  for  the  most  part  treated  by  the 
slag-smelting  process  to  be  presently  described  under  (5). 

The  roasting  of  the  special  white  metal  is  conducted  in  the 
ordinary  way. 

4.  (a)  Calcination  of  coarse  metal. 
(h)  Smelting  for  blue  metal. 

(c)  Roasting  for  sjDecial  white  metal. 

(d)  Roasting  the  special  white  metal  for  Jine  metal. 
(c)  Roasting  the  fine  metal  for  blister  copper. 

This  method  is  used  for  the  preparation  of  the  better  grades  of 
copper;  it  is  conducted  like  the  foregoing  one,  as  far  as  the  roasting 
for  special  white  metal.  This  latter  is  roasted  together  with  two 
other  kinds  of  matte  obtained  by  melting  slags  with  copj)er  pyrites, 
the  so-called  red  and  white  slag  metal.  These  two  latter  compose 
one-fifth  of  the  total  charge,  which  amounts  to  30  cwt.  The  opera- 
tion is  a  short  one  owing  to  the  small  amount  of  copper  present ;  it 
takes  3f  hours,  of  which  2^  are  occupied  by  the  oxidation.  In 
consequence  of  the  large  amount  of  cuprous  oxide  contained  in 
the  slag,  a  partial  separation  of  the  copper  as  bottoms  occurs ; 
100  parts  of  charge  produce  64  parts  of  fine  metal  with  81  per  cent, 
of  copper,  10  parts  of  bottoms  with  92  to  93  percent,  of  cojDper  and 
11  to  12  parts  of  slag  with  11  per  cent,  of  copper. 
The  fine  metal  is  roasted  for  blister  copper. 

5.  {a)  Smelting  cupriferous  slags  for  red  and  white  slag  metal. 
(6)  Roasting  the  red  and  white  slag  metal  together  with  special 

white  metal  for  fine  metal. 

(c)  Roasting  the  fine  metal  for  blister  copper. 
The  slags  produced  in  the  various  smelting  operations  for  white 
metal,  special  white  metal  and  fine  metal  are  smelted  with  quartzose 
copper  pyrites  inixed  with  a  little  culm,  the  products  being  matte 
and  bottoms.  The  matte  is  either  very  pure  white  metal  or  else, 
Avith  charges  rich  in  sulphur,  red  metal  having  a  composition  similar 
to  blue  metal.  If  the  ores  or  the  mattes  contain  tin,  a  white  brittle 
alloy  of  copper  and  tin,  known  as  liard  metal,  forms  a  layer  above  the 
bottoms.     The  charge  is  about  2  tons,  and  is  worked  off  in  five  and 
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three  quarter  hours ;  the  white  metal  contains  74  to  75  per  cent,  of 
copper,  the  red  metal  about  62  per  cent. 

The  hard  metal  contains  66  per  cent,  of  copper  and  28  per  cent, 
of  tin,  and  is  an  article  of  commerce.  The  slags  can  be  thrown  away. 
The  subsequent  treatment  of  the  red  and  white  slag  metal  has 
already  been  described. 

TREATMENT  OF  COPPER  BOTTOMS 

The  copper  bottoms  produced  in  the  various  processes  of  matte 
concentration,  contain  the  impurities  of  the  mattes  which  would 
remain  in  them  if  bottoms  were  not  made,  especially  arsenic, 
antimony,  tin,  nickel  and  cobalt.  Bottoms,  as  already  said,  are  pro- 
duced with  the  object  of  obtaining  pure  mattes  for  the  preparation  of 
high  grade  copper.     This  pure  matte  is  called  spongy  rcgulus. 

The  composition  of  bottoms  is  shown  by  the  following  analyses : — 

Napier.  Le  Plaj-. 

Cu 74-6 86o 

Sn 13-8 3-2 

Sb 4-.5 0-7 

Pb 0-8 1-8 

Fe 2-5 6-0 

S 3-9 — 

The  bottoms  are  either  added  in  certain  jDroj^ortions  to  the  various 
mattes  when  these  latter  are  roasted  for  blister-copper,  or  they  are 
roasted  by  themselves  for  blister-copper.  The  latter  is  refined  and 
forms  the  lower  grades  of  copper,  known  in  commerce  as  cake  copper 
when  in  the  form  of  bars,  or  as  tile  copper  when  in  the  form  of  slabs. 

Quite  recently  attempts  have  been  made  by  Gilchrist,  the  inventor 
of  the  basic  lining  for  the  Bessemer  converter,  to  use  it  also  in  roasting 
bottoms.  The  results  of  reiDlacing  the  quartzose  bed  by  a  basic  one 
appeared  to  be  satisfactory,  and  induced  an  English  works  to  have  all 
its  furnace  beds  thus  altered.  The  basic  bed  is  composed  of  calcined 
dolomite,  which  is  stamped  in  layers  into  the  reverberatory  furnace 
and  then  fired  ;  its  advantages  are  that,  when  the  bottoms  are  roasted 
on  it,  far  less  copper  is  slagged  off  than  on  a  siliceous  bed,  and  that 
with  arsenical  bottoms  the  bed  is  far  more  durable  than  a  siliceous 
one.  The  oxidising  roasting  of  bottoms  for  the  purpose  of  freeing 
them  from  impurities,  and  especially  from  arsenic,  takes  a  very  long 
time,  in  consequence  of  which  much  copper  is  oxidised  and  the  bed  is 
strongly  attacked.      On  a  siliceous  bed  the  copper  is  slagged  off. 
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which  occurs  to  a  very  small  extent  only  on  a  basic  bed  according  to 
Gilchrist's  experiments  ;  in  the  latter  case,  not  only  is  less  slag  formed, 
but  it  is  also  poorer  in  copper.  According  to  Gilchrist's  experiments, 
when  the  same  quantity  of  bottoms  was  treated  on  an  acid  and  on  a 
basic  bed,  only  half  the  amount  of  slag  was  produced  on  the  latter, 
and  it  contained  only  25  per  cent,  of  copper  as  against  55  per  cent,  on 
the  former.  Furthermore,  when  arsenical  bottoms  have  to  be  treated 
the  operation  lasts  so  long  that  a  quartzose  bed  becomes  seriously 
damaged,  and  the  lining  has  often  to  be  renewed  after  a  very  short 
time,  whilst  Avith  a  basic  bed  these  objections  do  not  hold.  Other 
metallurgists  have,  however,  raised  objections  to  basic  beds,  and  these 
latter  have  not  yet  come  into  general  use. 

When  the  bottoms  contain  gold  or  silver,  the  precious  metals  are 
extracted  by  dry  methods,  wet  methods,  or  electrolytically. 

EXAMPLES    OF   THE   ENGLISH    PROCESS    OF    COPPER    SMELTING 

The  English  process,  with  all  the  above  indicated  modifications,  is 
employed  in  the  South  Wales  works,  especially  in  the  neighbourhood 
of  Swansea,  as  also  at  St.  Helens,  near  Liverpool.  The  largest 
English  works  are  Vivian's  Copper  Works,  near  Swansea,  known  as 
the  Hafod  Works.  In  these  English  works,  the  objects  of  treatment 
are  chiefly  foreign  ores  and  mattes  from  Chili,  Cuba,  Italy,  SjDain, 
Africa,  and  Australia.  Since  Chili  has  commenced  to  treat  a  large 
proportion  of  its  own  ores,  the  production  of  the  English  works  has 
fallen  off  considerably.  Besides  Chili,  the  English  process  is  used  in 
Australia,  North  America,  and  Lapland.  In  Germany  it  was  formerly 
in  operation  at  the  Elbkupferwerk,  near  Hamburg ;  at  the  Aggerthal 
Copper  Works,  near  Duisburg,  and  at  Dillenburg ;  and  is  still  used 
at  the  Tubalkain  Works,  near  Remagen.  on  the  Rhine. 

At  the  Chilian  works  at  Guayacan,  Panucillo,  Carrisbl  and  Lota, 
the  ores  are  calcined  and  smelted  for  coarse  metal  with  50  per  cent, 
of  copper  ;  this  is  then  roasted  for  blister-copper,  which  contains  95 
to  96  per  cent,  of  copper,  and  is  subsequently  refined. 

At  the  smelting  Avorks  at  Wallaroo,  ores  containing  18  per  cent, 
of  copper  are  calcined  in  continuous-acting  rotating  cylinders  down 
to  5  per  cent,  of  sulphur,  mixed  with  lump  ores  calcined  in  stalls, 
low  in  sulphur,  and  smelted  for  coarse  metal  with  50  per  cent,  of 
copper,  12  tons  being  smelted  in  twenty-four  hours.  The  coarse 
metal  is  in  part  calcined  in  rotating  cylinders,  then  mixed  with  raw 
metal,  and  roasted  for  blister-copjDer,  which  is  afterwards  refined. 

Gold  and  silver  ores  are  also  smelted  there  with  copper  ores  pre- 
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viously  calcined  in  rotating  cylinders,  in  the  already  (p.  138)  described 
large  reverberatory  furnaces,  which  treat  25  tons  in  twenty-four 
hours.  The  coarse  metal  thus  obtained  is  partially  calcined  in 
rotating  cylioders,  and  then  smelted  for  bottoms  and  a  rich  matte. 
The  bottoms  were  to  be  treated  electrolytically  (this  process  was  not 
yet  in  operation  when  the  author  visited  Wallaroo),  whilst  the  rich 
matte  was  first  to  be  desilverised  by  the  Ziervogel  process  (see  Silver, 
supra),  and  then  treated  for  copper  by  reduction  of  the  oxides  and 
refining. 

At  the  Argo  works  in  Colorado,  copper,  silver  and  gold  ores  are 
treated.  The  ores  are  first  calcined  in  an  O'Harra  furnace,  and  then 
smelted  in  large  reverberatories  with  a  daily  capacity  of  30  tons, 
producing  argentiferous  coarse  metal  Avith  40  per  cent,  of  copper 
and  300  ounces  of  silver  to  the  ton.  This  coarse  metal  is  calcined 
in  long-bedded  reverberatory  furnaces,  and  smelted  for  a  second 
matte  with  60  per  cent,  of  copper.  The  latter  is  desilverised  by  the 
Ziervogel  process,  the  residue  from  which,  consisting  essentially  of 
oxide  of  copper  with  a  small  quantity  of  oxide  of  iron,  partially  freed 
from  silver,  is  smelted  with  pyritic  copper-bearing  gold  ores,  producing 
bottoms  and  matte.  This  matte  is  also  desilverised  by  the  Ziervogel 
process.  If  it  is  then  free  from  gold,  it  is  reduced,  and  the  copper 
obtained  is  refined ;  if  it  still  retains  notable  quantities  of  gold  and 
silver,  it  is  sold  to  works,  where  it  is  treated  with  sulphuric  acid  for 
the  production  of  bluestone,  and  the  gold  and  silver  extracted  from 
the  residues. 

The  bottoms  are  purified  in  the  dry  way,  the  gold  concentrated  in 
them  and  finally  separated  by  a  wet  method. 

The  English  process  is  also  used  in  Montana ;  at  Anaconda  and 
Butte  city,  however,  matte  concentration  has  been  displaced  by  the 
converter  process. 

At  the  Tubalkain  works,  near  Remagen,  in  Rhenish  Prussia,  ores 
containing  8  to  10  per  cent,  of  copper  are  smelted  for  coarse  metal  in 
1  to  1|  ton  charges.  This  is  calcined  in  reverberatory  furnaces  and 
then  smelted  in  24  cwt.  charges  to  fine  metal  with  80  per  cent,  of 
copper ;  the  latter  is  roasted  in  34  cwt.  charges  for  blister  copper. 

THE   ANGLO-GERMAN   PROCESS  OF   COPPER    SMELTING 

The  English  and  German  processes  are  combined  at  many  works, 
in  that  the  ore  smelting  is  conducted  in  shaft  furnaces,  whilst  the 
matte  is  concentrated  in  reverberatories,  and  the  smelting  for  coarse 
copper  is  performed  in  either  form  of  furnace. 
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Thus  in  England,  the  English  process  has  been  modified  at  some 
works  by  using  the  shaft  furnace  for  ore  smelting,  because  i't  is  the 
cheaper  method  and  because  it  produces  clean  slags  that  can  be 
thrown  away. 

In  Germany  and  Austria  on  the  other  hand,  the  German  process 
has  been  modified  by  using  the  reverberatory  furnace  for  matte 
concentration  and  sometimes  also  for  the  production  of  coarse  copper. 
This  modification  has  been  applied  both  to  impure  ores  free  from 
silver  and  to  argentiferous  ores.  Concentration  in  reverberatory 
furnaces,  because  carbon  is  not  employed  as  the  reducing  agent, 
produces  purer  mattes  than  do  shaft  furnaces,  such  mattes  being 
required  for  the  production  of  pure  copper,  as  also  for  many  of  the 
methods  of  extracting  silver ;  it  is  also  much  easier  to  collect  any  gold,, 
that  may  be  present  in  the  ore,  in  the  bottoms. 

The  combined  Anglo-German  process  is  in  operation  at  Mansfeld, 
Oker,  Brixlegg,  and  Bischofshofen  (in  the  Salzburg  district). 

In  the  works  of  the  Mansfeld  Company  the  so-called  Kupferscliiefer 
(copper  schist)  is  treated.  It  consists  of  bituminous  schists  with  I'S 
to  3"7  per  cent,  of  copper  in  the  form  of  sulphuretted  copper  ores 
(bornite,  chalcopyrite  and  chalcocite)  and  a  small  proportion  of  silver, 
equal  to  0*53  to  0"68  per  cent,  of  the  copper  present. 

In  addition  to  the  above,  Ku^jferschiefcr  contains,  according  ta 
Berthier  : — 

SiUca 40"0  per  cent. 

Alumina 10'7         „ 

Oxide  of  iron 5*0        ,, 

Carbonate  of  lime 19"5         „ 

Carbonate  of  potash 2-0         „ 

Water  and  Bitumen lOo        „ 

This  ore  is  calcined  in  heaps  to  remove  water  and  bitumen  and  i& 
smelted  in  the  already  described  (page  100)  high  shaft  furnaces,  yield- 
ing coarse  metal  with  30  to  40  per  cent,  of  copper.  This  is  calcined  in 
kilns  and  smelted  in  reverberatory  furnaces,  forming  a  matte  with 
72  to  76  per  cent,  of  copper,  and  on  the  average  0*45  to  0*48  per 
cent,  of  silver.  This  is  treated  by  Ziervogel's  process,  and  the 
residue,  consisting  of  oxide  of  copper  and  a  little  oxide  of  iron  is 
mixed  with  coal,  reduced  in  reverberatory  furnaces,  and  refined 
direct. 

The  heaps  for  burning  the  bitumen  out  of  the  schist  have  been 
previously  described  (page  38). 

The    chars^e    for    smelting    in    the    modern    Mansfeld    furnaces. 
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described  on  page  100,  consists  of  17  cwt.  of  burnt  schist,  G  cwt.  of 
non-bituminous  limestone  known  as  Dachherg,  which  contains  a  small 
amount  of  silver  and  copper,  1  cwt.  of  slags  containing  copper,  and 
1  cwt.  of  skimmings,  the  conditions  as  to  capacity,  blast,  &c.,  being 
those  previously  given.  The  furnace  gases  are  used  partly  in  heating 
the  blast  in  iron  stoves  ujd  to  200°  C,  and  partly  for  raising  steam. 
The  matte  contains  36  per  cent,  to  40  per  cent,  of  copper,  and  018 
per  cent,  of  silver ;  the  slag  contains  0"2  to  0"3  per  cent,  of  copper. 
It  is  annealed,  and  then  used  as  a  building  material.  It  is  a  mixture 
of  bi-  and  tri-silicate,  its  composition  being  given  on  page  90.  The 
furnace  campaigns  last  from  nine  months  to  two  years.  In  conse- 
quence of  the  use  of  heated  blast  and  of  the  shape  of  the  furnace,  iron  is 
reduced,  which  is  tapped  off  from  time  to  time  through  a  hole  in  the 
bottom  of  the  hearth  ;  it  contains  nickel  and  is  sold  to  nickel  works. 
The  flue  dust  contains  about  14  per  cent,  of  lead.  It  is  mixed  with 
ground  shale,  and  pressed  into  bricks  which  are  burnt  with  the  schist 
and  finally  smelted  in  shaft  furnaces,  producing  lead  with  0'3  to  0"4 
per  cent,  of  silver.  The  coarse  metal  is  calcined  in  kilns  that  put 
through  about  \\  tons  in  twenty  hours,  the  gases  evolved  being  led 
into  lead  chambers  for  sulphuric  acid  making  at  the  Kupferkamme 
and  Eckart  works. 

The  calcined  matte  is  smelted  as  described  above,  page  142,  in 
reverberatories,  the  result  being  a  matte  of  the  following  composi- 
tion : — 

Copper 70    — 75     per  cent. 

Silver 0-4—  0-5 

Ii'on 3—4 

Lead 1-8—  2-1 

Zinc 1-3—  3-3 

Nickel  and  Cobalt  ....  0-6—  Oi) 

Sulphur 20    —22 

The  slags  contain  34'8  to  357  per  cent,  of  silica  and  are  added  tO' 
the  ore  furnace  charge  on  account  of  their  containing  copper. 

By  calcining  the  matte  more  strongly  (by  putting  a  part  of  it 
several  times  through  the  kilns),  bottoms  are  produced  in  smelting. 
These  contain  all  the  gold  of  the  matte,  0'93  per  cent,  of  silver  and 
97  per  cent,  of  copper  and  are  treated  electrolytically.  The  rich 
matte  is  desilverised  by  the  Ziervogel  method,  reduced  and  refined. 

At  Oker  the  copper  ores  of  the  Kammelsberg,  near  Goslar,  are 
treated  ;  these  consist  of  a  mixture  of  copper  pyrites,  iron  pyrites, 
zinc  blende,  galena,  barytes  and  other  gangue.     They  are  separated 
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into  four  classes,  Xos.  I.,  II.,  III.  and  so-called  mixed  ores,  which 
are  distinguished  by  a  relatively  high  proportion  of  lead  (8  to  9 
per  cent.). 

The  average  composition  of  the  ores  is  shown  in  the  following 
table  : — 


Xo.  1. 

Xn.  11. 

Xo.  III. 

Jlixed  ore. 

Ag            .    . 

0-016 

0-008 

0-006 

0-016 

Cu     .    . 

1719 

0-14 

4-49 

4-78 

Pb 

4-19 

•2-36 

1-32 

8-84 

Zn 

11-67 

.1-80 

4-28 

21-25 

Fe 

23-39 

32-21 

35-55 

12-55 

S 

31  -88 

37-86 

39-32 

24-11 

Residue    .    .    . 

6-19 

5-10 

4-78 

19-19 

The  ores  contain  0-00005  to  0-0001  per  cent,  of  gold. 

The  richer  lump  ores  (No.  1,  ores)  are  smelted  raw,  because  they 
decrepitate  in  the  heat  and  cannot  be  calcined  in  shaft  furnaces, 
heaps  or  kilns.  The  other  classes  of  ore  are  calcined  in  shaft  furnaces, 
so  that  the  gases  evolved  may  be  utilised  in  sulphuric  acid  making. 
Ores  Nos.  II.  and  III  are  calcined  in  pyrites  burners  and  kilns  down 
to  5  to  8  per  cent,  of  sulphur.  The  mixed  ores  are  calcined  in  kilns 
down  to  10  to  12  per  cent,  of  sulphur  and  then  twice  in  heaps,  till 
the  sulphur  is  brought  down  to  .5  to  6  per  cent.  All  the  concentrates 
are  at  present  calcined  in  Hasenclever  muffle  furnaces  down  to  3  to  4 
per  cent,  of  sulphur,  the  gases  evolved  being  used  for  the  manufacture 
of  sulphuric  acid. 

With  the  exception  of  the  mixed  ores  which  require  special 
treatment  on  account  of  the  quantity  of  lead  they  contain,  the 
calcined  ores  are  smelted  in  the  five-tuyered  shaft  furnace  described 
on  p.  98,  producing  coarse  metal  with  30  to  40  per  cent,  of  copper. 
This  is  calcined  in  kilns  and  smelted  for  rich  matte  containing  62  to 
64  per  cent,  of  copper  and  0"06  per  cent,  of  silver ;  the  latter  is 
calcined  three  times  in  heaps,  and  then  smelted  in  reverberatory 
furnaces  for  black  copper.  The  latter  is  in  part  refined  and  electro- 
lysed, in  part,  after  a  partial  refining,  is  dissolved  in  dilute  .sulphuric 
acid,  producing  bluestone  and  argentiferous  residues,  which  are 
smelted  with  the  addition  of  leady  ores  for  argentiferous  lead  (work- 
lead). 

The  calcined  mixed  ores  are  smelted  in  the  same  kind  of  furnaces 
producing  work  lead,  and  a  coarse  metal  called  hUistein  ("  lead-matte  ") 
at  Oker,  containing  10  to  20  per  cent,  of  copper,  4  to  5  per  cent,  of 
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lead,  and  0'02  per  cent,  of  silver.  This  lead-matte  is  calcined  in 
kilns  down  to  7  per  cent,  of  sulphur,  and  is  then  smelted  in  shaft 
furnaces,  producing  a  matte  with  80  to  40  per  cent,  of  copper,  and 
0'06  of  silver,  and  a  leady  speiss  with  40  to  50  per  cent,  of  copper, 
and  0*2  to  0'3  per  cent,  of  silver.  The  former  is  treated  in  the  same 
Avay  as  the  matte  produced  iu  smelting  tlie  other  cojDper  ores, 
being  in  fact  treated  with  it.  The  speiss  undergoes  scorification 
(verhlasen)  in  a  kind  of  reverberatory  furnace,  known  as  S2Jleiss 
furnace,  yielding  work-lead,  coarse  copper  with  97  per  cent,  of 
copper  and  scorification  slags.  The  coarse  copper  is  granulated  and 
dissolved  in  dilute  sulphuric  acid,  producing  blue-stone  and  silver- 
bearing  residues.  The  scorification  slag  is  smelted  in  blast  furnaces 
with  raw  copper  ores,  producing  work  lead,  cojDper,  matte  and  speiss^ 
the  matte  being  returned  to  the  copper  works. 

The  charge  for  smelting  the  copper  ores  is  as  follows : — 
4    tons  calcined  copper  ore  Nos.  I  and  II. 
1       „     copper  ore  concentrates. 
I5     „     slags  from  the  second  matte  furnace. 
If     ,,     slags  from  the  ore  furnace. 
With  a  blast  pressure  equal  to  1'4  inches  of  mercury,  10  to  11 
tons  of  ore  are  put  through  in  24  hours  with  a  coke  consumption  of 
28  to  oO  per  cent,  of  the  weight  of  the  ore. 

A  typical  charge  for  smelting  mixed  ores  is  : — 
3;^  tons  calcined  mixed  ore.s. 
1       „    concentrates, 
f     „    calcined  pyritic  ores. 

f     „     Knicst  (clay  slate  containing  chalcopyrite). 
1^     „     slag  from  the  second  matte  furnace. 
2|     ,,     slag  from  the  copper  ore  furnace. 
With  a  blast  pressure  of  1'4  inches  of  mercury,  20  tons  of  charges, 
equal   to  11;^  tons   of  ore,  are  put  through  in  24  hours,  the  con- 
sumption of  coke  being  33  per  cent,  of  the  weight  of  the  ore,  or  20 
per  cent,  of  that  of  the  charge. 

The  lead-matte  is  calcined  in  the  kilns  described  on  p.  115',  down 
to  6  to  7  per  cent,  of  sulphur,  and  then  smelted  in  furnaces  of  the 
old  type  with  trapezoidal  cross-section  and  13  feet  high,  with  5  per 
cent,  oihniest  and  10  per  cent,  of  ore  furnace  slag. 

The  matte  (lleistevi-rohstein)  so  produced  is  calcined  in  the  kilns 
above  mentioned  with  coarse  metal,  and  matte  obtained  from  the 
scorification  slags,  in  the  proportion  of  50  parts  of  the  first,  25  of  the 
second,  and  25  of  the  third;  for  every  100  parts  of  raw  mattes,  20  to 
30  parts  of  calcined  mattes  are  added.     In  12  hours,  3  tons  of  matte, 
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raw  and  calcined,  are  calcined  dowa  to  12  per  cent,  of  sulphur. 
The  calcined  matte  is  smelted  for  concentrated  matte  in  the  rever- 
"beratory  furnace  described  on  page  142.  The  charge  consists  of 
2-^  tons  calcined  matte,  I  ton  raw  matte  and  -}  ton  Jcnicst,  and 
is  worked  off  in  8  hours  with  a  consumption  of  55  per  cent,  of 
coal.  The  slag  contains  2  to  3  per  cent,  of  copper,  and  is  added  to 
the  charge  in  the  ore  smelting  furnace.  The  matte  produced  is 
calcined  three  or  four  times  in  heaps  down  to  4  to  5  per  cent,  of 
sulphur,  each  heap  containing  90  to  100  tons  of  matte,  and  requiring 
353  cubic  feet  of  wood  ;  the  first  calcination  las-ts  3  weeks,  each  of 
the  others  a  week  to  a  fortnight. 

The  calcined  matte  is  smelted  in  -ih  ton  charges  with  the 
addition  of  copper  refinery  slag  up  to  h  ton,  in  a  furnace  like  that 
used  in  the  last  operation,  for  black  copper  {see  page  142).  The  oper- 
ation lasts  12  hours,  the  consumption  of  coal  being  55  to  57  per  cent. 

The  black  copper  contains  92  to  95  per  cent,  of  copper  and  0"185 
per  cent,  of  silver  ;  the  slag  from  the  first  skimming  contains  5  to  6 
per  cent,  of  copper,  and  from  the  second  20  to  25  per  cent.;  these 
are  added  to  the  ore  furnace  charges. 

At  Brixlegg,  fahlores  and  argentiferous  copper  pyrites  are  cal- 
cined in  heaps,  and  then  smelted  in  shaft  furnaces  for  coarse  metal  ; 
the  latter  is  calcined  in  heaps  and  then  smelted  in  reverberatory 
furnaces  for  concentrated  matte,  which  is  crushed,  calcined  in  long 
bedded  reverberatory  furnaces  and  smelted  in  circular  shaft  furnaces 
for  black  copper. 

At  Bischofshofen,  arsenical  copper  pyrites  free  from  silver,  con- 
taining 12'5  per  cent,  of  copper  is  smelted  raw  in  circular  shaft 
furnaces  for  coarse  metal  with  21  per  cent,  of  copper.  The  latter  is 
calcined  in  heaps  and  smelted  in  circular  shaft  furnaces  for  concen- 
trated matte  with  53  per  cent,  of  copper.  This  latter  is  calcined 
twice  in  heaps,  and  is  then  smelted  in  reverberatory  furnaces  for 
fine  metal  with  76  to  78  per  cent,  of  copper.  This  is  one  half 
calcined  in  long  bedded  calciners,  and  smelted  with  the  other  half 
raw  in  reverberatory  furnaces  for  coarse  copper.  The  coarse  copper 
is  refined  in  reverberatory  furnaces. 

Copper  Exteaction  by  means  of  the  Converter,  or  the 
Copper  Bessemer  Process 

The  copper  Bessemer  jDrocess  is  not  an  independent  process,  but 
has  for  its  object  the  production  of  coarse  copper  from  mattes  which 
have  been  obtained  from  ores  by  the  German,  the  English  or  the 
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Anglo-German  process.  Raw  ores  are  not  suitable  for  the  converter 
process,  because,  in  consequence  of  their  high  percentage  of  iron  and 
of  the  admixture  of  earthy  and  siliceous  matter,  they  would  produce 
more  slag  than  could  be  kept  liquid  by  the  heat  developed  by  the 
oxidation  of  the  metallic  sulphides  in  the  converter  ;  moreover  they 
would  attack  the  lining  of  the  converter  too  vigorously. 

The  copper  Bessemer  or  blowing-process,  is  as  above  noted,  a 
shortened  English  process  for  obtaining  copper  from  matte.  Its 
principle  is  that  a  blast  of  air  forced  through  molten  matte  will 
convert  the  sulphides  of  iron  and  copper  into  ferrous  and  cuprous 
oxides  with  the  evolution  of  sulphur  dioxide.  The  cuprous  oxide 
decomposes  the  sulphide  of  copper  that  has  not  yet  been  oxidised 
with  the  production  of  copper  and  sulphur  dioxide,  whilst  the  ferrous 
oxide  is  slagged  off  by  the  silica  of  the  converter  lining.  The  heat 
developed  by  the  oxidation  of  these  sulphides,  especially  by  the 
formation  of  sulphur  dioxide  and  ferrous  oxide,  suffices  to  keep  the 
mass  fluid  during  the  process.  If  the  blast  is  continued  long  enough, 
coarse  copper  and  slag  are  obtained  ;  if  the  process  is  interrupted 
earlier,  a  matte  rich  in  copper  and  slag  result.  Matte  containing 
but  little  copper  will  not  yield  coarse  copper  direct,  because  too 
great  a  quantity  of  slag  would  form,  which  could  not  be  kept  fluid. 
In  this  case  the  operation  is  stopped  as  soon  as  a  certain  quantity  of  .slag 
has  been  formed,  when  a  rich  matte  is  produced  which  can  be  brought 
up  to  coarse  copper  by  means  of  a  second  converter  operation.  As 
the  production  of  matte  rich  in  copper  from  poor  matte,  attacks  the 
expensive  quartz  lining  of  the  converter  very  violently,  whilst  a  j^i'o- 
portionately  large  quantity  of  copper  goes  into  the  slag,  it  is  in  most 
cases  found  preferable  to  produce  a  matte  with  at  least  25  per  cent, 
of  copper  by  the  German,  English,  or  Anglo-German  process,  and  to 
bring  this  up  to  coarse  copper  at  one  operation  in  the  converter. 
Poor  matte  is  blown  up  to  60  to  70  per  cent.,  when  the  slag  is 
removed,  a  fresh  quantity  of  matte  added  and  coarse  copper  with  99 
per  cent,  of  copper  is  blown. 

The  matte  to  be  bessemerised  is  either  melted  in  cupolas  and 
then  run  into  the  converters  through  gutters  of  iron  lined  with  a 
mixture  of  quartz  and  clay,  or  it  is  tapped  direct  from  the  shaft 
furnaces  in  which  it  is  produced,  as  at  Roros. 

The  apparatus  in  which  the  operation  is  performed  may  be  con- 
structed like  the  Bessemer  converter,  or  may  be  cylinders  capable  of 
revolving,  or  of  a  type  intermediate  between  the  two. 

These  of  the  first  type  differ  from  regular  Bessemer  converters 
in  their  small  capacity,  holding  from  1  to  3  tons  of  matte  as  against 
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10  tons  of  jDig  iron  in  the  Bessemer  converter,  and  in  the  jaosition  of 
their  tuyeres.  In  the  ordinary  Bessemer  converter  these  are  situated 
in  the  bottom,  in  the  copper  converter  round  the  sides  at  a  certain 
distance  above  the  bottom.  When  pig  iron  is  converted  into  ingot 
iron,  the  mass  in  the  converter  is  always  homogeneous  and  is 
developing  heat  uniformly  thro-ughout  by  the  oxidation  of  its  silicon, 
carbon  and  iron,  and  in  some  cases  of  phosphorus  ;  there  is,  therefore, 
no  danger  of  one  part  of  it  solidifying.  When  matte,  however,  is  blown 
in  the  converter,  the  heat  is  produced  by  the  oxidation  of  the  sul- 
l^hides,  whilst  the  metallic  cojDper,  produced  as  already  explained, 
collects  on  the  bottom  of  the  converter.  If  the  blast  entered  at  the 
bottom  it  would  therefore  be  necessary  for  it  to  jDass  through  the 
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fluid  copper  before  it  could  reach  the  fluid  matte  and  in  doing  so  it 
would  partly  oxidise  the  copper  to  cuprous  oxide.  So  little  heat 
would,  however,  be  thereby  generated,  that  the  copper  would  soon 
chill  and  the  process  come  to  a  standstill.  This  is  the  reason  why 
the  earlier  attempts  at  blowing  matte  in  the  converter  were  failures 
for  so  long  a  time.  Manhes  was  the  first  to  succeed  in  making  the 
]orocess  applicable  to  matte  by  placing  his  tuyeres  in  the  sides  above 
the  highest  level  that  would  be  reached  by  the  coj^per  produced. 

The  arrangement  of  the  Manhes  converter  at  Eguilles  near 
Sargues  in  Yaucluse,  is  shown  by  the  subjoined  Figs.  108  and  109. 
The  converter  is  G  feet  6  inches  in  height  and  4  feet  7  inches  in 
diameter  in  the  widest  part.  The  tuyeres  d  are  6  inches  above  the 
bottom  and  are  0"5  to  O'G  inches  in  diameter,  there  being  at  least  20 
of  them.  They  are  made  by  piercing  the  lining  which  consists  of  a 
mixture  of  quartz  with  enough  clay  to  make  it  plastic,  before  it  has 
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dried,  with  a  pointed  iron  rod.  All  the  tuyeres  lie  in  one  plane  and 
converge  to  the  centre.  The  lining  /  is  12  inches  thick  on  the 
bottom,  10  inches  in  the  lower  part  of  the  walls  and  only  6  inches  in 
the  upper  part  of  the  converter.  The  blast  pipe  w  is  attached  to 
the  converter  and  revolves  with  it  ;  2;  is  the  blast  main  surroundino- 
the  converter,  from  which  the  blast  escapes  through,  the  tuyeres  into 
the  molten  mass  inside  the  converter.  Opposite  each  tuyere  there 
is  an  opening  in  the  blast  main  which  is  kept  closed  by  an  iron  plug ; 
these  can  be  removed  when  the  tuyeres  need   pricking  out.     The 
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blast  pressure  in  converters  of  this  class  is  equal  to  12  to  20  inches 
of  mercury. 

Cylindrical  converters  have  been  constructed  by  Manhes  and. 
David.  Ill  these,  mattes  with  a  moderate  proportion  of  copper  (26 
per  cent.)  can  be  blown  direct  to  coarse  copper,  though  of  course  the 
output  is  comparatively  small. 

The  construction  of  such  a  converter  is  shown  in  Figs.  110 
and  111.  The  tuyeres  are  situated  at  one  side  of  the  cylinder ;  the 
blast  chest  iv  can  be  rotated  with  the  cylinder.  By  turning  the 
cylinder  suitably  it  is  possible  to  send  the  blast  into  the  molten  bath 
in  such  a  way  that  no  portion  of  the  matte  escapes  oxidation.  When 
the  Bessemer  converter  is  used  on  poor  mattes,  a  concentrated  matte 
collects  on  the    converter    bottom,  which  on    account    of  its    small 
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volume  does  not  rise  above  the  level  of  the  tuyeres  and  thus  escapes 
oxidation  ;  in  such  cases  therefore  rich  matte  would  be  produced 
instead  of  coarse  copper.  This  difficulty  is  overcome  by  the  use  of 
the'above  mentioned  cylinders,  as  by  rotating  the  cylinder  the  blast 
can  be  turned  in  any  desired  dii-ection.  The  blast  pressure  in  these 
converters  is  10  to  15  inches  of  mercury. 


Recently  James  Douglas  has  erected  a  converter  of  this  pattern  at 
the  works  of  the  Copper  Queen  Company  at  Bisbee,  Arizona. 

Converters  intermediate  between  the  Bessemer  converter  and  the 
cylindrical  pattern,  the  so-called  Stalmann  converter,  were  in  use 
till  quite  recently  at  the  Anaconda  works  in  Montana  and  at 
the  Nicholson  chemical  works  at  Brooklyn.  Fig.  112  shows  the 
external  appearance  of  this  form  of  converter ;  it  has  three  flat  sides 
an  arched  side  and  a  concave  bottom.  The  blast  chest  surrounds  the.- 
flat  front  and  the  two  flat  sides  ;  by  this  arrangement  the  blast  may 
be  injected  into  any  part  of  the  converter,  whilst  by  suitably  turning 
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the  latter,  the  depth  of  the  layer  of  molten  material  over  the  tuyeres 
can  be  increased  or  diminished.  Only  the  tuyeres  in  the  front  are 
used  in  regular  work  ;  those  at  the  sides  are  used  when  the  lining  of 
the  converter  has  been  eaten  away  by  the  boiling  up  of  the  molten 
mass.  When  this  haj^pens,  the  contents  is  not  run  out  as  would  have  to 
be  done  with  the  other  forms  of  converter,  but  the  blast  is  cut  off  from 
the  side  opposite  to  the  corroded  portion.  This  stops  the  ebullition  at 
that  point  and  the  operation  can  be  continued  till  the  blow  is  finished 
and  then  the  defective  spot  can  be  repaired.  When  the  blast  is 
stopped  at  one  side,  the  tuyeres  on  the  other  sides  must  supjsly  the 
air  required.  The  back  side  of  the  converter  is  so  bent  as  to  corre- 
spond to  the  curve  of  ebullition,  whereby  the  injury  to  the  lining  of 
that  side  by  the  boiling  up  of  the  molten  mass  is  reduced  to  a 
minimum. 

The  projection  of  molten  mattes  from  the  throat  of.  the  converter 
is  largely  prevented  by  its  shape,  as  anything  spurting  up  must  strike 
against  the  upper  wall  of  the  converter  and  for  the  most  part  drop 
back  again  into  it. 

To  facilitate  the  relining  of  the  converter,  the  upper  half  is  bolted 
to  the  lower.  If  it  is  not  to  be  taken  apart,  it  must  be  cooled  by 
pouring  water  into  it,  and,  after  it  has  been  lined,  be  dried  by  a  wood 
and  coke  fire.  The  lining  is  best  made  of  crystalline  quartz,  crushed 
down  to  pea  size  and  mixed  with  only  enough  clay  to  hold  it  together. 
For  continuous  working,  a  plant  of  3  such  converters  is  required,  one 
being  in  operation  whilst  another  is  being  cooled  or  lined,  and  the 
third  is  being  heated  up.  The  quantity  of  copper  that  can  be 
produced  in  such  a  3-converter   plant  in  24  hours  is  : — 

15  tons  with  matte  containing  60  per  cent,  of  copper. 
12     „  „  ,,  50 

'"^     ,.  „  „  I'O         „  „ 

When  the  lining,  16  inches  in  thickness,  is  new,  the  charge 
amounts  to  IJ  tons  which  is  gradually  increased  to  4  tons  as  the 
lining  gets  eaten  away.  The  blast  pressure  is  equal  to  16  inches  of 
mercury. 

The  matte  is  remelted  in  a  cupola  furnace  and  is  run  into  the 
converter,  which  is  turned  down  into  a  horizontal  position,  through 
an  iron  gutter  lined  with  a  mixture  of  quartz  and  clay. 

Matte  of  60  per  cent,  is  blown  direct  to  coarse  copper.  With 
poorer  matte,  containing  from  30  per  cent,  of  copper  ujiwards,  the 
blast  is  stopped  after  20  to  25  minutes  ;  the  slag  is  then  poured  out 
into  slag  pots  set  below  the  converter,  and  the  blow  is  continued 
till  it  is  finished.     The  charge  has  been  converted  into  copper  when 
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tlie  evolution  of  sulphur  dioxide  ceases,  and  little  particles  of  coi^jDer 
appear  in  the  flame. 

At  Anaconda  the  blast  is  furnished  by  a  tandem  blowing  engine ; 
the  steam  cylinder  is  18  inches  in  diameter,  the  blowing  cylinder  40 
inches ;  the  stroke  is  3  feet  6  inches. 

At  the  Parrot  works  and  the  Anaconda  works,  in  Montana,  where 
the  author  has  seen  the  converter  process  in  operation,  a  converter 
will  stand  about  12  charges  before  it  needs  relining. 

The  matte  is  generally  remelted  in  cylindrical  shaft  or  cupola 
furnaces.  At  the  Parrot  works  50  tons  of  matte  are  melted  in  24 
hours  Avith  the  consumption  of  8  per  cent,  of  coke.  At  the  Anaconda 
works  waterjackets  3  feet  in  diameter  at  the  tuyeres  are  used,  the  fuel 
consumption  being  the  same. 

The  liquid  matte  is  run  into  the  converter,  and  the  blast  is  at 
once  turned  on.  At  both  the  above  works  the  charge  is  at  first  Ih 
tons  (3,000  Ibs.),^  which  is  increased  as  the  lining  is  worn  away  to 
2  tons  at  the  Parrot,  and  to  4  tons  at  the  Anaconda  works. 

Immediately  the  blast  is  turned  on,  a  yellow  flame  appears 
together  with  white  fumes  of  sulphur  dioxide  and  trioxide.  After  20 
minutes  the  converter  is  turned  down  and  the  slag  run  off;  it  is  then 
turned  upright  again  and  the  blow  continued  till  coarse  copper  is 
produced ;  this  is  run  from  the  converter  into  iron  moulds  placed  on 
a  car.  The  process  lasts  from  45  minutes  to  1^  hours,  according  to 
the  size  of  the  charge. 

The  copper  is  comparatively  pure  and  is,  e.g.  at  the  Anaconda 
works,  electrolysed  direct ;  it  contains  99  per  cent,  of  copper  and 
small  quantities  of  iron  and  sulphur.  Arsenic  and  antimony  are 
completely  volatilised ;  zinc  is  partly  volatilised,  j^artl}^  slagged  off ; 
lead,  tin  and  cobalt  pass  into  the  slag ;  nickel  and  bismuth  remain  in 
the  copper. 

The  slag  contains  2  to  5  per  cent,  of  copper  and  is  added  to  the 
ore  furnace  charge.  A  sample  analysed  for  the  Russian  Llinistry. 
of  Finance  gave  the  following  result : 

Silica 35-70 

Alumina ....  1'7G 

Ferrous  oxide 55"83 

Manganous  oxide 0'22 

Zinc  oxide 0'86 

Copper 2'14 

Sulphur 1-03 

1  In  America  the  short  ton  of  2,UUU  lljs.  is  used  for  most  of  the  materials'and 
products  of  copper  works.  It  is  equal  to  O'OOTS  of  the  metric  ton  and  0"8929  of  the 
English  statute  ton. 
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When  poor  matte  is  to  be  concentrated,  the  operation  is  stopped 
sooner.  Thus  at  Eguilles,  matte  with  30  per  cent,  of  copper  is 
hlown  up  to  matte  with  over  70  per  cent,  in  30  minutes  ;  the  latter 
is  re  melted  and  blown  to  coarse  copper. 

The  concentration  of  matte  in  the  converter  is  but  rarely 
attempted ;  it  is  more  profitable  to  blow  matte,  concentrated  in  shaft 
or  in  reverberatory  furnaces,  direct  to  coarse  copper. 

At  the  Parrot  works,  matte  with  50  to  60  per  cent,  of  copper  is 
blown  up  to  coarse  copper  with  98  per  cent,  of  copper  and  100  ounces 
of  silver  to  the  ton.  The  converter,  which  is  similar  to  that  first 
described  above,  has  a  lining  3  inches  to  4  inches  thick  ;  with  a  new 
lining  the  charge  is  one  ton,  later  on  2  tons.  The  blast  is  furnished 
by  a  blowing  engine  of  200  horse  power ;  when  two  converters  are 
worked  together  150  horse  power  are  required.  The  blast  pressure 
is  equal  to  14  to  20  inches  of  mercury.  With  three  converters,  50 
tons  or  100,000  lbs.  of  matte  are  treated  in  24  hours,  and  25  tons  or 
50,000  lbs.  of  coarse  copper  are  produced  from  it.  The  operation 
lasts  Ih  hours  on  the  average. 

In  the  24  hours,  4  men  are  required  at  the  remelting  cupolas, 
3  for  repairing  converters,  and  6  for  working  the  converters. 

At  Anaconda,  the  above  described  Stalmann  converters  have  been 
used ;  there  are  four  blowing  engines  for  four  sets  of  3  converters  each. 
A  converter  requires  90  horse  power ;  the  blast  pressure  is  6  to  S 
lbs.  on  the  square  inch,  equal  to  12  to  16  inches  of  mercury.  The 
charge  is  at  first  3,000  lbs.  and  afterwards  6,000  lbs.  The  matte 
contains  60  per  cent,  of  copper  and  is  blown  up  to  coarse  copper  with 
99  per  cent,  of  copper  and  99  ounces  of  silver  to  the  ton  in  from 
f  hour  to  li  hours,  according  to  the  w^eight  of  the  charge.  After  20 
minutes  the  slag  is  run  off,  and  the  blow  continued  till  the  operation 
is  complete.    The  converter  slag  contains  2h  to  3  per  cent,  of  copper. 

At  the  works  of  Jeres  Lanteira,  Province  of  Granada,  Spain, 
cylindrical  shaped  converters  are  being  used.^  Their  diameter  is 
21i  inches ;  they  are  made  of  sheet  iron  and  lined  with  a  mixture  of 
75  per  cent,  of  quartz  and  25  per  cent,  of  clay,  which  does  not  last 
above  24  hours.  For  continuous  working  3  converters  are  required. 
The  charge  is  20  to  24  cwt,  of  matte  with  only  26  per  cent,  of  copper. 
The  blow  lasts  40  minutes,  and  with  the  three  converters  5  to  6  tons 
of  matte  are  treated  in  24  hours.  The  blast  pressure  at  the  com- 
mencement of  the  blow  is  equal  to  10  inches  of  mercury,  but  rises  at 
the  end  to  12  inches.     Part  of  the  slag  has  to  be  run  off  during  the 

^  Terraillon,  Bulletin  de  la  Socictu  de  Pliidustrie  miuercde,  St.  Etienne,  tome  v. 
1891,  p.  910. 
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operation.  With  the  comparatively  low  amount  of  copper  and  high 
amount  of  iron  in  the  matte,  a  great  deal  of  slag  rich  in  copper  is 
produced,  so  that  the  direct  production  of  copper  is  relatively  low, 
being  only  50  per  cent.  The  resulting  copper  is  said  to  contain  only 
0*5  per  cent,  of  impurity. 

At  Koros  in  Norway,  the  same  form  of  converter  is  used.  The 
ores  containing  5  per  cent,  of  copper  and  35  per  cent,  of  sulphur  are 
calcined  in  heaps  down  to  3'5  per  cent,  of  sulphur,  and  are  smelted 
in  waterjackets  producing  a  matte  with  30  per  cent,  of  copper.  This 
is  tapped  direct  into  the  converters,  which  hold  from  16  cwt.  to  1  ton 
of  matte.  The  latter  is  blown  with  a  blast  pressure  of  h  atmosphere 
(7|  lbs.  on  the  square  inch)  in  one  hour  up  to  coarse  copper  with 
99'20  per  cent,  of  copper,  slag  being  run  off  two  or  three  times  during 
the  operation.  The  coarse  copper  is  refined  in  English  reverberatory 
furnaces.  The  converter  lining,  made  of  a  mixture  of  sand  and  clay , 
stands  for  8  charges.     Water  supplies  the  motive  power  required. 

Besides  the  above  named  places,  the  converter  process  is  also  used 
at  Vivian's  works  in  Swansea,  at  the  works  of  the  firm  of  Cousino  at 
Lota  (Chili),  at  those  of  the  Societe  Metallurgique  Italienne  at 
Leghorn,  at  Bratsberg  in  Norway,  and  at  the  Nicholson  Chemical 
Works  in  Brooklyn.  Plants  are  in  process  of  construction  at  a  great 
many  other  works. 


Pyritic  Smeltixg 

Considerable  progress  is  being  made  with  this  novel  process^ 
particularly  in  the  United  States,  the  object  being  to  produce  matte 
suitable  for  the  Bessemer  process  direct  from  the  raw  ore,  the  sulphur 
and  iron  of  which  are  made  to  act  as  fuel.  The  furnaces  used  are 
either  of  brick  or  water  jacketed.  Pyritic  ores,  with  if  necessary 
fluxes  and  usually  a  small  amount  of  coke  are  charged,  and  the  blast 
used  is  strongly  heated  by  independent  firing.  With  hot  blast  the 
consumption  of  coke  in  the  furnace  has  come  down  to  li  per  cent,  of 
the  weight  of  the  ore,  whilst  100  tons  per  day  has  been  put  through 
one  furnace  at  Kokomo,  Colorado.^  It  has  not  been  found  economic- 
ally possible  hitherto  to  dispense  altogether  with  the  use  of  carbon- 
aceous fuel,  a  small  amount,  as  indicated,  being  generally  charged 
with  the  ore.  It  is  stated  that  cold  blast  can  under  some  circum- 
stances be  successfully  used,  but  it  would  seem  that  the  use  of  hot 
blast  leads  to  notable  economy  of  fuel  consumption.     It  has  been 

1  Peters,  op.  rif.,  p.  437. 
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proposed  to  heat  the  blast  by  the  waste  heat  of  the  furnace  slags.^ 
The  feasibility  of  pyritic  smelting  has  been  quite  established,  but  the 
process  has  hardly  yet  passed  into  regular  use. 

THE  EXTRACTION  OF  COPPER  FROM  OXIDES  AND  SALTS  OF  COPPER, 
AND  FROM  ORES  THAT  CONTAIN  NATIVE  COPPER 

Oxidised  and  acid  copper  ores,  poor  in  copper,  are  either  added  to  the 
furnace  charge  in  smelting  sulphuretted  ores  or  mattes,  or  else,  when 
they  occur  in  considerable  quantity,  are  treated  by  wet  methods. 
Richer  ores  may  be  smelted  with  sulphuretted  ores  or  mattes  in  the 
English  process,  or  may  be  smelted  alone  with  the  addition  of  slags 
and  other  suitable  fluxes  for  coarse  copper.  In  the  latter  case,  shaft 
furnaces  are  used  ;  if  reverberatory  furnaces  be  used,  carbon  must  be 
mixed  with  the  ores  for  a  reducing  agent. 

Ores  that  contain  native  copper  only  require  their  earthy  gangue 
to  be  slagged  off;  this  is  best  performed  in  reverberatory  furnaces, 
and  should  be  immediately  followed  by  refining.  The  slags  rich  in 
copper  thus  produced  are  smelted  in  shaft  furnaces  for  coarse  copper. 

The  smelting  of  oxidised  and  acid  copper  ores  was  formerly 
carried  on  at  Chessy  near  Lyons,  and  is  now  carried  on,  on  a  large 
scale,  in  the  Urals  and  in  Arizona  and  New  Mexico. 

At  Chessy,  in  the  years  1828  and  1829,  carbonates  and  oxides  of 
copper  in  a  gangue  of  quartz  and  clay,  containing  27  per  cent,  of 
cojiper,  were  smelted  in  shaft  furnaces  G  feet  high,  with  20  per  cent, 
of  lime,  5  to  6  per  cent  refinery  slags  and  60  per  cent,  of  slags  from 
the  same  operation.  In  24  hours  2h  tons  of  ore  were  treated  with  a 
consumption  of  77  per  cent,  of  coke.  In  the  most  favourable  cases 
the  slag  still  contained  ^  per  cent,  of  copper."- 

At  Perm  in  the  Western  Ural,  sandstones  containing  3  per  cent. 
of  copper  as  malachite,  azurite,  silicate,  chalcocite  and  native  copper, 
are  smelted  with  the  addition  of  dolomite  and  of  slags  from  the  same 
operation  in  shaft  furnaces  about  20  feet  in  height  with  fixed  fore- 
hearths  and  elliptical  in  cross  section,  charcoal  being  used  as  fuel ;  the 
products  are  coarse  matte,  coarse  copper  and  cupriferous  pig-iron. 
The  composition  of  these  two  latter  products  is  as  follows  : — 

Coarse  Copper.  Pig-iron. 

Copper 90-5  ......  12-6 

Iron 61 75*9 

Vanadium 1'2 2*0 

Silicon 2"5 

^  Herbert  Lang,  Matte  Smelting.     1896,  p.  67. 
2  Knab,  MetaUurgie,  Paris,  1891,  p.  122. 
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The  cupriferous  pig-iron  is  scorified  with  the  addition  of  sand  on 
a  hearth  with  a  highly  inclined  tuyere,  with  charcoal  as  fuel ;  the 
iron  is  thus  oxidised  and  slagged  off,  whilst  the  copper  is  obtained  as 
coarse  copper. 

In  the  States  of  Arizona  and  New  Mexico,  carbonates  and  oxides 
of  copper  are  smelted  in  the  previously  described  water-jacket 
furnace.^  The  various  classes  of  ore  contain  so  much  silica,  oxide  of 
iron,  and  lime,  that  they  need  only  be  mixed  in  proper  proportions 
to  produce  fusible  slags,  the  addition  of  fluxes  being  rarely  necessary. 
The  carbonates  of  Arizona  contain  sufficient  sulphur  to  prevent  the 
copper  from  being  slagged  off,  and  to  produce  matte  with  60  to  65 
per  cent,  of  copper.  The  furnace  is  of  the  crucible  type,  the  bottom 
of  the  crucible  being  from  1  foot  4  inches  to  2  feet  below  the  tuyere 
level ;  if  made  deeper  than  this,  there  is  danger  of  the  copper  chilling. 
The  height  of  the  furnace  above  the  tuyeres  does  not  exceed  7  feet. 
The  furnaces  are  circular  or  rectangular  in  horizontal  section.  Cir- 
cular furnaces  are  either  cylindrical  or  else  taper  from  the  throat  to 
the  tuyeres.  Rectangular  furnaces  are  built  like  the  already 
described  Henrich  furnace  with  boshes ;  the  effect  of  these  is  said 
to  be  to  increase  the  reducing  action  of  the  furnace  gases  and  to 
yield  cleaner  slags. 

The  fuel  used  is  coke  with  11'6  to  146  per  cent,  of  ash.  The 
blast  is  produced  by  Baker  blowers  and  has  a  pressure  of  10  to  12 
oz.  on  the  square  inch.  The  diameter  of  the  tuyeres  is  usually 
3  inches,  exceptionally,  as  at  the  Copper  Queen,  5  inches.  The  slag 
notches,  which  are  often  cooled  by  water,  are  10  inches  below  the 
tuyeres  and  are  continued  as  cast-iron  gutters.  The  tap  hole  for  the 
copper  is  in  the  lov/er  part  of  the  crucible.  The  slags  are  not 
allowed  to  run  continuously,  but  are  tapped  off  every  6  minutes  into 
slag  pots  set  in  front  of  the  furnace.  The  coarse  copper  is  tapped 
periodically  and  run  into  moulds  arranged  on  a  carriage. 

Each  furnace  will  put  through  70  tons  in  24  hours.  The  coarse 
copper  produced  contains  97  to  98  per  cent,  of  copper,  the  slag 
contains  on  the  average  1"75  per  cent. 

The  Copper  Queen  furnace  is  circular,  3  feet  in  diameter,  has 
six  tuyeres  5  inches  in  diameter,  and  smelts  daily  40  to  50  tons  of 
ore  without  fluxes ;  the  similar  furnace  at  the  Old  Globe  Mine 
(Arizona)  j)uts  through  55  tons  in  the  same  time. 

The  table  on  following  page  from  Peters'  already  quoted  work 
shows  the  working  conditions  that  obtain  in  the  more  important 
works  of  Arizona  that  are  treating  oxidised  ores  : — 

^  Peters,  op.  cit. 
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Name  of  the  works. 


Area  of  Total 

tuniace  ■^•"""er  ^jg^  ^f 

at  the  ' ,    .  tuyere 

tuyeres,  tuyeres,  openings. 


Blast 
pres- 
sure 
per 
sq. in. 


Copper  Queen 

Detroit  Copper  Co. ,  large  furnace 

,,  ,,         ,,     small       ,, 

Arizona  Cojiper  Co. ,  large        ,, 

,,             ,,         ,,     small       ,, 
United  Verde 


Sc).  ft. 

11-8 

7 

1-2 -5 


1 

1 

Sq.  in. 

0^.     1 

6 

75 

JO     ' 

14 

83 

12 

6 

58 

10 

6 

64 

10 

6 

58 

10 

6 

58 

10 

s 

Parts  by 

weight  of 

ore  to 

1  part 

coke. 

Ore 
smelted 

in  24 
hours. 

5-9:) 

Tons. 
47 

6-55 

79-15 

5  '55 

45 

— 

52 

The  cornpositioa  of  the  slag.s  from  the  Copper  Queen,  Arizona 
is  as  follows  : — 

Silica 2G64 

Ferrous  oxide 42G0 

Manganous  oxide 0"30 

Zinc  oxide 0*50 

Lime 9*51 

Magnesia 0'20 

Alumina 15*40 

Alkalies,  loss,  etc 4-85 

The  copper  contents  average  1'75  per_^cent. 

The  slag  produced  in  a  Hearich  furnace  at  Clifton,  Arizona,  has 
the  following  composition  according  to  S,  James,  Junr.  : — 

Silica 34-34 

Ferrous  oxide  .....' 32"27 

Manganous  oxide 624 

Lime 1013 

Magnesia 2-30 

Alumina 11-80 

Alkalies,  loss,  &c S"64 

The  smelting  of  ores  containing  native  copper  is  carried  on  at 
Lake  Superior,  in  Detroit  and  in  Pittsburg,  It  is  performed  in  re- 
verberatory  refining  furnaces  and  consists  in  simple  fusion  of  the 
ores ;  the  slag  is  then  removed  and  the  copper  refined.  The  slags 
are  smelted  with  refinery  dross  in  shaft  furnaces  for  coarse  copper. 
This  process  is  detailed  under  the  head  of  refining. 


2.      PUPvIFICATIOX    OF   COARSE   COPPER   (iX    THE    DRY    WAT) 

Coarse  copper  obtained  in  the  dry  way  still  contains  a  number  of 
foreign  bodies  that  render  it  unfit  for  use  in  the  arts,  and  which  have 
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accordingly  to  be  removed  from  it.  These  are  principally  :  iron, 
lead,  zinc,  cobalt,  nickel,  bismuth,  arsenic,  antimony  and  sulphur. 
The  separation  of  these  elements  from  copper  can  either  be  brought 
about  by  the  oxidising  fusion  of  the  coarse  copper,  or  else  by  means 
of  the  electric  current,  copper  purified  to  a  certain  degree  in  the  dry 
^vay  forming  the  anode. 

By  the  oxidising  fusion  of  coarse  copper,  its  foreign  constituents 
(with  the  exception  of  the  precious  metals)  can  be  oxidised,  because 
their  affinity  for  oxygen  is  greater  than  that  of  copper,  and  either 
volatilised  or  slagged  off;  volatile  substances  can  be  volatilised 
direct. 

If  the  coarse  copper  be  used  as  the  anode  of  an  electric  current, 
a  solution  of  sulphate  of  copper  acidulated  with  sulphuric  acid 
being  used  as  the  electrolyte,  copper  in  a  pure  state  can  be  electro- 
lytically  transferred  to  a  cathode  consisting  of  sheet  copper,  whilst 
the  various  impurities  either  pass  into  solution,  remain  at  the  anode, 
or  are  precipitated.  This  method  is,  however,  only  practised  when 
the  copper  is  to  be  separated  from  gold,  silver  or  nickel,  because  it 
would  be  too  costly  as  a  simple  process  of  purification,  unless  the 
jDrecious  metals  or  an  alloy  with  nickel  were  obtained  simultaneously. 
Further  details  will  be  found  under  the  head  of  the  Electrolytic 
extraction  of  copper. 

The  principal  method  used  for  purifying  copper,  that  contains  no 
precious  metals,  is  by  an  oxidising  fusion. 

By  this  operation  a  portion  of  the  copper  is  always  converted  into 
cuprous  oxide,  which  possesses  the-  property  of  melting  with  copper 
to  a  homogeneous  mass.  A  considerable  proportion  of  cuj)rous  oxide, 
however,  diminishes  the  softness  and  tenacity  of  copper,  as  already 
stated.  After  the  oxidising  operation  is  finished,  it  is  therefore 
necessary  to  reconvert  the  cuprous  oxide  into  metal  by  a  process  of 
reduction. 

Coarse  copper  is  accordingly  purified  either  by  producing  in  one 
furnace  copper  containing  cuprous  oxide,  which  is  then  freed  from 
cuprous  oxide  in  a  second  furnace,  or  else  the  oxidation  of  the  foreign 
elements  and  the  reduction  of  the  cuprous  oxide  produced,  are  per- 
formed directly  afterwards  in  one  and  the  same  furnace. 

The  production  of  copper  containing  cuprous  oxide  in  a  special 
furnace  is  known  as  gaarmachcn  (nearly  equivalent  to  "  refining  "  in 
the  English  method),  and  the  copper  is  called  Gaai^  Kv.pfcr  (nearly 
equivalent  to  "  dry"  copper).  The  conversion  of  Gaar  Kiqyfcr  uxio 
copper  free  from  oxide  in  a  special  furnace  is  called  hammergaar- 
machcn   (which   may  be  rendered  "toughening")  and  the   copper  is 
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called  kammergaares  Kupfcr  ("  tough  'pitch  coirper"  or  "  tough  cake''). 
The  conversion  of  coarse  copper  into  tough  pitch  copper  in  one  and 
the  same  furnace,  without  any  interruption,  is  called  combined  gaar- 
macJicn  and  hammer gaarma chen  when  the  operation  is  performed 
upon  a  hearth,  and  the  copper  is  called  hammeryaores  Kwpfer  ;  when 
the  operation  is  conducted  in  a  reverberatory  furnace  it  is  called 
"  refining  "  (this  is  the  proper  signification  of  the  word  in  the  English 
process),  and  the  product  is  refined  copper  or  Bafiinad. 
We  may  therefore  distinguish  : — 

(1)  The   purification   of  copper    by  refining  and  toughening  as 

separate  processes. 

(2)  The  purification  of  copper  by  combined  refining  and  toughen- 

ing in  the  hearth. 

(3)  Refining  of  copper  in    the    reverberatory  furnace   (English 

method). 
The  two  first  methods,  which  were  formerly  extensively  used  in 
Germany,  Sweden,  Norway  and  Russia,  are  now  only  employed 
exceptionally,  as  they  can  only  be  conducted  upon  small  quantities 
of  metal,  and  necessitate  a  large  expenditure  on  fuel  and  wages 
The  third  method  of  purification,  which  originated  in  England,  is 
now  universally  employed,  and  should  always  be  preferred  as  by 
far  the  most  advantageous. 

1.  Purification  of  coirper  hy  separate  refining  and  toughening 

This  method  embraces  the  two  processes  of  producing  the  dry 
copper  {Gaar  Kupfer)  and  the  toughening  of  the  latter. 

(«)  The  production  of  Gaar  Ktcpfer  is  carried  out  either  in  hearths 
or  in  reverberatory  furnaces.  Hearths  are  used  when  small  quanti- 
ties of  the  purer  kinds  of  coarse  copper  are  to  be  treated,  whilst 
reverberatory  furnaces  must  be  em23loyed  on  account  of  the  stronger 
degree  of  oxidation  needed,  when  larger  quantities  of  impure  coarse 
copper  have  to  be  dealt  with.  The  hearth  used  is  the  so-called  small 
refining  hearth  {Gaarhecrd  or  Kupfercjaarheerd).  The  reverberatory 
furnaces  are  generally  worked  with  a  blast,  so-called  Sp)leiss  furnaces, 
or  more  rarely  by  draught. 

Refining  in  the  small  refining  hearth  is  a  process  requiring  much 
fuel  and  admitting  of  only  a  small  output,  and  hence  is  only  excep- 
tionally used  in  civilised  countries  (where,  in  consequence  of  old 
customs,  pure  dry  copper  is  in  demand  for  brass-making). 

The  refining  hearth  (Fig.  113)  is  an  approximately  hemispherical 
cavity,  cut  out  in  a   mixture   composed   of  one  part  by  volume   of 
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charcoal  dust  and  seven  to  eight  pavts  of  cltiy,  or  a  mixture  of  this 
with  sand,  or  again,  simply  in  clay  ;  above  it  a  hood  for  taking  otf 
the  fumes  is  suspended.  According  to  its  size,  a  hearth  will  take 
from  3  cwt.  to  30  cwt.  of  coarse  copper ;  a  medium-sized  hearth  is 
2  feet  in  diameter  and  1  foot  deep.  In  the  backwall  lo  there  is  a 
tuyere  n,  which  projects  1|  to  If  inches  over  the  edge  of  the  hearth, 
and  is  inclined  at  a  steep  angle,  as  much  at  times  as  45  degrees,  so 
that  the  blast  may  strike  upon  the  fluid  copper  in  the  hearth.  At 
the  front  side  of  the  hearth  there  is  a  cast-iron  working  plate.  In 
rare  cases  there  is  in  front  of  the  hearth  a  well,  the  so-called  rciss- 
heerd,  cut  in  a  block  of  wood  independent  of  the  hearth,  into  which 
the  refined  copper  is  ladled,  to  be  taken  off  from  it  in  discs. 

The  coarse  copper  is  either  melted  in  small  shaft  furnaces,  or  else 

in  the  hearth  itself  upon  a  layer  of  fuel 
(charcoal  or  coke).  In  the  latter  case 
it  is  charged  a  little  at  a  time  in  to 
the  hearth,  and  is  so  disposed  that  only 
the  edges  and  not  the  surfaces  of  the 
discs  of  coarse  copper  are  turned  to- 
wards the  blast.  The  molten  copper  is 
kept  covered  with  charcoal  or  light  coke  ; 
as  soon  as  a  certain  quantity  of  slag  has 
accumulated,  the  fuel  is  cleared  away  and 
the  slag  skimmed  off.  The  fuel  is  then  re- 
placed and  removed  before  the  next  slag 
skimming,  and  the  operation  is  thus  con- 
tinued until  the  copper  is  refined  (gaar). 
The  action  of  the  blast  upon  the  melting  coarse  copper  and  upon 
the  liquid  bath  of  metal  oxidises  the  foreign  elements  present  and  a 
portion  of  the  copper  itself.  The  cuprous  oxide  thus  produced  has 
also  an  oxidising  action  upon  the  foreign  substances,  in  that  it  melts 
with  the  metallic  copper  and  is  diffused  through  the  molten  copper, 
where  it  parts  with  its  oxygen  to  the  foreign  elements,  and  is 
thereby  reduced  to  metallic  cojDper  again. 

As  the  metallic  bath  is  kept  covered  with  carbonaceous  fuel,  it  is 
inevitable  that  the  latter  should  to  some  extent  exert  a  reducing 
action  on  the  oxides  formed,  and  thereby  prolong  the  operation.  On 
account  of  the  high  temperature  of  the  bath  of  metal,  a  part  of  the 
I'eadily  volatile  metals  i^resent  is  volatilised  without  previous 
oxidation. 

Of  the  various  foreign  elements,  antimony,  arsenic,  zinc  and  lead 
are  in  part  volatilised   and  in  part  oxidised,  the  non-volatile   oxides 


COPPER  173 

passing  into  the  slag.  Sulphur  is  volatilised  as  sulphur  dioxide, 
being  for  the  most  part  oxidised  by  the  cuprous  oxide.  The  non- 
volatile oxides,  and  especially  ferrous  oxide,  form  slag  with  the 
siliceous  matter  of  the  hearth.  This  slag  is  limpid  when  large 
quantities  of  oxide  of  lead  are  j)resent,  but  pasty  in  the  presence  of 
large  quantities  of  iron  and  nickel.  At  the  commencement  of  the 
operation  the  colour  of  the  slag  is  brownish  black,  on  account  of  the 
predominance  of  iron  in  it ;  later  on,  as  the  proj)ortion  of  cuprous 
oxide  increases,  it  changes  to  red.  Iron,  zinc  and  lead  are  easily 
removed  from  coarse  cojDper,  but  nickel,  cobalt,  bismuth,  arsenic, 
antimony  and  the  last  portions  of  sulphur  only  with  much  greater 
difficulty. 

Nickel  passes  in  part  into  the  slag,  in  part  it  remains  with  the 
copper,  and  is  concentrated  in  the  upper  discs  of  the  refined  copper. 
If  antimony  is  present  as  well  as  nickel,  a  peculiar  substance  forms 
in  small  glistening  golden  scales  mixed  wdth  the  copper,  known  as 
"  copper  mica"  ;  its  composition  according  to  Hampe  is  GCuoOSboOj 
+  SNiOSbA- 

Arsenic  and  antimony  possess  the  property  of  delaying  the 
oxidation  of  foreign  bodies  by  rising  up  from  the  bath  in  the  form  of 
thick  fumes,  and  thus  impairing  the  efficiency  of  the  blast. 

In  this  operation  there  is  always  more  cuprous  oxide  formed  than 
is  needed  for  the  oxidation  of  the  foreign  elements.  Under  normal 
circumstances  the  coj^per  produced  Avill  contain  6  to  8  per  cent,  of 
cuprous  oxide.  If,  however,  the  coarse  copper  contained  considerable 
quantities  of  arsenic,  antimony  and  nickel,  the  length  of  time  required 
in  order  to  remove  these  bodies  causes  the  formation  of  much  greater 
quantities  of  cuprous  oxide,  up  to  50  per  cent.  Copper  with  more 
than  8  per  cent  of  cuprous  oxide  is  called  ilhergaar — ("  over  refined  "  or 
too  dry).  This  copj)er  is  brought  back  to  its  normal  state  by  adding 
a  small  amount  of  lead  or  of  coarsa  copper  to  the  bath  of  metal,  or 
by  inserting  into  it  poles  of  green  wood  ;  the  gases  evolved  from  the 
latter  reduce  the  cuiDrous  oxide  to  metal.  Lead  likewise  has  a  re- 
ducing action  on  cuprous  oxide,  oxide  of  lead  being  formed  ;  it  is 
also  capable  of  dissolving  the  above  mentioned  copper  mica,  and,  in 
the  form  of  oxide,  it  has  an  oxidising  influence  on  other  impurities 
such  as  nickel,  arsenic  and  antimony. 

Shortly  before  the  completion  of  the  refining,  the  so-called 
sprillien  ("  copper  rain  ")  takes  place  ;  this  consists  in  the  projection 
of  a  shower  of  little  globules  of  copper  from  the  molten  bath.  This 
phenomenon  is  due  to  the  evolution  of  large  quantities  of  sulphur 
dioxide  from   the  bath   of  metal,  in  consequence  of  the  reaction  of 
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cuprous  oxide  on  sulphide  of  copper  when  the  bath  has  cooled  down 
to  a  certain  point. 

The  approaching  completion  of  the  operation  is  indicated  by  the 
red  colour  of  the  slag,  the  sea-green  colour  of  the  molten  metal,  the 
cessation  of  the  evolution  of  the  fumes,  and  the  boiling  up  of  the 
bath.  The  best  indication  is  the  character  of  a  small  sample  called 
the  gaarspahn  taken  from  the  bath.  It  is  taken  by  dipping  an  iron 
rod  with  a  conical  point  into  the  bath  through  the  tuyere,  and  at 
once  withdrawing  it,  the  film  of  copper  adhering  to  the  rod  forming 
the  sample  in  question.  If  the  refining  is  complete,  this  sample 
forms  a  thin  netlike  coating  on  the  iron,  wrinkled  and  crystalline  on 
the  outer  surface ;  it  is  easily  loosened  by  dipping  the  rod  into  water, 
is  pliable,  its  inner  surface  shows  a  copper  red  colour  and  metallic 
lustre,  and  its  fracture  is  close  and  of  a  cherry  red  colour.  If  the 
copper  is  not  yet  refined,  in  which  state  the  Germans  speak  of  it  as 
too  young,  the  sample  is  difficultly  detachable,  thick,  outwardly 
smooth,  inwardly  of  a  yellow  colour  and  very  brittle.  If  it  is  over 
refined,  the  sample  is  thick,  very  brittle,  and  shows  a  dull  reddish 
brown  colour  on  its  exterior  surface. 

After  the  refining  is  finished,  the  blast  is  stopped,  the  cop^Der 
allowed  to  cool  under  a  layer  of  coal  dust  and  ladled  into  moulds  or 
taken  off  in  discs.  In  many  cases  the  copper  is  ladled  into  a  separate 
basin  or  hearth  before  it  is  made  into  discs  (the  so  called  "rosette  " 
copper).  This  "rosetting"  or  disc-making  requires  a  definite,  not 
too  high,  temperature  ;  when  this  has  been  attained,  water  is  sprinkled 
on  the  surface  of  the  copper,  whereby  a  disc,  detached  from  the  sides 
of  the  hearth,  and  convex  upwards,  is  formed.  This  disc  is  lifted  off 
with  a  fork  and  thrown  into  water,  when  a  second  disc  is  at  once 
made  in  the  same  way  and  lifted  off,  and  so  on. 

According  to  the  size  of  the  hearth,  from  80  to  100  discs  or 
rosettes  can  usually  be  taken  off;  the  first  few  are  generally  impure 
and  over-refined,  and  are  therefore  added  to  the  next  charge  to  be 
refined. 

The  nickel,  with  the  exception  of  what  has  passed  into  the 
refinery  dross,  usually  accumulates  in  the  topmost  disc,  in  which, 
when  antimony  is  present  as  well,  the  copper  mica  is  also  found  to 
collect. 

The  time  of  the  operation  depends  on  the  size  of  the  hearth  and 
of  the  charge,  and  varies  between  li  and  4<h  hours.  At  ]\lansfeld  G 
to  7  cwt.  of  black  copper  are  refined  in  2h  hours.  At  Atvidaberg 
charofes  of  from  19  cwt.  to  24>h  cwt.  were  refined  in  4  to  4<h  hours 
with  a  blast  pressure  equal  to    '2h  to    '2^  inches  of  mercury.     The 
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fuel  consumption  averages,  with  charcoal,  50  per  cent,  of  the  weight 
of  the  refined  copper. 

Refining  in  reverberatory  furnaces.  This  form  of  refining  is  em- 
ployed for  larger  outputs  and  more  impure  coarse  copper;  it  has  the 
advantage  of  requiring  less  time,  because  the  copper  does  not  come 
into  contact  with  the  fuel ;  a  larger  proportion  of  copper  is,  however, 


Fig.  114. 


Fig.  115. 


slagged  off,  as  the  oxide  is  not  again  reduced,  as  in  the  small  hearth. 

The  reverberatory  furnace  with  blast,  the  so-called  sphiss-furnace 
is  built  like  the  German  cupellation  furnace.  The  bed  consists  of 
loam,  quartz,  or  a  brasque  of  charcoal  dust.  Accordino-  to  whether 
the  refined  copper  is  to  be  granulated  or  taken  off  in  discs,  a  cranu- 
lator  or  a  number  of  resetting  wells  or  hearths  are  arranged  in  front 
of  the  furnace. 

The  construction  of  the  spkiss-funiaee  used  in  the  Harz  is  shown 
in  Figs.   114  and  11.5.     The  foundation  of  the  furnace  is  at/;  I-  are 
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flues,  about  12  inches  square,  for  carrying  oft'  moisture  ;  r  is  the  grate 
(2  feet  G  inches  wide  by  5  feet  2  inches  long),  s  is  the  fire  door,  v  the 
fire  bridge  (15^  inches  wide  and  5  feet  2  inches  long),  z  the  fire 
space  over  the  bridge,  t  an  opening  in  the  roof  for  admitting  cold  air, 
the  highest  point  of  the  arch  being  6  feet  above  the  top  line  of  the 
hearth  on  m.  A.tx  there  is  a  layer  of  slag,  10  inches  deep,  on  which 
rests  a  bed  of  bricks  y,  6  inches  deep,  upon  which  lies  the  bed  proj^er 
vj,  made  of  a  mixture  of  charcoal  dust  and  marl,  8  feet  9  inches  in 
diameter.  The  retaining  wall  of  the  farnace  is  shown  at  *,  ^  is' the 
taphole  and  u  the  working  door  lo-J-  inches  wide  and  28  inches  high; 
on  on  are  the  tuyeres.    In  order  to  granulate  the  copper,  as  is  necessary 
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for  the  extraction  of  its  silver  in  the  wet  way,  it  is  lun  through  an 
iron  gutter  lined  with  a  brasque  of  charcoal  breeze,  into  the  granu- 
lator  p  where  it  meets  a  stream  of  cold  water  that  enters  through  the 
gutter  q. 

The  Hungarian  furnace,  as  used  at  Schmollnitz,  is  shown  in  Figs. 
116  to  118.  It  has  a  step  grate  c  arranged  for  burning  wood,  which 
is  supplied  with  air  both  above  and  below  the  giate  through  the 
system  of  pipes  d.  The  bed  a,  having  an  area  of  about  54  square 
feet,  is  prepared  from  a  mixture  of  50  parts  of  quartzose  clay  slate, 
83  parts  of  talcose  slate  and  17  parts  ground  brick,  which  is  stamped 
down  upon  a  bed  of  charcoal  breeze  h.  The  working  door  is  at/; 
g  g  are  the  tuyeres,  one  of  which  lies  5  inches  and  the  other  6  inches 
above  the  bed,  and  both  of  which  are  inclined  at  an  angle  of  1°. 
The  flues  ii  lead  the  products  of  combvistion  into  the  flue /^  and 
thence   into   the  dust  chamber  / ;  out  of  these  they  escape  by  the 
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flue  m  to  the  stack.  At  oo  are  resetting  basins  into  which  the 
refined  copper  is  run  over  the  slope  p  through  the  tap  hole  n  in  order 
to  be  rosetted. 

The  charge  for  this  furnace  may  vary  up  to  3J  tons  of  coarse 


Fig.  117. 
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Fig.  118. 


copper ;  it  is  charged  through  the  working  door  in  such  a  way  that 
the  flame  can  circulate  freely  between  the  pieces.  Pure  coarse 
copper  melts  more  rapidly  than  when  it  contains  arsenic,  antimony 
or  sulphur.     The  blast  is  usually  not  turned  on  until  the  charge  is 
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melted,  aud  is  gradually  increased  as  the  temperature  rises.  The 
slag  that  forms  is  skimmed  off  from  time  to  time.  When  the  copper 
is  found  to  be  refined,  it  is  either  tapped  into  the  small  basins  oo, 
and  rosetted,  or  else  is  run  into  a  granulator ;  in  the  latter  case  the 
copper  must  run  in  as  thin  a  stream  as  jDossible  and  be  brought  into 
contact  with  a  strong  current  of  cold  water  to  prevent  explosions. 

The  chemical  reactions  are  the  same  as  in  the  small  hearth. 
When  very  impure  copper  is  treated  the  operation  is  prolonged,  and 
a  proportionately  large  amount  of  cuprous  oxide  is  produced ;  this  is 
reduced  to  the  requisite  extent  by  covering  the  metallic  bath  with 
charcoal,  by  poling,  or  by  the  addition  of  lead  to  the  copper.  In 
Hungary  the  excessive  oxidation  of  the  copper  is  prevented  by 
stopping  the  blast  as  soon  as  fumes  cease  to  be  evolved  from  the  bath 
•of  metal  and  only  small  quantities  of  red  slag  form,  and  completing 
the  oxidation  by  means  of  the  air  entering  from  the  grate.  As  in 
the  small  hearth,  copper  mica  is  dissolved  by  the  addition  of  lead. 

In  Hungary,  when  the  coarse  copper  contains  much  antimony 
and  arsenic,  reduction  by  charcoal  and  oxidation  by  the  blast  are 
alternately  applied,  until  the  above  substances  are  almost  entirely 
got  rid  of. 

The  time  occupied  depends  on  the  size  of  the  charge  and  the 
amount  of  arsenic  and  antimony  present  in  the  coarse  copper  ;  with 
3-ton  charges  it  averages  10  to  15  hours.  The  consumption  of  fuel 
also  depends  on  the  above  considerations  and  on  the  nature  of  the 
fuel  used  ;  with  coal  it  averages  30  to  40  per  cent,  of  the  weight  of 
the  coarse  copper. 

At  Altenau  in  the  Upper  Hai'z,  the  bed  consists  of  a  mixture  of 
clay  and  marl  (111  cubic  feet  of  clay  to  7  cubic  feet  of  marl),  and 
will  stand  3  or  4  charges,  the  first  of  3  tons,  the  second  of  53  cwt., 
the  third  of  47  cwt.,  and  the  last,  if  the  bed  still  admits  of  it,  of 
2  tons.  The  first  charge  is  worked  off  in  15  hours  (of  which  10 
to  12  hours  are  occupied  in  melting  and  the  rest  in  blowing),  the 
second  charge  in  12  hours,  and  the  third  in  8  hours.  After  the  third 
or  fourth  charge  a  new  bed  is  put  in.  In  the  course  of  a  year 
340  tons  of  coarse  copper  were  treated,  producing  201  tons  of  granu- 
lated copper,  104  tons  of  ordinary  refinery  slag,  and  33  tons  of  nickeli- 
ferous  slag.  The  consumption  of  fuel  was  84  tons  of  coal  and  1475 
billets  of  small  wood.  At  Oker,  where  granulated  refined  copper 
was  made  from  black  coj)per,  the  coal  consumption  was  55  per  cent, 
of  the  weight  of  the  latter,  the  yield  of  granulated  copper  being 
<65  per  cent,  of  the  charge. 

At  the  Stefanshiitte  in  Hungary,  33i  to  5G  cwt.  of  black  copper 
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formed  the  charge ;  the  furnace  was  warmed  up  for  48  hours  ;  it  was 
then  fired  for  12  hours  til)  the  copper  was  red  hot,  then  for  another 
8  hours  till  it  was  melted  down  ;  the  formation  of  slag  went  on  for 
another  8  to  10  hours  Avith  repeated  lowering  of  the  temperature,  and 
finally  the  over-refined  copper  was  brought  back  to  its  proper 
condition  by  poling. 

Refining  in  reverberatory  furnaces  with  natural  draught,  as 
carried  on,  for  instance,  at  Oker  in  the  Lower  Harz,  is  performed  in 
furnaces  of  the  English  type,  and  is  identical  with  the  first  period  of 
refining  it  by  the  English  method  to  be  subsequently  described. 

The  products  of  this  method  of  refining  {gaarmaclien)  are  : 
refined  copper,  and  slag  known  as  gaarhratze,  "  refinery  dross,"  "  re- 
finery slag  "  or  "  rosette  slag." 

The  refined  copper  contains,  besides  larger  or  smaller  amounts  of 
cuprous  oxide,  small  quantities  of  foreign  elements  and  metallic 
compounds.  The  composition  of  several  varieties  is  shown  by  the 
following  analyses  : — 
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This    refined    copper    is 
toughened  to  tough-pitch. 
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Refinery  slags  are  mixtures  of  silicates  of  copper  and  iron  with 
oxides  of  the  various  metals  that  had  existed  in  the  coarse  copper, 
together  with  antimoniates,  arseniates  and  sulphates  of  lead  mostly. 
They  consist  partly  of  molten  slags,  partly  of  agglomerated  masses. 
When  they  contain  nickel  and  cobalt  in  workable  quantities  they  are 
treated  separately ;  otherwise   they   are   added   to   the    ore   or   the 
matte-furnace  charges  for  the  recovery  of  the  copper  they  contain, 
Nickeliferous  dross  is  smelted  in  shaft  furnaces  for  coarse  copper  or, 
when  it  contains  much  arsenic  and  antimony,  for  Speiss.     The  copper 
obtained  from  this  dross,  known  as  Krdtz-Kupfcr  {"  dross-copper  "), 
when  scorified  or  refined,  again  produces  dross  in  Avhich  the  nickel  and 
cobalt  are  concentrated.     When  this  dross  is  smelted,  a  copper  still 
richer  in  nickel  is  obtained,  and  by  the  repetition  of  these  alternate 
smelting  and  scorification  processes,  copper  rich  in  nickel,  which  is 
sold   to   nickel- works,  is  ultimately  produced.     Refinery   dross  may 
also  be  smelted  with  the  addition  of  pyrites  for  a  nickeliferous  matte. 
Many  works  sell  their  nickeliferous  dross  direct  to  nickel  smelters. 

(&)  The  Production  of   Toucjh-intch   Coioper. — The  toughening  of 
refined  copper  consists  in  a  reducing  fusion   or,  if  it  is  still  con- 
taminated with  foreign  elements,  especially  arsenic  and  antimony,  in 
an  oxidising  fusion  immediately  following  the  reducing  fusion,  and 
itself  followed  by  another  reducing  fusion.     The  toughening  furnace 
is  similar  to  that  used  for  refining  coarse  copper,  except  that  the 
tuyere  lies  at  a  flatter  angle  of  inclination  (6°  to  10°),  and  projects 
further  over   the  edsfe  of  the   hearth.     Charcoal  is  the   fuel  used, 
the  charge  being  8  to   12  cwt.  of  refined  copper.     The   fusion  in 
the    small    hearth   is   rendered   a   reducing   one    by   directing   the 
blast  not  on  to  the  bath  of  metal,  but,  by  means  of  the  low  inclina- 
tion of  the  tuyere,  upon  the  charcoal ;  the  latter  is  piled  against  the 
tuyere,  whilst  the  pieces  of  copper  are  so  placed  as  not  to  be  caught 
by  the  blast.     They  accordingly  melt  in  an  atmosphere   chiefly  of 
carbon  monoxide,  in  which  the  cuprous  oxide  is  reduced  by  that  gas 
and  by  contact  with  the  glowing  charcoal.     After  the  copper  has 
been  melted  down,  the  slag  is  skimmed  off  and  a  samj)le  taken,  either 
by  means  of  the  iron  rod  or  as  a  dip-sample.     If  this  shows  the 
salmon-pink  colour,  satin  lustre,  and  fibrous  structure  of  tough-pitch 
copper,  and  the  requisite  softness  and  toughness  when  hammered  out 
and  when  broken  in  the  vice,  it   is  ladled  out.     If,  however,  it  still 
contains   cuprous  oxide    (is  still  dnj),   which  is  shown  by  the  ease 
with    which   the   sample   may   be  broken,    and   by  the  cubical   or 
columnar  structure  and  dark  red  colour  of  the  fractured  surface,  the 
bath  of  metal  is  again  covered  with  charcoal  and  the  reducing  fusion 
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continued.  If  the  copper  still  contains  impurities,  an  oxidising  fusion 
must  be  maintained  until  these  are  removed  and  the  cuprous  oxide 
be  afterwards  reduced  by  a  reducing  fusion.  In  case  of  need, 
alternate  oxidations  and  reductions  are  repeated  until  the  copper  is 
at  tough-pitch.  The  tough-pitch  copper  is  cast  into  moulds.  As  soon 
as  they  have  set,  the  red-hot  ingots  (hartstiicke)  are  hammered  so  as 
to  remove  the  brittle  crust  of  oxide  of  copper  (copper  scale)  that 
will  have  formed  upon  them ;  this  operation  is  known  as  ahpochcn 
("  pounding  off"). 

At  Schmollnitz,  about  8  cwt.  of  refined  copper  were  toughened  in 
about  3  hours  with  a  loss  of  1"28  per  cent,  and  a  charcoal  consump- 
tion of  59*34  per  cent. 

In  the  Lower  Harz,  5  cwt.  used  formerly  to  be  toughened  in  2^^ 
to  3  hours,  with  a  loss  of  weight  of  2  to  3  per  cent,  and  a  charcoal 
consumption  of  60  per  cent. 

2.     The  Purification  of  Copper  hy  comhinecl  refining  and  toughening  in 
the  Refining  Hearth 

This  operation  is  performed  in  the  small  hearth,  the  first  portion 
being  identical  with  that  already  described  for  refining  coarse  copper ; 
when  this  stage  has  been  reached  oxidation  is  allowed  to  continue  till 
the  copper  is  over-refined,  its  condition  being  determined  by  a  dip 
sample.  Over-refined  copper  shows  cubical  or  columnar  structure  and 
a  dark  red  colour  approaching  to  violet  on  the  fractured  surface. 
The  oxidation  when  carried  to  this  point,  removes  the  foreign  con- 
stituents. The  copper  containing  cuprous  oxide  is  now  covered  with 
charcoal  and  poled,  whereby  this  cuprous  oxide  is  reduced  to  metal. 
If  a  dip  sample  now  shows  the  characteristic  signs  of  tough  pitch, 
the  metal  is  ladled  into  moulds.  If  not,  the  blast  is  again  turned  on 
and  oxidation  continues  till  the  copper  is  over-refined,  when  it  is 
again  poled  under  a  layer  of  charcoal,  and  these  operations  are  re- 
peated alternately  till  the  copper  is  at  tough  pitch. 

The  products  of  this  process,  which  is  no  longer  in  use  to-day,  are 
besides  tough  copper,  refinery  slag  and  copper  scale,  which  are  added 
in  ore,  matte  or  coarse  copper  smelting. 

3.     Refining  of  Copper  {English  process) 

Refining  of  coarse  copper,  in  the  English  sense  of  the  word  which 
includes  toughening,  consists  of  an  oxidising  fusion  of  coarse  copper, 
immediately  followed  by  reduction  of  the  cuprous  oxide  formed. 
Both  operations  are  repeated  until  copper  of  the  desired  softness, 
toughness,  and  density  are  obtained. 
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The  furnaces  used  for  this  operation  are  English  reverberatory 
furnaces  with  a  bed  of  quartz  or  sand,  or,  as  in  Wallaroo,  of  hollowed 
out  sandstone,  capable  of  holding  from  1  to  15  tons  of  copper.  The 
air  needed  for  oxidation  enters  by  the  working  doors  as  also  through 
special  openings  at  either  side  of  the  firebridge,  the  draught  being 
produced  by  a  stack  at  least  65  feet  high.  In  many  Russian  works 
a  blast  is  used,  especially  in  cases  where  very  mpure  coarse  copper 
has  to  be  dealt  with.  The  copper  is  charged  from  the  floor  level  of 
the  works  and  generally  through  a  special  woiking  door  in  the  side 
of  the  furnace.  Exceptionally  big  lumps  of  native  coj)per  are  at  Lake 
Superior  charged  through  the  roof,  which  is  then  made  removable  in 
part.  Where  the  copper  is  not  charged  in  jaieces,  but  in  the  form  of 
powder,  as  for  instance,  the  residues  from  theZiervogel  process  at  the 
Gottesbelohnungshlitte  at  Mansfeld,  which  consist  of  cupric  oxide,  this 
is  also  dropped  in  through  apertures  in  the  roof.  The  refined  coiDjDer 
cannot  be  tapped  out,  because  it  would  partially  set  in  the  taphole, 
and,  in  case  of  obstructions  in  the  latter,  could  only  be  removed  with 
difficulty,  whilst  the  stream  would  be  so  irregular  that  it  could  not  be 
run  into  moulds  of  definite  size.  It  has  therefore  to  be  ladled  out  and 
cast  into  moulds.  The  bed  slopes  from  all  sides  towards  the  ladling 
door;  the  latter,  which  may  also  be  used  as  the  working  door,  is  situated 
near  the  fluebridge  end,  so  that  cold  air  entering  through  it  may  pass 
straight  into  the  stack  and  neither  cool  nor  oxidise  the  molten  metal. 
The  furnaces  may  be  fired  by  means  of  an  ordinary  grate  or  by  gas 
(producer  gas) ;  the  latter  may  be  advantageously  employed  Avhen 
the  fuel  {e.g.  chips  of  wood  in  Sweden)  is  not  suitable  for  burning  on 
a  grate.  The  best  fuel  is  wood,  as  it  evolves  no  gases  containing 
sulphur  which  would  affect  the  metal  injuriously  ;  where  it  is  not  to 
be  obtained  in  sufficient  quantity,  coal  burning  with  a  smokeless 
flame  is  employed. 

The  bed  of  small  furnaces  is  fired  in  one  layer,  in  other  cases  in 
several,  generally  two.  Usually  a  certain  amount  (about  i)  of  fire- 
clay, or  some  slag  is  added  to  the  quartz  for  making  the  bed  ;  as  the 
latter  absorbs  considerable  quantities  of  copper,  it  is  often  saturated 
as  far  as  possible  with  that  metal  before  the  furnace  is  actually  put 
into  operation. 

Beds  made  of  basic  material  present  no  sjDecial  advantages  in  this 
process,  because  the  cojDper  to  be  refined  is  already  tolerably  pure, 
and  antimony  and  arsenic  are  not  removed  from  it  more  rapidly  on 
a  basic  than  on  an  acid  lined  bed. 

The  size  of  the  furnaces  must  not  exceed  certain  dimen- 
sions, because    it  is   difficult   to   keep    large    Cjuantities   of  copper 
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at   the   proper   pitch    during    the   long    period    occupied    by   the 
ladling. 

The  smallest  charges  are  those  worked  in  the  Siberian  refinery 
furnaces  using  blast,  namely  1  to  2  tons.  Medium  sized  furnaces 
take  3  to  7  tons,  large  ones  8  to  10,  and  the  largest  12  to  15  tons.    At 
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Wallaroo  10  ton  furnaces,  and  at  the  Orford  works  15  ton  furnaces 
are  in  operation. 

The  construction  of  refinery  furnaces  is  shown  by  three  examples 
taken  respectively  from  Mansfe  Id,  Lake  Superior  and  Pittsburg. 

The  Mansfeld  furnace  is  shown  in  Figs.  119  and  120.  The  charge 
here  does  not  consist  of  coarse  copper,  but  of  the  pulverulent  residues 
from  the  Ziervogel  process  of  silver  extraction,  consisting  of  cupric 
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oxide  with  some  oxide  of  iron,  which  is  charged  mixed  with  a  suffi- 
cient proportion  of  charcoal  for  its  reduction,  the  charge  being  5  to 
7|  tons.  This  is  reduced  in  the  first  part  of  the  process  and  then 
immediately  refined. 

In  the  figures,  v  is  the  furnace  body,  a  the  aperture  for  charging, 
f  the  bed  made  of  quartz  to  which  a  little  slag  has  been  added,  r  the 
grate  worked  with  a  clinker  bed,  d  the  firedoor,  /  the  flue,  c  a  door 


for  charging  big  lumps  if  required,  h  the  working  door,  through  which 
the  copper  is  also  ladled  out.  At  c  c  there  are  two  channels  for  the 
admission  of  air  to  the  furnace,  this  being  regulated  by  more  or  less 
blocking  them  with  bricks. 

Figs.  121  and  122  represent  a  refining  furnace  such  as  is  used  at 
the  Lake  Superior  Refining  Works  for  native  copper.  As  is  shown  in 
the  vertical  section  Fig.  121,  the  roof  is  kept  parallel  with  the  bed  till 
close  to  the  fluebridge,  and  is  then  drawn  in  suddenly.  This  makes 
it  more  easy  to  arrange  suitably  in  the  furnace  big  blocks  of  copper, 
charged  in  through  the  door/.     The  largest  pieces  are  lowered  in  by 
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means  of  a  crane,  after  the  shifting  portion  I  of  the  roof  has  been 
taken  off.  The  charge  is  from  3  to  10  tons,  but  has  recently  been 
still  further  increased.  The  bed,  14  feet  long,  is  10  feet  wide  in  the 
middle,  and  2  feet  4  inches  at  the  ladling  door.  It  is  composed  of  a 
layer  of  sand  rich  in  iron,  8  inches  deep,  s,  upon  which  is  a  layer  of 
quartzose  sand  z,  which  is  saturated  with  copper  before  operations 
commence.  The  total  thickness  of  the  bed  at  the  firebridge  is  3  feet 
3  inches ;  g  is  the  sump  or  well,  i  the  flue,  h  the  stack,  e  the  firedoor, 
%o  the  grate.  The  air  enters  the  furnace  through  flues  in  the  brick- 
work h  and  c,  which  can  be  controlled  by  valves. 

A  copper  refining  furnace  used  at  Pittsburg,  Pennsylvania,  is 
shown  in  Figs.  123  to  125.  In  these  a  is  the  grate,  h  the  firedoor, 
m  the  firebridge,  c  the  bed,  d  the  charging  door,  c  the  working  and 
ladling  door,  /  the  flue. 

A  gas-fired  furnace  is  employed  at  Stadtberge  in  Westphalia,  a 
regenerative  Siemens  gas  furnace  at  Atvidaberg  in  Sweden ;  this 
latter  very  closely  resembles  that  used  for  steel  making,^  only  the 
copper  is  not  tapped  but  ladled  out.  Such  a  furnace,  full  working 
drawings  of  which  may  be  found  in  Peter's  work,^  only  takes  2^  tons 
of  coarse  copper.  The  gas  is  produced  from  chips  of  wood.  The 
general  arrangement  of  the  furnace  is  shown  in  Figs.  126  and  127. 
GG'  are  the  regenerators  filled  with  firebrick,  through  which  the  gas 
alternately  enters  the  furnace,  L  L'  the  regenerators  for  the  air.  V.^ 
are  the  gas-,  F,  the  air-reversing  valves.  H  is  the  furnace  body,  Q 
the  quartz  bed,  E  the  charging  door,  S  the  working  and  ladling  door. 
The  air  needed  for  oxidation  is  admitted  either  through  separate 
openings,  or  else  some  of  the  air  current  required  for  combustion  is 
diverted  into  the  furnace.  In  general,  for  copper  refining,  grates  are 
preferable  to  gas  firing  especially  with  regenerators,  because  these  are 
apt  to  get  blocked  up,  and  because  of  the  difiiculty  of  introducing 
into  the  furnace  sufficient  air  for  oxidation. 

The  method  of  refining  depends  solely  on  the  composition  of  the 
coarse  copper,  as  regards  principally  the  amount  of  sulphur,  arsenic 
and  antimony  present.  Thus  with  copper  that  does  not  contain  these 
elements  like  Lake  Superior  copper,  it  is  merely  a  matter  of  getting 
rid  of  a  certain  amount  of  gaugue  and  a  little  iron,  and  of  getting 
dense  castings  of  a  specific  pattern.  With  copper  free  from  sulphur, 
the  operation  of  refining  is  considerably  shortened  by  the  omission  of 
the  so-called  Iraten  ("  boiling  up ")  and  densc-i)oling,  whilst  it  is 
greatly  prolonged  in    the    case   of   coarse    copper  containing  much 

1  AUijemeine  Hiittenkunde,  pp.  241  and  A'yl. 

2  Op.  cit.  1895,  p.  510. 
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sulphur  and  contaminated  by  considerable  quantities  of  foreign  metals 
(Ni,  Co,  Bi,  As,  Sb). 

It  will  be  advisable  to  take,  as  the  starting  point  for  a  study  of 
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refining,  such  a  coarse   copper  as  is  produced  in  German,  Austrian, 
English  and  Swedish  works,  containing  a  ceitain  amount  of  sulphur 
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and  a  small  proportion  of  arsenic.  With  charges  of  5  to  7  tons,  and 
when  burning  coals  giving  a  long  flame  on  an  ordinary  grate,  the  time 
occupied  in  refining  will  be  from  18  to  24  hours,  according  to  the 
degree  of  purity  of  the  metal. 

The  coarse  copper  must  be  so  charged  that  the  flame  can  readily 
pass  round  each  individual  piece ;  this  operation  takes  about  an  hour 
for  5  to  8  tons  of  coarse  copper.  With  sufficiently  pure  copper  under 
normal  conditions,  the  following  successive  stages  of  the  process  may 
be  distinguished : — 

1.  Fusion. 

2.  Scorification  (Verhlasen). 

3.  Boiling  {Braten). 

4.  Dense-poling  {Dichtpolcii). 

5.  Tough-poling  [Zdlvpolen). 

The  fusion  is  performed  for  the  purer  kinds  of  coarse  copper,  with 
doors  closed  down  and  luted  Avith  clay  so  as  to  exclude  all  air.  With 
less  pure  kinds  it  is  advisable  to  allow  air  to  enter  either  through  the 
flues  for  air  admission  or  by  partially  opening  the  working  doors,  so 
as  to  partially  oxidise  the  foreign  elements  at  this  stage  ;  a  slag  rich 
in  cuprous  oxide  is  thus  formed  which  exerts  an  oxidising  action  on 
the  impurities.  The  fusion  stage  takes  6  or  7  hours  for  6  to  8  ton 
charges. 

When  the  coarse  copper  is  melted  down,  the  air  flues  are  opened, 
or  if  a  blast  is  used,  this  is  turned  on,  when  the  period  of  scorification 
commences.  Zinc,  lead,  arsenic  and  antimony  are  partly  volatilised, 
partly  oxidised ;  sulphur  escapes  as  sulphur  dioxide ;  iron,  nickel, 
part  of  the  zinc,  and  a  portion  of  the  copper  are  oxidised  and  slagged  off, 
the  requisite  silica  being  derived  from  the  lining  of  the  bed.  The 
slag  also  takes  up  all  other  bodies  that  come  to  the  surface  of  the 
bath  of  metal.  Besides  the  oxygen  of  the  air,  cuprous  oxide  also  acts 
as  an  oxidising  agent,  dissolving  in  the  molten  metal  and  then  giving 
up  its  oxygen  to  the  foreign  elements  present.  The  slag  is  repeatedly 
skimmed  off  the  bath  of  molten  metal  so  as  to  give  the  air  free  access 
to  the  latter. 

After  2  to  2i  hours,  with  a  6  to  8  ton  charge,  the  formation  of  slag 
almost  ceases,  whilst  an  evolution  of  bubbles  from  the  molten  metal 
becomes  noticeable.  This  is  the  beginning  of  the  boiling  (hraten) 
stage.  Cuprous  oxide  is  now  acting  violently  ujDon  the  still  unde- 
composed  sulphide  of  copper,  producing  metallic  copper  and  sulphur 
dioxide.  This  latter  escapes  in  bubbles,  and  at  first,  with  many  kinds 
of  copper,  causes  the  production  of  copper  rain,  and  afterwards  with  all 
kinds  violent  foaming  of  the  bath  which  may  go  as  far  as  ebullition 
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of  the  latter.  This  is  the  origin  of  the  German  term  hratcn  {=  frying) 
for  this  stage,  here  translated  by  "  boiling."  The  copper  rain,  de- 
scribed under  refining,  page  173,  does  not  appear  with  all  kinds  of 
copper,  but  generally  with  the  purer  kinds  of  coarse  copper  that  still 
contain  a  good  deal  of  sulphur,  especially  when,  after  the  slag  has 
been  skimmed,  the  temperature  falls.  Dip  samples  taken  during 
this  stage  in  an  iron  spoon  show  a  foam-like  mass  of  copper.  As  the 
operation  advances  and  the  formation  of  bubbles  slackens,  the  samples 
become  denser,  and  as  they  cool  crater-like  elevations  form  on  the 
surface,  through  which  the  sulphur  dioxide  breaks  out.  When  the 
formation  of  bubbles  has  still  further  stopped,  these  elevations  dis- 
appear, and  the  sulphur  dioxide  can  no  longer  break  through  the 
setting  surface  of  the  samples,  but  simply  raises  it.  When  the 
ebullition  is  over,  the  copper  still  retains  a  certain  quantity  of  sulphur 
dioxide,  which  it  only  gives  off  during  poling.  A  sample  taken  at 
this  period  only  shows  a  rising  of  the  upper  face,  and,  when  broken 
in  the  vice,  a  number  of  little  cavities  on  the  fractured  surface.  At 
the  end  of  the  boiling  stage,  which  lasts  3  to  4  hours,  the  coj^per  is  in 
the  dry  state.  In  addition  to  sulphur  dioxide  it  still  retains  con- 
siderable quantities  of  cuprous  oxide. 

To  remove  the  sulphur  dioxide,  the  copper  bath  is  now  submitted 
to  an  operation  of  poling,  called  by  the  Germans  dense-poling  (dicht- 
'polen) ;  for  this  j)urpose  a  pole  of  green  wood,  secured  outside  the 
furnace,  is  thrust  with  the  butt  end  downwards  into  the  molten 
copper  down  to  the  bed  of  the  furnace.  The  portion  of  the  wood 
immersed  in  the  hot  fluid  mass  there  undergoes  dry  distillation  ;  it 
evolves  steam,  hydrocarbons,  hydrogen  and  carbon  monoxide,  which 
cause  violent  agitation  and  bubbling  up  of  the  bath  of  metal.  The 
absorbed  sulphur  dioxide  is  thus  expelled,  like  carbon  dioxide  is  from 
a  glass  of  beer  by  shaking  the  latter.  By  the  contact  of  the  cuprous 
oxide  with  the  reducing  gases  evolved  from  the  wood,  the  former  is 
reduced  to  the  metallic  state,  whilst,  on  the  other  hand,  the  molten 
metal  tossed  up  into  the  air  is  at  the  same  time  exposed  to  oxidation. 
The  complete  removal  of  the  sulphur  dioxide  is  indicated  by  the 
smooth  surface  of  the  dip  sample.  After  this,  which  takes  place  in 
two  or  three  hours,  the  reduction  of  the  cuprous  oxide  is  proceeded 
with,  or,  if  the  copper  still  contains  foreign  elements,  the  air  is 
allowed  to  oxidise  the  surface  of  the  molten  metal  for  some  time 
longer.  The  sample,  which  should  be  fixed  convex  side  upwards  in 
the  vice,  has  a  brick-red  fracture  and  shows  a  structure  at  first 
columnar  but  afterwards  cubical  as  the  oxidation  of  the  copper 
advances ;  at  a  still  further  stage  the  brick-red  colour  has  a  strong 
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violet  tinge.  The  degree  to  which  the  metal  has  to  be  oxidised 
depends  on  its  purity. 

The  reduction  of  cuprous  oxide  is  generally  performed  under  a 
cover  of  charcoal  or  anthracite  by  means  of  further  poling,  known  in 
Germany  as  "  tough-poling "  (mh-polcoi).  A  fresh  pole  of  wood  is 
inserted  into  the  covered  bath  as  in  the  last  operation.  The  reducing 
gases  produced  by  the  dry  distillation  of  the  wood,  together  with  the 
contact  of  the  copper  with  the  covering  of  coals,  promoted  by  the 
ebullition  of  the  bath,  reduce  the  cuprous  oxide  to  metal.  The 
author  has  repeatedly  observed  that  the  gases  generated  can  by 
themselves  effect  this  reduction,  the  process  having  been  carried  on 
for  a  considerable  time,  during  his  presence  in  the  Caucasus,  without 
the  covering  of  charcoal. 

As  this  reduction  proceeds,  the  copper  becomes  softer  and  tougher. 
In  order  to  judge  of  the  changes  taking  place  in  the  molten  bath 
during  this  poling,  samples  must  be  taken  continually ;  they  are 
dipped  out  with  a  small  spoon  made  of  iron  plate,  cooled  in  water, 
fastened  in  a  vice,  and  broken.  The  cubical  structure  of  the  fracture 
gradually  passes  successively  into  a  coarse  columnar,  a  fine  cok^ulnar,  a 
coarsely  fibrous,  and,  lastly,  into  a  finely  fibrous  structure.  Concurrently 
with  these  changes  in  structure  the  colour  changes  from  violet  to 
brick-red,  yellowish  red,  and,  lastly,  to  a  fine  salmon  pink.  The 
lustre,  wdiich  was  at  first  wanting,  appears  as  the  density  increases, 
and  is  at  last  vividly  silky.  At  the  same  time,  the  copper  becomes 
dense,  and  so  soft  as  only  to  be  broken  with  difficulty  in  the  vice. 
In  the  latter  stages  the  tenacity  is  also  tested  by  forging  a  sample 
into  a  square  bar,  and  twisting  this  into  a  spiral,  when  no  fissures 
should  show  on  the  edges.  Another  sample  is  hammered  out  into  a 
thin  sheet,  which  should  only  break  after  being  repeatedly  bent  back- 
wards and  forwards.  If  these  qualities  are  wanting  in  the  copper 
after  the  poling  is  finished,  it  still  retains  some  impurities.  If  these 
can  be  removed  by  further  oxidation,  as  in  the  case  of  nickel  (anti- 
mony, arsenic,  bismuth  and  tellurium  are  more  difficult  of  removal), 
the  metal  is  again  oxidised  and  then  jDoled.  Generally  speaking, 
alternate  reductions  and  oxidations  are  employed  until  the  copper 
shows  the  requisite  qualities,  great  softness  and  toughness,  highly 
granular  fracture,  rose  pink  colour  and  satiny  lustre. 

Arsenic  and  antimony  cannot  be  completely  removed  by  oxidation 
alone.  In  order  to  get  rid  as  thoroughly  as  possible  of  these  sub- 
stances, lead  or,  at  the  commencement  of  the  process,  pure  white 
metal,  is  added  to  the  bath  of  molten  copper.  Arsenic  is  not,  how- 
ever, completely  removed  even  by  this  method  ;    the  best  plan  is 
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therefore  to  get  rid  of  the  arsenic  in  the  calcination  and  smelting 
operations  that  precede  the  production  of  coarse  copper. 

This  tough-j)oling  lasts  generally  one  hour,  but  may  take  several, 
if  oxidation  and  jjoling  have  to  be  rei^eated.  Many  kinds  of  copper 
have,  as  previously  stated  (p.  2),  the  property  of  absorbing  certain 
of  the  gases,  such  as  hydrogen  and  carbon  monoxide,  evolved  during 
poling,  and  of  thereby  becoming  jDorous.  According  to  Hampe,^ 
hydrocarbohs,  such  as  ethane  and  methane,  are  not  absorbed  by 
copper,  but  are  in  part  dissociated  at  the  temperature  of  molten 
copper,  carbon  being  separated  and  hydrogen  absorbed  by  the  copper. 
Sulphur  dioxide,  too,  can  render  copper  porous,  this  gas  being  pro- 
duced by  the  action  of  cuprous  oxide  formed  by  the  oxidation  of  the 
copper  during  pouring  upon  sulphide  of  copper  remaining  undeconi- 
posed.  Porous  copper  is  not  suitable  for  rolling  or  hammering,  but 
can  be  employed  in  brass-making ;  the  above-mentioned  gases  must 
therefore  be  eliminated  before  or  during  casting  from  copper  intended 
for  rolling.  The  method  most  used  is  the  addition  of  a  small  quantity 
of  lead  before  pouring.  Probably  the  lead,  which  diffuses  uniformly 
throughout  the  bath,  expels  the  gases  by  being  itself  for  the  most 
part  volatilised.  Others  ascribe  its  action  to  its  oxidation  and  com- 
bination with  cuprous  oxide,  so  that  any  sulphide  of  copper  present 
can  no  longer  be  decomposed  by  the  latter.  Small  quantities  of  lead 
that  remain  in  the  copper,  as  already  stated,  do  not  affect  its 
behaviour  in  the  rolls.  Copper,  on  the  other  hand,  that  is  to  be 
used  for  brass-making  (called  in  Germany  Crussrafinad)  may  not 
contain  any  lead,  but  the  porosity  in  this  case  does  no  harm. 

Like  lead,  water  vapour  and  carbon  dioxide  have  the  power  of 
expelling  the  absorbed  gases  from  copper.  Hesse  leads  carbon 
dioxide  into  closed  moulds,  whereby  the  gases  are  expelled.  Accord- 
ing to  Stahl,-  copper  containing  small  quantities  of  arsenic  does  not 
absorb  any  gases,  and  as  arsenic  can  be  contained  up  to  0"-i  per  cent, 
in  copper  without  impairing  its  properties,  it  forms,  according  to 
Stahl,  a  means  for  preventing  the  copper  from  becoming  porous. 

Another  method  of  preventing  it,  is  by  reducing  the  cuprous  oxide 
instead  of  by  poling,  by  substances  that  do  not  evolve  any  gas,  such 
as  phosphorus,  phosphor-bronze  and  manganese-bronze.  Phosphorus 
acts  by  reducing  cuprous  oxides  to  the  metallic  state,  and  becoming 
itself  oxidised  to  phosphorus  pentoxide,  which  combines  with  another 
portion  of  the  cuprous  oxide  to  form  phosphate  of  copper  ;  this  floats 

1  Zeitschrift  fiir  Berg,-  Hiitten-  und  Salinenwesen  im  Preuss.  Staate,  1873,  21,  275. 
Chemiker-Zeihing,  1893,  17,  No.  92. 

-  Inaugural  Dissertation,  Tubingen,  1886. 
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oa  the  surface  of  the  bath,  and  can  be  again  reduced  to  phosphide  of 
copper  by  the  action  of  the  layer  of  coal.  Phosphor-bronze  (a  com- 
pound of  phosphorus  and  copper)  is  to  be  preferred  to  free  phosphorus. 
In  the  case  of  manganese  bronze  (an  alloy  of  copper  and  manganese) 
the  manganese  acts  as  the  reducing  agent. 

As  soon  as  the  copper  has  attained  the  above-described  properties, 
ladling  must  be  commenced  without  delay.  Many  kinds  of  copper 
lose  their  valuable  properties  through  too  long  poling,  whilst  others 
become  porous.  Many,  however,  as  the  author  has  proved  by  long 
experience,  remain  unchanged.  Copper  that  has  lost  its  good  quali- 
ties through  too  long  poling  is  known  as  ovcr-iwled  copper. 

The  loss  of  the  valuable  properties  of  copper  through  over-poling 
was,  in  accordance  with  Karsten's  views,  ascribed  to  the  absorption  of 
carbon  by  the  fluid  metal,  up  to  the  year  1874,  when  Hampe  showed 
that  copper  cannot  absorb  carbon,  and  assigned  the  correct  reason, 
namely  the  reduction  of  certain  oxides  and  salts  contained  in  certain 
qualities  of  copper,  as  has  already  been  fully  explained.  (See 
page  5.) 

Over-poled  copper  must  be  oxidised  again,  and  then  poled  back 
to  the  right  pitch,  as  also  must  copper  that  has  been  rendered  porous 
by  too  long  poling,  and  is  free,  according  to  Stahl,  from  arsenic  and 
lead.  The  copper  is  ladled  out  by  means  of  wrought-iron  ladles 
daubed  with  lime  or  clay.  The  moulds  into  which  the  copper  is  cast 
are  made  of  cast-iron  or  copper. 

The  cast-iron  moulds  are  in  the  form  of  frames  standing  on  a  cast- 
iron  plate  from  which  they  can  be  lifted.  Copper  cast  in  these  moulds 
becomes  porous  where  it  is  in  contact  with  the  bottom  plate  from 
some  unknown  cause,  though  it  has  been  assumed  that  the  bottom 
plate  becomes  coated  with  a  film  of  oxide,  which  by  its  action  on  any 
sulphide  of  copper  remaining  undecomposed,  evolves  sulphur  dioxide, 
which  makes  the  metal  porous.  For  this  reason,  a  thin  layer  of 
copper  is  first  poured  on  to  the  bottom  of  the  mould,  and  allowed  to 
cool  to  below  redness ;  the  rest  of  the  ingot  is  then  poured  to  the 
required  depth  on  to  the  copper  bottom  plate  thus  formed.  The 
porous  plate  is  returned  to  the  furnace  for  refining. 

When  copper  moulds  are  used,  the  copper  shows  no  porosity  at  its 
contact  with  the  mould ;  hence  these  are  used  for  casting  small 
ingots.  They  are  set  over  a  tank  of  water,  and  can  be  revolved 
round  a  horizontal  spindle,  parallel  to  their  shorter  side,  so  that  when 
the  copper  ingot  has  cooled  to  a  certain  degree,  it  can  be  tipped  into 
the  water.  In  order  to  be  able  to  divide  the  ingots  readily,  they  are 
deeply  notched,  the  moulds  having  corresponding  ribs.     Figs.  128  to 
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130  show  the  arrangement  of  the  moulds,  Figs,  131  and  132  the 
shape  of  the  ingots,  the  latter  being  the  English  shape.  The  copper 
moulds  are  made  by  means  of  a  special  press  shown  in  Fig.  133  ;  the 
fluid  copper  is  poured  into  the  box  /,  and  before  it  sets  the  stamp  c 
is  pressed  into  it,  producing  a  mould  of  the  required  shape. 

M^hilst  the  copper  is  being  ladled  out,  samples  must  be  taken  from 


w^:^ 


<i 


Fig.  131. 


^ 


Fig.  1-29. 


time  to  time.  Should  these  indicate  any  oxidation  of  the  copper,  the 
metal  must  be  brought  back  to  its  normal  pitch  by  poling.  Accord- 
ing to  the  size  of  the  charge,  ladling  and  casting  may  take  one  ov 
several  hours. 

The  consumption  of  fuel  depends  on  the  purity  of  the  copper, 
the  size  of  the  charge,  and  the  quality  of  the  fuel;  it  varies  between 
33  per  cent,  and  65  per  cent  of  the  weight  of  the  charge.     With  the 
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large  12  ton  charges  in  the  United  States,  it  is  taken  at  30  to  33  per 
cent,  of  the  product  (about  04  or  95  per  cent,  of  the  copper  contents 
of  the  coarse  copper). 

A  refining  furnace  can  work  for  3  weeks  up  to  several  mouths  (4 
in  the  Caucasus)  before  a  new  bed  needs  to  be  put  in.  At  Wallaroo 
where  it  is  hewn  out  of  solid  sandstone  and  repaired  with  clay,  it  lasts 
for  a  number  of  years. 

The  products  of  the  refining  process  are  leaned,  ton gJi-pitch  copper 
or  tongh-calx  (the  Germans  distinguish  between  guss-rafjinod,  refined 
copper  for  brass  making  and  vxdz-raffi,nad,  refined  copper  for  rolling) 
and  slags  known  or  refinery  dross  or  refinery  slag. 

Copper  to  be  used  for  electrical  work  may  not  contain  more  than 
traces  of  impunity  because  these  diminish  its  conductivity.  The  best 
copper  for  this  purpose  is  Lake  Superior  copper,  the  so  called  Lake 
copper,  and  copper  prepared  by  electrolysis. 

The  impurities  contained  in  various  kinds  of  refined  copper  are 
shown  in  the  followincr  table  : — 


Aus- 

Caucasus     Ural. 

England. 

England. 

Fe   . 

Chili. 

Spain.        ,  (Burra-  Superior. 
'  Burra.) 

(Keda-      Xishni- 
beg).       TagUsk. 

Best 
selected. 

Best 
selected. 

0-08— 1-64 

0-35       '    —      0-0077 

0  0080  I  0-0034 

0-10—015 

0-10 

Ni  "1 
Co   / 

— 

_              _       ( vol 46 

_     '       — 

— 

— 



—              —       0-0289 

0-1G13    0-0<^32 





As   . 

trace — 0'5 

0-25— 3-31      0-02         — 

0-0151    0-0002 

— 

— 

Sb    . 

trace — 0"5 

trace— 0  70      —     i    trace 

0-0087    0-0042 

— 

0-01 

Bi    . 
Pb  . 

Sn   . 

trace 

trace— 0-04      —     '       — 

— 

— 

— 

— 

—              —            — 

—       0-0036 

— 

— 

The  composition  of  Mausfeld  refined  copper  is  shown  by  the  fol- 
lowing analyses,  No.  I.  and  IL  being  Cruss-Ba/ffinad  for  brass  making, 
and  Xo.  in.  and  IV.  Wcdz-Baffinad  for  rolling  or  hammering  : — 


Cu 

I. 

II. 

III. 

IV. 

99-442 

99-512 

99:340 

99-198 

Ag 

0  026 

0  0-28 

0  023 

0  014 

Pb     .    .    .    .   • 

0-006 

0-042 

0-204 

0-206 

Ni     \ 

Co     J   •    ■       - 

As 

0-317 

0-279 

0-29S 

0-467 

iVO-25 

not  determined 

0-030 

0-061 

:     Fe 

0-0-24 

0-037 

trace 

trace 

S 

1 

— 

~ 

not  determined 

not  determined 
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The  composition  of  refinery  slag  varies  greatly  with  the  purity  of 
the  coarse  copper,  and  the  stage  of  the  refining  at  which  it  is  ob- 
tained ;  it  consists  of  a  mixture  of  silicates  and  metallic  copper. 

The  following  is  an  example  of  a  Welsh  refinery  slag  : — 

Silica 47  4 

Cuprous  oxide 30-2 

Ferrous  oxide 31 


Nickel  oxide 
Tin  oxide 
Alumina  . 
Lime   ,     . 
Magnesia.     . 


i>-4 

u-2 

2-0 
1-0 
(J-2 


Metallic  copper 9'0 

In  order  to  recover  the  copper,  it  is  added  to  the  ore  or  matte 
furnace  charges,  or  if  it  contains  a  workable  amount  of  nickel,  treated 
separately  for  nickeliferous  copper. 

The  following  are  examples  of  copper  refining  : 

At  Kedabeg  in  the  Caucasus,  the  author  saw  refining  joerformed 
in  small  furnaces  supplied  w^ith  blast — so-called  Siberian  furnaces, 
wood  being  the  fuel  used.  The  charge  was  80  to  90  pood  ^  of  coarse 
copper,  and  the  time  occupied  8  hours,  three  charges  being  worked 
off  in  24  hours.  Of  the  time  occupied  for  one  charge,  h  hour  was 
consumed  in  fettling  and  charging  the  furnace,  2h  hours  in  the 
fusion,  3i  hours  in  the  scorification  and  boiling,  and  Ih  hours  in 
poling.  The  fuel  used  in  24  hours  was  IJ  cubic  fathoms  of  wood. 
Each  100  pood  of  coarse  copper  yielded  82  pood  refined  copper  and 
25  jDood  refinery  slag  containing  30  to  50  per  cent,  of  coj)per.  The 
composition  of  the  copper  is  shown  in  the  following  analyses : — 


I. 

11. 

9-6900  .  .  . 

.  .  .  99-6700 

0-0067  .  .  . 

.  .  .   0-0066 

0-0877  .  .  . 

.  .  .   0-0958 

0-0110  .  .  . 

.  .  .   0-0092 

0-0350  .  .  . 

.  .  .   0-0273 

00731  .  .  . 

.  .  .   0-1043 

0-0057  .  .  . 

.  .  .   0-0083 

Cu 
Au 
Ag 
Pb 
Fe 
Zn, 
"Ni  . 


Copper  intended  for  the  Asiatic  markets  must  show  exteriorly  a 
fine  rose  pink  colour  to  suit  their  tastes.     This  is  obtained  by  mixiuo- 


One  pood  :=  36"11-H  lbs.  avoirdiipoig. 
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wood  tar  with  the  water  into  which  the  copper  is  thrown  after  it  ha& 
set  in  the  moulds,  A  refining  furnace  lasts  4  or  5  months  before  it 
needs  re-baildinsr. 

The  ores  from  Lake  Superior  which  consist  of  native  copper  and 
a  little  cuprite  are  smelted  in   refinery  furnaces  and    immediately 
refined.     They  are  treated  on   Lake  Superior,  at  Detroit,  Hancock, 
and  Pittsburg.i     They  average  70  to  80  j^er  cent,  of  copper  and  are 
obtained  by  the  mechanical  treatment  of  the  very  low  grade  ores,  the 
dressed   material   being   known   as  mineral.     It  is  either  in  larger 
lumps   (known  as    harrel  icorlS)  of  native  copper   containing    96    tO' 
97  per  cent,  of  copper,  sandy  ores  (mineral)  from  the  steam  stamps 
and   dressing  floors,  with   80    to   85  per  cent,   of  copper,  or  slimes 
with   80  to  40    per   cent,    of  copper.     The  refining   furnaces   have 
already  been  described.     The  charge    is  from   5  to  12  tons.     The 
largest  pieces  are  charged  first,  then  those  of  smaller  grain,  and  the 
finest  slimes  last ;  some  slag  containing  25  to  30  per  cent,  of  copper 
is  added,  and  from  6  to  8  per  cent,   of  limestone.     As  the  ores  are 
free  from  sulphur  and  other  injurious  impurities,  the  refining  proper 
takes    a    correspondingly    short    time,    and   consists    in    scorification 
followed  by  poling.     The  fusion  lasts  12  hours,  after  which  slag  is 
skimmed  for  another  4  to  5   hours.     The  scorification  is  continued 
till  the  copper  is  quite  dry,  greatly  assisted  by  a  method  of  stirring 
the   bath  known  as  jiaiyping,  and  takes  from   |^  to  2  hours.     The 
poling  takes  2  hours,  and  casting  the  refined  copper  takes  2  hours 
more.     For  the  production  of  132|-  cwt,  of  refined  copper,  72|  cwt.  of 
coals  are  consumed. 

The  copper  refinery  slags  are  smelted  for  copper  in  a  shaft 
furnace  11  feet  high  with  the  addition  of  8  to  9  tons  of  lime  to  each 
20  tons  of  slags. 

Eggieston  {loc.  cit.)  gives  the  following  percentage  determinations 
of  the  impurities  in  Lake  copper ;  it  is  distinguished  by  its  high 
electrical  conductivity,  and  is  only  equalled  in  this  respect  by  copper 
prepared  by  electrolysis :  — 


Fe 

Ni 

Co     .    .  •    

I. 

II. 

III. 

IV. 

V. 

VI. 

0-030 

0-280 

0-002 

0-030 

0-280 

0-005 
0-003 

0-030 
0-190 

.0-003 

0-030 
0-220 

0-03 

0-070 
0-370 

0-05 

0-04 
0-20 

1  Eggieston,  Eiuj.  and  Min.  Jomiml,  33,  pp.  167,  183,  196,  209. 
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In  the  Gottesbelolmuugshlitte  at  Mansfekl,  the  residues  from  the 
Ziervogel  silver  extraction  process,  consisting  chiefly  of  cupric  oxide 
and  containing  75  per  cent,  of  copper,  are  reduced  in  the  refining 
furnace  mixed  with  coal,  and  then  refined.  The  oxide  is  mixed  wet 
Avith  10  per  cent,  of  coal  and  then  dried  ;  the  charge  for  the  above 
described  furnaces  consists  of  4  to  5^  tons  of  residues.  The  operation 
•of  refining  proper  proceeds  rapidly  here  because  foreign  substances 
are  volatilised  and  slagged  off  in  the  course  of  the  reduction  and 
fusion  ;  accordingly  there  is  neither  scorification  nor  boiling.  In  8 
hours,  reduction,  fusion,  and  slag  formation  are  complete,  and  after 
the  slag  is  skimmed  off,  dense-poling  follows,  taking  2h  to  3  hours, 
and  tough-poling,  taking  1  hour.  The  ladling  of  the  copper  into 
moulds  takes  2  hours.  After  the  furnace  has  stood  empty  for  from 
2  to  4  hours,  during  which  time  the  bed  is  fettled,  a  fresh  charge  is 
put  in.  When  guss-rafinad  for  brass  making,  which  may  be  porous 
and  contain  a  certain  quantity  of  oxide  of  copper,  is  being  made, 
dense-poling  takes  a  correspondingly  shorter  time  than  when  loalz- 
rafinad  is  to  be  produced ;  to  the  latter  a  little  lead  is  added.  The 
fuel  consumption  is  about  45  to  50  per  cent,  of  the  residues  treated. 
A  furnace  campaign  lasts  3  to  4  weeks.  The  refinery  slags  are 
smelted  for  coarse  copper  in  shaft  furnaces,  this  being  worked  into 
blister  copper  in  splciss  furnaces,  and  then  refined.  The  s^) I eiss- furnace 
skimmings  retain  the  nickel  that  was  in  the  copper,  and  are  ac- 
cordingly smelted  with  pyrites  in  shaft  furnaces  for  nickel  matte. 
The  total  yield  of  copper,  including  the  slag  products,  is  99-4  per  cent. 

Formerly  Ziervogel  residues  used  to  be  treated  at  Mansfekl  by 
fusion  for  coarse  copper  in  shaft  furnaces,  the  copper  being  after- 
wards refined.  The  charge  was  5  to  5-7  tons;  charging  took  1  hour, 
fusion  6  to  7  hours,  scorification  2  to  2i  hours,  boiling  3  to  4  hours, 
dense-poling  2h  to  3  hours,  tough-poling  1  hour,  ladling  out  2  hours. 
The  product  was  80  per  cent,  of  refined  copper  and  20  per  cent, 
of  slags. 

Mansfekl  refined  copper,  produced  by  direct  treatment  of  Ziervogel 
a-esidues  in  1880  showed  the  following  impurities  : — 


I. 

II. 

Ag.     . 

.     .    0-028  to  0-030  .     . 

.     .    0016  to  0-020 

Pb  .     . 

.     .    0-043  .,,  0-103  .     . 

.     .    0134  „  0-259 

Fe  .     . 

.     .    0-025  „  0-132  .     . 

.     .    0-019  „  0-024 

Ni  .     . 

.     .    0-239  „  0-275  .     . 

.     .    0-101  „  0-144 

At  Oker,  argentiferous  coarse  copper  is  refined  for  the  production 
of  anode-plates  for  the  electrolytic  separation  of  copper  and  silver. 
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The  refining  furnace  is  similar  to  that  used  at  Mansfeld.  Tlie  charge 
is  6  or  7  tons  (generally  4i  tons  coarse  copper  and  1^  to  2  tons  anode 
residues  from  electrolysis  or  foreign  copper).  The  fusion  lasts  6  to  7 
hours,  scorification  4  hours,  boiling  2  to  3  hours,  dense-poling  1  hour, 
intermediate-poling  1  hour,  tough-poling  1  hour,  and  ladling  out  1 
hour.  With  charging  and  fettling  the  furnace,  the  entire  operation 
lasts  24  hours.  The  fuel  consumption  is  50  to  54  per  cent,  of  the 
Aveight  of  the  charge.  The  output  is  89  to  90  per  cent,  of  anode 
plates  containing  98'5  per  cent,  of  copper. 

IL     Extraction  of  Copper  by  Wet  Methods 

Wet  methods  are  employed  for  ores  so  poor  in  copper  that  ex- 
traction in  the  dry  way  would  be  no  longer  profitable.  Under 
favourable  circumstances  they  can  be  applied  to  ores  with  only  ^  to 
1  per  cent,  of  copper.  They  are  also  used  for  the  extraction  of 
copper  from  metallurgical  products  containing  gold  and  silver. 

Their  principle  consists  in  getting  into  aqueous  solution  by  means 
of  suitable  solvents,  the  copper  which  must  exist  in  some  combination 
suitable  for  solution,  and  of  precipitating  it  from  these  solutions  by 
means  of  suitable  precipitants.  The  cojaper  precipitate  is  refined  in 
the  dry  way.  If  the  copper  is  not  present  in  the  ores  or  metallurgical 
products  in  a  form  suitable  for  solution,  it  must  first  be  got  into 
such  form. 

The  ores,  from  which  copper  is  to  be  extracted  in  the  wet  way, 
contain  it  in  the  form  of  oxide,  carbonate,  sul^Dhate  or  sulphide ; 
phosphates  and  arseniates  are  so  rare  that  they  are  only  exceptionally 
treated  by  wet  methods.  From  all  these  ores  except  the  sulphides, 
the  copper  can  be  dissolved  with  sufficient  rapidity  by  the  aid  of 
cheap  solvents.  Ores,  on  the  other  hand,  that  contain  copper  as 
sulphide,  only  admit  of  very  slow  and  imperfect  extraction  by  the  aid 
of  a  cheap  solvent  (ferric  sulphate) ;  the  energetic  solvents,  such  as 
aqua  regia,  nitric  acid,  chlorine  and  hot  concentrated  sulphuric  acid, 
are  too  dear  to  be  applicable  on  a  large  scale.  It  is  therefore 
necessary  to  transform  the  sulphide  of  copper  into  some  form  suitable 
for  solution  by  cheap  solvents  such  as  water,  hydrochloric  acid, 
sulphuric  acid  or  solutions  of  metallic  chlorides. 

We  have  therefore  to  consider  separately : 

1.  The  extraction  of  copper  from  ores,  that  contain  it  as  oxide  or 
carbonate. 

2.  The  extraction  of  copper  from  ores,  that  contain  it  as  sulphate. 

3.  The  extraction  of  copper  from  ores,  that  contain  it  as  sulphide.. 
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la  all  these  cases  the  cojjper  is  brought  into  solution  as  a  sulphate 
or  a  chloride,  and  precipitated  from  solution  by  means  of  iron  as 
metallic  copper,  or  exceptionally  by  sulphuretted  hydrogen  as  sul- 
phide, or  by  lime  as  sub-oxide  or  hydrated  oxide. 

1.   THE  EXTRACTION  OF  COPPER  FROM  ORES  THAT  CONTAIN  IT  AS 
OXIDE  OR  CARBONATE 

Cupric  oxide  only  occurs  exceptionally  in  sufficient  quantity  to 
form  the  object  of  a  wet  process.  Azurite  and  malachite  are  much 
more  abundant.  For  a  while  phosphate  of  copper  together  with 
malachite  was  the  object  of  a  wet  extraction  process  at  Linz  on  the 
Rhine. 

a.  The  solution  of  the  Copper.  From  the  above  combinations 
copper  can  be  dissolved  by  means  of  sulphuric  acid,  hydrochloric 
acid,  ferrous  chloride,  ammoniacal  compounds,  hyposulphite  of  soda 
and  ferric  sulphate.  Of  these  solvents,  only  sulphuric  acid,  hydro- 
chloric acid  and  ferrous  chloride  have  been  employed  practically  ; 
the  others  have  only  been  used  experimentally  and  are  in  part  too 
slow  and  imperfect  in  their  action,  and  in  part  too  dear. 

Svdphuric  and  hydrochloric  acids  act  very  energetically;  their 
applicability  depends  entirely  on  their  price.  If  it  is  low,  they 
should  be  used  in  preference  to  the  much  slower-acting  ferrous 
chloride.  When  there  are  Leblanc  soda  works  near  the  smelting 
works,  the  employment  of  hydrochloric  acid  is  to  be  recommended. 
Ferrous  chloride  has  found  but  limited  application  and  with  variable 
results.  In  the  United  States  and  in  Siebenbiirgen  a  mixture  of 
green  vitriol  and  common  salt,  in  which  ferrous  chloride  is  the  active 
solvent,  has  been  employed  (Hunt-Douglas  process).  More  recently 
in  the  United  States,  sulphuric  acid,  to  which  ferrous  chloride  is 
added  after  leaching,  has  been  used  instead  of  ferrous  chloride  (New 
Hunt-Douglas  process). 

A  necessary  condition  for  the  employment  of  acids  is  that  the  ores 
shall  not  contain  in  notable  quantity  other  bodies,  especially  carbon- 
ates, soluble  in  acids.  Other  carbonates  than  those  of  copper  are 
also  prejudicial  to  the  employment  of  ferrous  chloride. 

Lixiviation  luith  SuljjJumc  Acid 

Sulphuric  acid  is  either  used  as  such,  or  else  sulphur  dioxide, 
nitrous  fumes  and  water  vapour  are  allowed  to  act  on  the  ores. 

When  liquid  sulphuric  acid  is  used  (as  is  done  when  sulphuric 
acid  chambers  exist  in  the  neighbourhood  of  the   works),   vessels   of 
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sheet  lead  supported  by  wood,  or  of  acid  proof  stoue,  are  used  ;  ou 
a  smaller  scale  stoneware  vessels  may  also  be  used.  Cupric  oxide, 
azurite,  malachite,  and  arseniate  of  copper  dissolve  readily,  phosphate 
of  copper  with  rather  more  difficulty.  Cuprite  is  best  left  exposed 
to  the  air  for  some  time  after  being  moistened  with  acid,  whereby  it 
is  transformed  into  cupric  oxide.  At  Stadtberge  in  Westphalia 
and  at  Linz  on  the  Rhine,  ores  containing  1  to  2  per  cent,  of  copper 
used  to  be  sulphated  by  means  of  sulphur  dioxide,  water  vapour,  and 
nitrous  gases,  and  then  lixiviated.  At  Stadtberge  the  ores  were  azurite 
and  malachite  disseminated  through  quartzose  schist,  at  Linz,  at  the 
Stern  works,  copper  carbonates  and  phosphates.  The  leaching  vessels 
were  tanks  of  brickwork,  3  feet  1  inch  deep.  Above  the  bottom 
proper  these  had  a  false  bottom  or  grating  made  of  acid  proof  material 
(firebricks  at  Stadtberge,  basalt  columns  at  Linz)  supported  by  bricks 
on  edo-e.  The  ores  were  piled  up  on  this  grating,  the  gases  being 
conducted  underneath  it.  The  latter  were  respectively  generated  by 
roasting  iron  pyrites  in  shaft  furnaces  and  zinc  blende  in  muffle 
furnaces,  and  by  treating  Chili  nitre  with  sulphuric  acid.  The 
sulphur  dioxide,  nitrous  fumes,  and  water  vapour  together  formed 
sulphuric  acid  which  converted  the  copper  compounds  into  sulphates. 
After  8  to  10  days  the  copper  sulphate  was  dissolved  out  by  means  of 
water  or  of  the  acid  mother  liquors  left  after  precipitating  the  copper. 
The  leaching  was,  as  should  always  be  done,  so  conducted  that  fresh 
water  or  the  copper-free  mother  liquor  w^as  allowed  to  attack  the 
most  completely  exhausted  ore,  whilst  the  almost  saturated  solution 
was  run  on  to  fresh  ore  until  it  was  fully  saturated  (22^  to  26°  B.). 
The  liquor  that  drained  away  ran  into  receivers,  whence  it  Avas  again 
pumped  on  to  the  ores.  This  process,  which  extracted  the  copjDer 
down  to  I  per  cent.,  has  long  ago  been  abandoned.  In  Stadtberge 
sulphuric  acid  was  replaced  by  the  cheaper  hydrochloric  acid  as  long 
as  the  supply  of  oxidised  ores  lasted. 

Lixiviation  with  Hydrochloric  Acid 

Hydrochloric  is  preferable  to  sulphuric  acid,  because  it  is  less  apt 
to  form  basic  salts  than  the  latter  (ferric  suljDhate  when  exposed  to 
the  air  is  decomposed  into  basic  sulphate  of  iron  and  free  sulphuric 
acid)  and  therefore  yields  solutions  that  contain  but  little  free  acid, 
and  whicii  accordingly  retjuire  less  iron  for  the  precipitation  of  the 
copper  than  do  solutions  containing  sulphate  of  iron.  On  the  other 
hand  it  attacks  oxide  of  iron  more  energetically  than  does  sulphuric 
acid,  and  is  therefore  less  suitable  than  the  latter  acid  for  treating 
ores  that  contain  much  ferric  oxide. 
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It  was  formerly  used  with  advantage  at  Stadtberge  to  extract 
copper  from  the  above  described  ore  containing  ^  to  2  per  cent,  of 
metal. ^  The  leaching  vessels  were  rectangular  tanks  of  wood  4  feet 
Ih  inches  high,  packed  in  a  bed  of  clay  1  foot  1  inch  thick,  and  fitted 
Avith  a  grating  of  wooden  bars,  upon  which  the  ores  were  piled.  The  first 
tanks  held  29  tons  of  ore,  but  those  erected  afterwards  had  a  capacity 
of  90  tons.  All  the  tanks  were  situated  on  one  level.  The  leaching 
Avas  methodical,  ores  nearly  free  from  copper  being  treated  with 
fresh  hydrochloric  acid  of  12'  to  13^  B.,  as  obtained  from  soda  works, 
whilst  fresh  ore  w^as  treated  with  partially  saturated  solution  until 
the  latter  was  fully  saturated,  which  took  place  at  19°  to  20°  B.  The 
various  solutions  were  allowed  to  remain  12  hours  in  each  tank,  the 
saturation  point  being  reached  in  10  to  12  days.  The  solution  was 
circulated  by  means  of  pumps  and  bucket- wheels.  After  the  solution 
had  percolated  through  the  ores,  it  ran  out  through  a  plug  hole  to 
which  the  bottom  of  the  tank  inclined,  into  receivers,  whence  it  was 
again  lifted  to  its  proper  tank.  The  exhausted  ore  was  allowed  to 
lie  for  another  12  to  1.5  hours  in  water  and  was  then  washed  for  12 
hours  more.  Fresh  acid  was  diluted  with  a  portion  of  the  acid 
mother  liquor.  For  each  100  parts  by  weight  of  copper,  5.50  to  700 
parts  of  hydrochloric  acid  of  12°  to  13°  B.  were  employed.  This  form 
of  lixiviation  had  to  be  abandoned  because  the  carbonates  of  the  ore 
were  replaced  by  sulphides  in  depth. 

At  Twiste  in  Waldeck,  attempts  were  made  to  leach  the  copper 
ores  (malachite  and  azurite)  occurring  in  the  Bunter  Sandstein 
(Lower  Trias)  and  containing  f  to  1  per  cent,  of  copper,  by  means  of 
hydrochloric  acid,  but  had  to  be  abandoned  because  the  ores  con- 
tained from  i  to  1  per  cent,  of  lime,  wdiich  was  dissolved  by  the  acid 
before  it  attacked  the  copper. 

Zixiviation  vAth  SolvMons  cmitaining  Ferrous  Chloride 

Cupric  oxide  and  cupric  carbonate  are  decomposed  by  solution  of 
ferrous  chloride,  forming  cupric  and  cuj^rous  chlorides  and  oxide  of 
iron,  and  in  the  cases  of  carbonates,  also  free  carbon  dioxide,  in 
accordance  with  the  equations  : — 

SCuO      +  2FeCl.,  =  Fe.Og  +  CuCl.,  +  Cu.X'l, 
SCuCOg  -h  2FeClo  =  Fe^Og  -f-  CuCl.;  +  CuX'i;  +  SCO,. 

The  oxide  of  iron  is  precipitated,  whilst  the  chlorides  of  copper 
pass  into  solution,  cuprous  chloride,  which  is  insoluble  in  water, 
dissolving  in  the  excess  of  metallic  chlorides. 

^  Zuitich.  des  Vereins  deutscher  lug.,  16,  30.). 
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The  action  of  ferrous  chloride  on  copper  carbonate  was  demon- 
strated by  experiments  of  Schaffner  and  linger  ^  as  early  as  1862,  whilst 
the  employment  of  ferrous  chloride  as  a  solvent  for  copper  oxide  was 
suggested  some  years  afterwards  in  America  by  Messrs.  Sterry  Hunt 
and  James  Douglas.  The  latter  have  founded  their  "  Hunt  and 
Douglas  "  process  upon  the  above  reaction,  which  process  has  been 
introduced  in  several  places  in  the  United  States,  but  has  under- 
gone notable  modification  in  recent  years. 

As  only  cupric  oxide  or  carbonates  are  suitable  for  this  process, 
cuprous  oxide  must  first  be  converted  into  cupric  oxide  by  ignition 
in  the  jDresence  of  air. 

According  to  the  original  procedure,  the  solvent,  namely  ferrous 
chloride,  was  produced  from  common  salt  and  green  vitriol,  which  by 
double  decomposition  form  ferrous  chloride  and  sodic  sulphate  ;  120 
parts  by  weight  of  salt  were  dissolved  in  1000  of  water  and  280  parts 
of  green  vitriol  added  ;  then  another  200  parts  of  salt  were  added. 
After  the  solution  Avas  separated  from  the  sodic  sulphate,  which 
crystallised  out,  it  was  ready  for  use.  The  ground  ore  was  stirred  in 
wooden  tubs  with  the  solution  which  was  heated  up  to  70°  C  until  the 
copper  was  extracted  ;  the  solution  was  then  filtered  to  separate  it 
from  the  residue  and  from  the  precipitated  oxide  of  iron. 

The  filtrate  was  treated  with  iron,  which  botii  precipitated  the 
copper  and  reproduced  the  original  solvent.  From  cuprous  chloride 
and  iron,  ferrous  chloride  and  copper  are  formed,  Avhilst,  when  both 
cupric  and  cuprous  chlorides  are  present  as  in  this  case,  ferric  chloride 
is  first  formed,  thus  : — 

2CuCl2  +  Cu^Cl,  +  2Fe  =  Fe.Cl,  +  4Cu. 

Ferric  chloride,  however,  and  iron  react,  producing  ferrous  chloride  : — 

Fe^Cle  +  Fe  =  3FeCl,. 

An  action  of  atmosjiheric  air  upon  the  ferrous  chloride  solution, 
forming  a  precipitate  of  basic  iron  chloride  (iron  oxychloride)  thus  : — 

GFeCl  +  30  -  2Fe2C]^;  +  Fe.O^, 

cannot  be  prevented,  although  it  occasions  the  loss  of  some  chlorine, 
as  also  of  some  copj)er  which  is  mechanically  retained  as  oxide  or 
chloride  by  the  jDrecipitate.  This  loss  of  chlorine  must  be  made  good 
by  the  addition  of  fresh  salt.  Any  silver  that  may  be  present  is  con- 
verted into  chloride  by  the  chloride  of  coj)j)er,  and  is  dissolved  in  the 
excess  of  salt.     The  process  was  carried  on  successfully  for  some  time 

1  Berrj.-  ^md  Hiittenm-Zeituivj,  1862,  p.  173. 
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at  Phoenixville,  Peunsylvania,  where  c-upriferons  mattes  containing 
about  20  per  cent,  of  copper  and  20  ounces  of  silver  to  the  ton  of 
copper,  together  with  some  oxidised  local  ores,  were  treated.  The 
crushed  mattes  and  ores  mixed  with  5  jDer  cent,  of  salt  were  roasted 
sweet,  and  then  leached  in  vats  holding  about  5  tons.  The  cement 
copper  jDroduced  contained  75  to  80  per  cent,  of  copper. 

The  advantage  of  the  process  lies  in  its  requiring  relatively 
small  quantities  of  iron  for  the  precipitation  of  the  cojDper,  as  part  of 
the  latter  is  present  in  the  cuprous  state  in  which  it  needs  only  half 
as  much  iron  to  precipitate  it  as  from  a  solution  of  cupric  salt.  The 
objections  to  it  are  the  formation  of  basic  salts,  and  the  ditiiculty  of 
separating  the  solution  from  the  residue,  on  account  of  the  precipitate 
of  hydrated  oxide  of  iron,  which  clogs  the  filters.  The  removal  of 
silver  is  also  injurious  in  the  case  of  such  ores  as  are  to  be  treated 
for  silver  after  the  copper  has  been  got  rid  of. 

To  avoid  these  objections,  the  Hunt  and  Douglas  jDrocess  has  been 
altered  as  follows :  the  cojDper  is  dissolved  out  by  dilute  sulphuric 
acid,  and  ferrous  or  calcic  choride  is  added  to  the  solution,  when 
cupric  chloride  is  formed  ;  if  calcium  chloride  has  been  employed,  a 
precipitate  of  calcium  sulphate  is  thrown  down,  which  must  be 
separated  from  the  solution.  Sulphur  dioxide  is  forced  into  the 
solution,  by  which  the  copper  is  precipitated  as  cuprous  chloride : — 

CuCl,  +  CuSO,  +  SO,  +  2H,0  =  CuoCl,  +  2HoS0,. 

The  cuprous  chloride  is  separated  from  the  solution,  and  treated  with 
iron  or  milk  of  lime  producing  metallic  copper  or  cuprous  oxide  and 
solution  of  ferrous  chloride  or  calcic  chloride.  Into  the  filtrate 
from  the  cuprous  chloride  precipitate,  hot  air  is  blown  by  means  of 
a  Korting's  injector,  which  expels  any  free  sulphur  dioxide  that 
may  be  left  in  it.  The  solution  which  after  this  treatment  consists 
mainly  of  sulphuric  acid  is  again  used  as  a  solvent  for  copper,  whilst  the 
solution  resulting  from  the  precipitation  of  the  copper  by  iron  or  lime, 
and  which  contains  ferrous  chloride  or  calcic  chloride  is  used  again  for 
the  chlorination  of  copper  in  the  copper  sulphate  solution.  The  cujDrous 
oxide  produced  by  treating  cuprous  chloride  with  milk  of  lime  is  to 
be  smelted  with  charcoal  for  metallic  copper. 

This  method  has  the  advantages  that  no  ferric  hydrate  is  formed 
as  in  the  original  Hunt  and  Douglas  process,  that  silver  is  not 
dissolved  by  the  dilute  sulphuric  acid,  and  that  the  jDrecipitation  of 
the  copper,  the  whole  of  which  is  present  in  the  cuprous  state,  requires 
a  relatively  very  small  quantity  of  iron.  The  precipitated  copper 
is,  moreover,  said  to  be  very  pure.     This  process  is  not  used  for  ores 
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but  has  been  introduced  at  Kansas  City,  Missouri,  for  the  extraction  of 
copper  from  calcined  argentiferous  lead  and  copper  mattes,  ^o  data 
iis  to  the  practical  results  are  at  present  available. 

At  Deva  in  Siebenbiiro-en  ^  a  process  with  ferrous  chloride  as  the 
solvent,  but  diftering  from  the  Hunt  and  Douglas  process,  has  been 
used  according  to  Hanch  for  ores  containing  malachite  with  2  per  cent, 
of  copper.  The  ore  was  stamped  fine,  and  charged  in  12  cwt.  lots 
upon  the  perforated  false  bottom  of  a  vat,  upon  which  it  was  spread 
out.  So  much  cold  ferrous  chloride  solution  was  then  run  in  as  to  stand 
8  inches  above  the  top  of  the  layer  of  ore.  The  ore  was  continually 
turned  over  whilst  the  solution  was  allowed  to  run  off  from  the  true 
bottom  of  the  vats,  and  continually  poured  back  again  for  a  period  of  3 
hours.  Then  26  lbs.  hydrochloric  acid  of  20"  B  Avere  added  and  allowed 
to  act  for  2-i  hours,  Avith  constant  circulation,  upon  the  ore,  which  was 
meanwhile  repeatedly  turned  over.  By  this  means  the  copper  was 
dissolved  out  of  the  ores  down  to  0'12  per  cent.  The  precipitation 
was  performed  by  means  of  iron.  This  process  is  not  however,  free 
from  the  objections  pointed  out  above. 

At  Rochlitz  in  the  Riesengebirge  fruitless  attempts  were  made 
in  the  fifties  of  the  present  century  to  extract  copper  from  sandstone 
containing  azurite  and  malachite  by  means  of  ferrous  chloride. 

When  copper  ores  containing  lime  are  being  treated,  there  is  the 
difficulty  to  be  contended  Avith  that  ferrous  chloride  and  calcic  car- 
bonate, in  the  presence  of  air,  are  decomposed  into  calcic  chloride  and 
ferric  hydrate. 

Lixiviation  with  other  Solvents 

Amnionic  carbonate  can  be  used  on  ores  whose  srangues  are  at- 
tacked  by  acids,  for  instance,  calcareous  ores  containing  carbonate  of 
copper.  In  this  case,  however,  no  sulphates  may  be  present,  because 
they  are  decomposed  by  amnionic  carbonate,  producing  amnionic 
sulphate  and  calcic  carbonate.  Experiments  hitherto  tried  in  this 
direction  have  failed  because  ammonia-tight  vessels  Avere  not  em- 
ployed, and  because  the  precipitation  of  the  copper,  for  Avhich  iron 
■cannot  be  employed,  Avas  performed  by  means  of  sulphuretted  hydro- 
gen, sulphide  of  calcium  or  sulphide  of  barium.  By  the  use  of  iron 
vessels,  however,  loss  of  ammonia  may  be  avoided  ;  the  copper  can  be 
obtained  as  oxide  by  distilling  off  the  ammonia,  which  can  thus  be 
recovered.  Hyposulphite  of  sodium  has  been  proposed  by  Strohmeyer 
for  the  solution  of  copper  carbonate,  the  copper  to  be  precipitated  by 

1  Otfiterr.  Ztitsch.,  1876,  p.  489.     Berrj.-  unci  Hiitttnm.  Zt<i  ,  1877,  p.  :>"8. 
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means  of  sulphide  of  sodium.  On  account  of  the  ready  deconi- 
posibihty  of  the  solvent,  and  the  retardation  of  solution  in  the  pre- 
sence of  lime,  this  method  has  not  come  into  use. 

Ferric  sulphate  is  not  employed  by  itself,  but  only  in  combination 
■svith  sulphuric  acid.  It  is  contained  in  the  mother  liquor  after  copper 
has  been  precipitated  by  iron  from  a  solution  of  sulphate,  which 
mother  liquor  is  used,  after  green  vitriol  has  been  crystallised  from  it, 
together  with  fresh  sulphuric  acid  as  a  leaching  agent.  It  acts  both 
in  virtue  of  the  free  sulphuric  acid  and  of  the  ferric  sulphate  which 
it  contains.  Ferrous  sulphate,  too,  will  dissolve  cupric  oxide  with 
the  separation  of  basic  ferric  suljDhate. 

The  action  of  ferric  sulphate  is  the  following  : — 

Fe203,3S03  +  CuO  =  CuSO,  +  FeP32S03. 

b.  Precipitation  of  the  Copper.  The  copper  may  be  in  solution 
as  sulphate,  as  cupric  or  as  cuprous  chloride.  The  precipitant  that 
should  generally  be  used  for  such  solutions  is  metallic  iron.  It  is  also 
used  for  solid  cuprous  chloride,  thrown  down  as  previously  explained. 

Other  precipitants,  which  may  be  exceptionally  employed  (where 
iron  is  not  to  be  had  or  is  very  expensive)  are  salphuretted  hydrogen 
or  aqueous  solutions  of  sulphides,  which  precipitate  copper  as  sulphide, 
as  also  milk  of  lime  for  cupric  chloride  solution,  and  for  cuprous 
chloride  in  solution  or  solid.  Milk  of  lime  precipitates  cupric  hydrate 
from  cupric  chloride,  and  cuj)rous  oxide  from  cuprous  chloride;  it  also 
throws  down  copper  as  cujoric  hydrate  from  a  solution  of  the  sulphate 
but  the  precipitate  is  mixed  with  sulphate  of  lime,  which  is  simul- 
taneously formed.  The  precipitates  of  hydrate  formed  by  milk  of 
lime  are  very  voluminous  and  troublesome  to  smelt.  Up  to  now  the 
precij)itation  of  copper  as  sulphide  (see  page  200),  as  hydrate  or  as 
suboxide,  has  in  no  case  come  into  regular  use. 

For  the  precipitation  of  copper  by  iron,  it  is  desirable  that  the 
solution  should  contain  as  little  free  acid  or  ferric  salts  as  possible, 
otherwise  a  large  quantity  of  iron  is  dissolved  without  contributing 
to  the  precipitation  of  the  copper.  Theoretically,  to  precipitate  100 
parts  by  weight  of  copper  from  cujDric  sulj^hate  or  chloride  solution, 
88*8  parts  of  iron  are  required,  but  from  a  solution  of  cuprous  chloride 
or  from  the  solid  salt,  only  44'4  parts.  In  practice,  however,  the  con- 
sumption of  iron  is  considerably  greater,  because  the  solutions  cannot 
be  kept  free  from  acids  and  ferric  salts.  When  these  are  jDresent  in 
large  Cjuantity,  the  consumption  of  iron  may  rise  to  200  or  300  parts 
to  100  of  copper,  especially  in  the  case  of  sulphate  solutions  con- 
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taining  iron.  The  ferrous  sulphate  by  prolonged  contact  Avith  the  air 
is  decomposed  into  free  sulphuric  acid  and  ferric  sul^^hate  ;  the 
former  dissolves  iron,  and  the  latter  takes  it  up,  forming  ferrous 
sulphate. 

Ferric  chloride  contained  in  hydrochloric  acid  solutions  takes  up 
iron  forming  ferrous  chloride. 

An  especial  disadvantage  attending  the  formation  of  basic  salts  is 
that  these  render  the  j^recipitated  copper  or  "  cement  copper  "  im- 
jDure.  It  is  therefore  necessary  to  get  rid  as  far  as  possible  of  acids 
and  ferric  salts  before  the  precipitation,  and  to  conduct  the  latter  as 
rapidly  as  possible. 

The  best  method  of  eliminating  free  acids  or  of  preventing  the 
formation  of  basic  salts  is  to  continue  the  action  of  the  solutions  on 
the  ores  till  the  former  are  completely  neutral,  and  then  at  once  to 
l^roceed  to  the  precipitation  of  the  copper.  Further,  the  neutralisa- 
tion of  free  acids  by  lime,  the  previous  separation  of  basic  iron  salts 
by  heating  the  solution,  and  the  reduction  of  ferric  to  ferrous  sulphate 
by  sulphur  dioxide  have  all  been  proposed,  but  have  only  found  a 
very  limited  application. 

Turbid  solutions  must  be  allowed  to  clear  in  special  settling  tanks 
before  precipitation.  If  the  solutions  contain  silver,  the  latter  is  first 
precipitated  by  copper,  iodide  of  potassium,  sulphuretted  hydrogen, 
or  by  blowing  iron  dust  into  the  solution. 

Various  proposals  have  also  been  made  for  the  removal  of  arsenic 
and  antimony  (which  bodies  are  also  precipitated  by  iron)  from  the 
solution,  but  none  of  these  have  been  found  sufficiently  perfect  to  be 
adopted.  According  to  Down,^  arsenic  and  antimony  are  only  precipi- 
tated by  iron  from  strongly  acid,  but  not  from  feebly  acid  solutions. 
According  to  Kingzett  and  Lunge,-  as  also  Gibb,  they  are  on  the  other 
hand  said  to  be  precipitated  completely,  the  precipitate  having  a 
composition  similar  to  that  of  Scheele's  Green. 

Iron  is  used  in  the  form  of  wrought  iron,  pig  iron,  iron  sponge 
and  iron  bears.  Pulverulent  iron  in  the  form  of  ground  sponge  acts 
most  rapidly,  then  follow  iron  turnings  and  sheet  iron  (clippings 
from  sheet  mills  and  button  makers).  Bar  iron  yields  a  coarse-grained 
cement  copper,  with  but  little  coherence ;  grey  pig  iron,  which  acts 
faster  than  white,  gives  a  more  pulverulent  precipitate,  whilst  white 
iron  throws  down  coherent  masses.  The  graphite  in  the  pig  iron 
separates  out  during  the  precipitation  and  renders  the  cement  copper 
impure. 

Clippings  of  tin  plate  can  also  be  used  to  precipitate  copper ;  if 

1  DimjUrs''  Journal,  •224,  19.5.  ■  Ihid.  219,  330. 
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the  latter  is  in  solution  as  chloride,  the  tin  can  be    separated    as 
oxide.^ 

Precipitation  of  copper  is  facilitated  by  heating  the  solution,  stir- 
ring it,  and  jiresenting  the  largest  possible  surface  of  iron,  for  which 
reason  the  latter  is  best  in  the  form  of  powder. 

The  solution  maybe  heated  direct  by  allowing  a  flame  to  impinge 
ii^Don  the  liquid  or  by  leading  steam  into  it,  or  indirectly  by  allowing 
tlie  heated  products  of  combustion  or  steam  to  circulate  through 
pipes  in  the  precipitating  vats. 

The  liquor  may  be  stirred  by  means  of  special  apparatus  in  the 
vats  or  by  revolving  the  closed  vats,  or  by  blowing  air  into  the  liquid, 
or  by  allowing  the  solution  to  run  through  a  series  of  troughs  placed 
stepwise,  one  below  the  other.  The  j^recipitating  vessels  are  tanks, 
troughs  or  vats  of  wood,  often  lead-lined.  The  precipitation  of  copper 
is  complete  when  the  bright  surface  of  a  piece  of  iron  dipped  into 
the  solution  is  no  longer  coated  with  a  film  of  copper. 

In  Stadtberge  the  precipitation  of  copper  from  the  hydrochloric 
acid  solution  takes  place  in  a  cylindrical  vat  about  which  clay  is 
rammed.  Inside  it  there  is  a  second  cylinder  open  at  both  ends, 
made  of  wooden  slats,  which  is  connected  with  the  outer  vat  by 
means  of  a  horizontal  grid  consisting  of  radially  disposed  wooden 
slats.  In  the  inner  cylinder  is  a  vertical  shaft  carrying  a  wooden 
stirring  vane.  The  iron  used  for  precij)itation  is  piled  on  the  grid 
between  the  walls  of  the  vat  and  the  inner  cylinder. 

The  shaft  is  driven  by  gearing,  and  the  vane  revolving  drives  the 
solution  against  the  iron,  thus  washing  down  the  copper  dej)osited  on 
the  latter  to  the  bottom  of  the  vat,  whence  it  is 
removed  from  time  to  time. 

The  arrangement  of  this  effective  contrivance 
is  shown  in  Fig.  134.  G  is  the  inner  lattice-work 
cylinder,  r  the  horizontal  grid,  and  z  the  bottom 
of  the  vat. 

At  Stadtberge   127  parts  by  weight  of  iron 
were  required  to  precipitate  100  parts  of  copper 
from     the     solution    of  chlorides.      In    the    old 
Hunt  and  Douglas  process  60  to  70  parts  of  iron  were  consumed, 
and  still  less — about  50  parts — in  the  newer  process.     The  greatest 
consumption   is  in  precipitating  copper  from   solutions  of  sulphates, 
when  it  amounts  to  200  to  300  parts  for  each  100  of  copper. 

The  products  of  precipitation  with  iron  are  cement  copper  and 
mother  liquors.     The  former  is  a  mixture  of  metallic  copper  with 
1  Berrj.-  unci  Hiittt-.n-Zfij.,  1877,  p.  365. 
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basic  salts  of  iron,  particles  of  iron,  graphite,  and  perhaps  also  silica, 
antimony,  arsenic  and  ferric  arseniate.  It  is  Avashed  as  clean  as 
possible  from  these  impurities,  and  either  smelted  for  coarse  copper 
when  it  is  impure,  or  else  refined  direct.  (See  treatment  of  cement 
copper,  page  246.)  The  mother  liquors  contain  chiefly  sulphate  or 
chloride  of  iron.  The  sulphates  are  in  part  used  for  the  manufacture 
of  o-reen  vitriol  by  evaporation  and  alloAving  the  green  vitriol  to 
crystallise  out,  and  in  part  used  again  as  solvents.  The  chlorides 
are  partly  used  again  as  solvents  for  copper. 


2.    THE    EXTRACTION    OF   COPPER   FROM   ORES   WHICH   CONTAIN    IT    IK 
THE   FORM   OF   SULPHATES 

Copper  existing  as  sulphate  is  dissolved  in  water  and  then 
precipitated  by  means  of  iron.  Very  often  copper  is  found  dissolved 
in  mine  waters  (cement  Avaters),  and  then  only  needs  to  be 
precipitated. 

The  lixiviation  of  the  sulphate  is  performed  in  wooden  vats  or  in 
tanks  of  wood  or  masonry,  or  else  in  loose  heaps  lying  upon  a  floor  of 
stamped  clay  or  loam.  Wooden  tanks  are  either  surrounded  with 
clay  or  their  joints  are  made  tight  with  tarred  hemp  or  red  lead  ; 
masonry  tanks  are  coated  inside  with  asphalte  or  cement.  Above  the 
bottom  of  the  leaching  vessel  there  is  a  false  bottom  of  slats  or  of 
perforated  planks  or  acid-proof  slabs  of  stone  with  open  joints  between 
them.  Upon  this  false  bottom  a  filter  of  straw,  brushwood,  heather 
or  coke  is  arranged,  and  upon  this  the  ore  is  dumped.  Water 
is  poured  over  it,  which,  in  percolating  through  the  ore,  takes  up  the 
sulphate  of  copper  and  passes  through  the  filter  and  the  false  bottom 
to  the  bottom  of  the  tank.  This  bottom  has  a  gentle  slope,  so  that 
the  liquid  runs  over  it  through  an  open  gutter  or  through  a  Avooden 
or  leaden  pipe.  An  indiarubber  pipe  that  can  be  closed  by  clamps 
may  also  be  employed. 

Leaching  tanks  are  best  arranged  on  one  level ;  the  leaching  is 
performed  by  causing  the  solutions  to  circulate,  and  as  already 
pointed  out,  letting  fresh  water  flow  on  to  almost  exhausted  ore,  and 
nearly  saturated  solution  upon  fresh  ore.  The  process  of  Buff-Dunlop, 
for  producing  automatic  circulation  in  the  lixiviation  of  crude  soda, 
cannot  be  applied  here  because  the  mass  is  not  sufficiently  porous. 
The  solutions  are  best  allowed  to  run  into  receiving  tanks,  whence  by 
means  of  injectors,  pumps,  elevators,  &c.,  they  are  lifted  either  direct 
on  to  the  ore  masses  to  be  further  leached,  or  into  high-level  tanks, 
Avhence  thev  are  distributed  to  the  leaching  tanks. 
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The  copper  is  precipitated  by  iron  in  the  manner  already 
explained. 

Sulphuretted  hydrogen  is  but  rarely  used,  and  only  in  such  places 
where  iron  cannot  be  readily  obtained.  It  is  best  generated  by  lead- 
ing sulphur  dioxide  and  water  vapour  over  red-hot  coke  or  charcoal. 
For  this  purpose  the  gases  produced  in  calcining  .sulphides  in  pyrites 
burners  or  kilns  are  aspirated  by  means  of  a  Korting's  injector,  and 
forced  together  with  the  steam  from  the  injector  through  a  shaft 
furnace  filled  with  glowing  charcoal  or  coke.  The  sulphur  dioxide 
is  reduced  to  sulphur  by  the  carbon,  the  water  vapour  forms  with  the 
red-hot  carbon,  hydrogen  and  carbon  monoxide,  and  the  hydrogen 
and  .sulphur  combine  to  form  sulphuretted  hydrogen.  The  coke  or 
charcoal  are  kept  red  hot  by  injecting  a  stream  of  air  from  time  to 
time  as  in  the  production  of  water-gas. 

A  method  devised  by  Sinding  depends  upon  the  action  of  sulphur 
vapour  on  hydrocarbons  and  hydrogen,  another  on  the  decomposition 
of  sulphide  of  sodium  by  carbon  dioxide. 

Sinding  generates  producer-gas  with  raw  fuel,  and  leads  it  over 
red-hot  pyrites;  by  the  action  of  the  hydrocarbons  and  the  hydrogen 
contained  in  the  producer-gas  upon  the  sulphur  evolved  from  the 
pyrites,  sulphuretted  hydrogen  is  formed,  and  is  made  to  traverse  a 
chamber  in  which  the  cupriferous  solution  is  dropping  down  in  the 
form  of  fine  rain.  Gill  and  Gelstharp  in  England  have  produced 
sulphuretted  hydrogen  by  the  action  of  carbon  dioxide  on  sodium 
sulphide. 

More  recently  the  method  of  Chance  has  been  used,  Avhich  con- 
sists in  the  treatment  of  residues  from  the  Leblanc  soda  manufacture 
with  carbon  dioxide. 

Precipitated  svilphide  of  copper  (CuS)  is  separated  from  the 
solution  in  filter-presses  and  is  either  roasted  by  the  English  re- 
verberatory  method  or  is  converted  by  a  blast  of  hot  air  into  copper 
oxide  and  then  smelted  for  coarse  cop^Der  or  refined  copper. 

As  far  as  the  author  knows,  this  method  of  precipitation  has 
been  abandoned  at  Foldal  (Norway)  and  Rio  Tinto  (Spainj,  where 
it  was  formerly  in  use.  It  was  used  in  England  at  Swansea  and  at 
the  Bede  metal  works. 

As  already  stated  milk  of  lime  is  not  suitable  for  precipitating 
sulphate  solutions. 

Mine  waters  containing  sulphate  of  copper,  known  as  cement 
waters,  are  run  through  one  or  more  systems  of  troughs,  inclined  at  an 
angle  of  about  10°,  arranged  stepw^ise  one  beneath  the  other,  filled  with 
iron.     The  Avater  escapes  free  from  copper  from  the  bottom  trough. 

p 


210  METALLURGY 

At  Scliiiiulluitz,  Himgaiy,  copper  is  obtained  from  mine  waters. 
Iron  rods  are  there  arranged  in  gratings  in  the  troughs  ;  to  pre- 
cipitate the  last  portions  of  copper,  after  the  solution  leaves  the  last 
trough,  it  runs  through  vertical  boxes  in  which  it  falls  upon  iron. 
The  j)recipitation  is  promoted  by  the  impact  of  the  solution  upon 
the  iron.  Cement  copper  with  more  than  55  per  cent,  of  copper  is 
refined,  whilst  with  less  percentage  it  is  added  to  the  charge  of 
calcined  matte,  which  is  smelted  for  black  copper  in  shaft  furnaces. 
The  most  impure  cement  copper,  with  under  15  per  cent,  copper,  is 
added  to  calcined  copper  pyrites  to  be  smelted  for  matte.  (Ad- 
ditional information  on  the  extraction  of  copper  from  sulphate 
solutions  will  be  found  on  page  240). 

3,  THE  EXTRACTION  OF  COPPER  FROM  ORES  THAT  CONTAIN  IT  AS 

SULPHIDE 

As  already  pointed  out,  copper  that  exists  as  sulphide  must  first 
be  brought  into  a  condition  in  which  it  can  be  treated  with  cheap 
solvents. 

We  have  accordingly  to  distinguish  : 

(o)  Transforming  the  copper  into  a  form  suitable  for  solution. 
(6)  Dissolving  out   the    copper   from   ores  and  furnace    pro- 
ducts. 

(c)  Precipitating  the  copper  from  its  solution. 

(d)  Converting  the  cupriferous  precipitate  into  merchantable 

copper. 

a.    TRANSFORMATION  OF  THE  COPPER  INTO  A  FORM  SUITABLE 
FOR  SOLUTION 

The  sulphide  of  copper  may  be  converted  into  sulphate,  oxide  or 
chloride,  in  order  to  render  it  readily  soluble.  The  sulphate  may  be 
dissolved  in  water,  the  oxide  in  hydrochloric  and  sulphuric  acids  and 
in  metallic  chlorides,  cupric  chloride  in  water,  and  cuprous  chloride  in 
hydrochloric  acid  and  solutions  of  metallic  chlorides. 

The  Transformafio7i  of  Sulj)hidc  of  Copper  into  Snlp)licde. 

This  can  be  brought  about  by  : — 

1.  Weathering  of  the  ore. 

2.  Slow  calcination, 

3.  Calcination  with  sulphate  of  iron  or  other  easily  decom- 

posable sulphates, 

4.  Heating  the  ore  with  nitrate  of  iron, 

5.  Treating  the  ore  with  solution  of  ferric  sulphate. 
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Weathering  the  Ore 

This  method  can  only  be  employed  without  previous  calcination 
in  the  case  of  such  ores  as  are  specially  prone  to  rapid  decomposition, 
as  is  the  case  with  cupriferous  marcasite.  Such  ores  are  collected  in 
heaps  upon  a  floor  of  clay,  and  are  left  exposed  for  a  considerable 
period  to  the  action  of  the  weather.  Sulphates  of  copper  and  of  iron 
are  leached  out.  By  repeated  leaching  and  by  pouring  over  them 
the  acid  mother  liquors  containing  ferric  sulphate,  which  are  left 
when  the  copper  is  precipitated  from  the  liquors,  decomposition  is 
promoted,  because  these  liquors  decompose  sulphide  of  copper  as 
follows : — 

icH.2SO,  +  Cu,S  +  2Fe,(SOj3=2Cu  S0,  +  4FeS0,  +  S  +  kH,SO,. 

It  is,  however,  very  difficult,  in  most  cases  even  impossible,  to 
convert  the  whole  of  the  copper  into  sulphate  within  any  reasonable 
time.  Generally  a  considerable  number  of  years  is  required  to  obtain 
even  a  moderate  proportion  of  the  copper  in  the  form  of  sulphate. 

Although  this  method  of  forming  sulphate  is  cheap,  it  is  only 
used  exceptionally,  because  the  capital  invested  in  the  ore  lies  un- 
productive for  too  long,  and  because  the  extraction  of  copper  is  im- 
perfect. But,  as  before  said,  sulphate  of  copper  that  has  been  formed 
in  the  mine  and  dissolved  in  mine  waters  is  utilised  as  a  source  of 
copper.  Weathering  is  also  emj^loyed  as  an  auxiliary  in  the  calcining 
process. 

The  Production  of  Sulphate  of  Coirper  Inj  slovj  Calcination 

The  production  of  sulphate  by  slow  calcination  can  only  be  used 
for  ores  that  contain  proportionately  large  amounts  of  iron  pyrites 
and  small  amounts  of  copper  pyrites.  Unless  sulphates  are  added, 
an  even  tolerably  satisfactory  proportion  of  sulphate  of  copper  can 
only  be  produced  by  calcining  in  heaps  or  stalls.  By  the  relatively 
rapid  methods  of  calcining  in  furnaces,  too  large  a  proportion  of  oxide 
of  copper  is  formed  as  compared  with  sulphate.  But  even  slow 
calcination  in  heaps  or  stalls  will  not  convert  all  the  sulphide  of 
copper  into  sulphate  ;  a  part  always  remains  unaffected,  w^hilst 
another  part  is  transformed  into  oxides.  In  order  to  extract  as  much 
copper  as  possible  from  the  ores,  after  the  calcination  has  been  finished 
and  the  sulphate  of  copper  thus  formed  has  been  leached  out,  the 
ores  are  allowed  to  weather,  whereby  in  the  course  of  time  the  copper 
is  converted  into  sulphate ;  or,  provided  there  is  sufficient  copper  in 
the  ore,  the  calcination  is  so  conducted  that  the  sulphide  of  copper 
shall  be  concentrated  in  a  kernel,  whilst  the  sulphate  remains  in  the 
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porou.s  crust  consisting  chiefly  of  oxide  of  iron.  The  kernels  obtained 
by  this  kernel-roasting  are  worked  up  in  the  dry  way,  whilst  the 
sulphate  of  copper  is  leached  out  of  the  crusts. 

The   production  of  sulphate  by  calcination,  without   the   forma- 
tion of   kernels,   followed    by    weathering    of   the   leached    calcined 
ore,  is    used    at   Rio    Tinto,   in  the    province    of  Huelva,  in  Spain. 
The    ores  thus  treated   are   cupriferous  pyrites  with    Ih   to    2    per 
cent,  of  copper;  these  are  slowly  calcined   in  heaps  of  200  to  1,500' 
tons   upon   a  bed  of  brushwood,   firewood,   or  coals.     The    200    ton 
heaps  are  hemispherical,  26  feet  in  diameter   at    the  base  and   ]I 
feet    6    inclies    high.     The    larger,    1,500    ton    heaps  are    elliptical 
in  plan,  the  longer  axis  of  the  ellipse   being  55  feet  9  inches,  and 
the  shorter  axis  32  feet  10  inches ;    their  height   is   also    11    feet 
6  inches.     Air  is  admitted  by  means  of  a  system  of  channels  traversing 
the  heaps.     The   smaller  heaps   burn  for  2  months,  the  larger  ones 
for  6,      To   calcine    100   tons   of  ore  requires  in  the  small  heaps  2*7 
cubic  feet  of  wood  and  in  the  larger  ones  9  cubic  feet.     The  yield  of 
copper  is  greater  in   the  small  heaps  than  in  the  large  ones.     The 
calcined  ores  are   leached  for  50  hours  in  the  manner  described  on 
page  208,  by  which  means  the  copper  present  as  sulphate  is  washed 
out  from  them.     The  exhausted  residues  still  contain  0'4  to  05  per 
cent,  of  copper,  chiefly  as   sulphide,  to  extract  which  the  ores  are 
allowed  to  weather.     With  this  object  they  are  so  piled  on  a  system 
of  horizontal  flues  built  of  dry  stone,  and  connected  with  vertical 
flues  8  inches  in  diameter,  also  built  of  dry  stone,  that  air  can  circulate 
through  the  pile  of  ore.     The  vertical  flues  are  continued  in  proportion 
as  the  heap  gets  higher  by  the  piling  on  of  additional  ore.     As  soon 
as  the  damp  heap  has  reached  a  certain  height,  the   sulphides  begin 
to  decompose,  as  is  shown  by  the  temperature  rising.     By  checking 
the  air  supply  it  is  kept,  if  possible,  from  rising  so  high  that  the  heap 
takes  fire.     From   time  to  time,  the  heap,  or  a  portion  of  it,  if  it  is 
a  large  one,  is  leached  out,  and  the  liquor  conducted  to  the  precipi- 
tating vessels.     The  exhaustion  of  the  heap.«,  which  are  continually 
being  increased  and  may  reach  500,000  tons,  will  not  be  completed 
in  measurable  time,  as,  in  spite  of  frequent  leaching,  the  weathering 
proceeds  very  slowly.     It  is  even  held  that  these  huge  heaps  will 
still  be  producing  sulphate  of  copper  long  after  the  mines  shall  have 
been  worked  out. 

At  the  foot  of  the  large  heaps,  smaller  piles  of  raw  ore  are  also 
constructed,  which,  when  they  are  thoroughly  alight,  are  covered 
with  calcined  and  raw  ores.  They  are  moistened  to  i^romote  leaching 
as  fcir  as  jDossible. 
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With  the  object  of  simplifying  the  complete  conversion  of  the 
copper  into  sulphate,  it  has  been  proposed  to  do  away  with  the 
method  of  leaching  in  special  vats  to  be  presently  described,  and  to 
calcine  the  ore  in  smaller  heaps  on  the  above  described  system  of 
flues  ;  then  to  spread  out  the  roasted  ores,  to  build  a  second  heap  on 
this  layer,  to  calcine  that,  spread  it  out  in  turn,  and  so  on.  The 
layers  of  ore,  thus  spread  out,  are  leached  from  time  to  time.  It  is, 
however,  to  be  feared  that  leaching  in  heaps  would  be  neither  as 
rapid  nor  as  effective  as  leaching  in  vats,  and  that  the  complete 
extraction  of  the  copper  might  therefore  be  still  further  delayed.^ 

The  production  of  sulphate  with  the  simultaneous  jDroduction  of 
kernels,  or  kernel-roasting,  is  only  applicable  to  ores  free  from  gangue 
and  which  do  not  decrepitate.  It  lias  been  fully  described  on  page 
34.  It  was  used  at  Agordo  (Venice),  Foldal  (Norway),  Kedabeg 
(Caucasus),  and  Wicklow  (Ireland),  but  has  been  given  up  for  reasons 
already  enumerated. 

The  Production  of  Sulphate  of  Copjjer  hy  Calcining  Ores  with 
Sulphate  of  Iron  or  Other  Readily  BecomposaMe  Sxdphate& 

By  calcining  finely  ground  pyritic  chalcopyrite  poor  in  copper, 
intimately  mixed  with  sulphate  of  iron,  it  is  possible  to  convert  the 
greater  part  of  the  copper  into  sulphate.  Sulphate  of  alumina  acts 
like  sulphate  of  iron,  and  according  to  Monnier  an  addition  of  sul- 
phate of  soda  also  promotes  the  formation  of  sulphate  of  copper. 

The  formation  of  sulphate  by  the  aid  of  green  vitriol  or  of  the 
mother  liquors,  resulting  from  the  precipitation  of  copper  from 
solutions  of  its  sulphate  by  means  of  iron,  is  best  carried  out  by 
means  of  heap-roasting.  Reverberatory  furnaces  are  seldom  used  , 
because  the  quantity  of  suljahate  formed  is  less  on  account  of  the 
more  rapid  calcination.  Reverberatory  furnaces  have  been  used  to 
obtain  sulphate  of  copper  from  copper  matte  with  the  addition  of 
sulphate  of  soda,  or  from  copper  speiss  with  the  addition  of  iron 
pyrites,  but  they  have  only  been  employed  quite  exceptionally  for 
the  direct  production  of  sulphate  of  copper  from  ores.  Reverberatory 
furnaces  were,  however,  used  in  conjunction  with  stalls  at  Balan  in 
Siebenbiirgen. 

Simple  heap  roasting  has  been  used  with  good  results  at  Agordo 
m  the  Venetian  Alps  and  at  Majdanpec  in  Servia.  At  Agordo,  the 
mme  fines  (iron  pyrites  with  1  to  2  per  cent,  of  copper)  were  crushed 
fine,  made  into  a  stiff  paste  with  mother  liquors  containing  sulphate 
of  iron  produced  in  precipitating  the  copper,  and  which  had  a  density 

1  Knab,  Trait 6  de  MtituUimjie,  p.  146. 
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of  26^  to  30°  B.,  and  then  pressed  in  brass  moulds  into^truncated 
conical  lumps  3  inches  high  and  4  inches  across  at  the  base.  These 
lumj^s  Avere  air-dried  for  3  weeks,  and  then  built  into  heaps.  The 
heaps  were  covered  with  mine  smalls,  over  which  was  a  covering 
of  exhausted  crusts  from  kernel  roasting.  When]['dry  crusts  Avere 
available  they  were  used  to  cover  small  heaps^without  the  layer  of 
mine  smalls.  If  the  latter  were  replaced  by  damp  crusts,  the  upper 
layers  of  lumps  were  found  to  absorb  moisture  from  them  and  to 
become  agglomerated,  when  the  conversion  into  sulphate  was  un- 
satisfactory. For  small  heaps  the  calcination  lasted  from  4  to  5 
months,  for  large  ones  from  10  to  12.  The  greater  part  of  the  copper 
was  thus  converted  into  sulphate,  being  aided  by  the  decomposition 
of  the  sulphate  of  iron,  which  splits  at  high  temperatures  into  sulphur 
trioxide  and  oxide  of  iron. 

At  Majdanpec  in  Servia,^  ores  containing  under  2  jDer  cent,  of 
copper,  partly  as  chalcocite,  and  partly  as  malachite  and  cuprite, 
were  mixed  in  the  proportion  of  12*5  parts  by  weight  of  oxidised  and 
9"5  of  pyritic  ores,  after  being  crushed,  and  made  into  bricks  of  11 
lbs.  weight.  As  shown  by  the  subjoined  analysis,  the  ore  mixture 
contained  so  much  moisture  and  sulphates  that  no  artificial  ad- 
ditions were  required  : — 

Cu^S 1-05 

CuCO, 0-30 

CuoO 0-95 

IXOg 9-51 

FeS., 34-39 

H.sb, 1-02 

CaCOy 5-74 

SiO, r^-32 

MgSO^ 4-56 

AU(S0J3 3-51 

AI2O3 3S1 

H,0 16-00 

As,Ag traces. 

The  ores  were  piled  in  heajjs,  dried  for  a  month,  and  then  calcined 
in  heajDS  of  300  tons  Avith  a  consumption  of  7  tons  of  beech  faggots, 
the  heaps  being  covered  with  a  layer  of  mine  smalls.  The  calcina- 
tion lasted  3  months,  during  Avhicii  the  various  copper  comjjounds 
were  converted  into   sulphate  by  the  suljjhur  trioxide  jDroduced  by 

Bcrtj.-  und  Hiittai.-ZtltuiKj,  I8S0,  p.  cIS. 
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the  decomijosition  of  the  sulphates  of  iron  and  alumina  as  well  as  by 
the  calcination  of  pyrites.  In  the  interior  of  the  heap  the  copper 
was  converted  into  sulphate  down  to  ^  to  ^  per  cent.,  in  the  outer 
parts  down  to  ^  to  f  per  cent. 

At  Balan  in  Siebenbiirgen,  Transylvania,  calcination  in  rever- 
beratory  furnaces  is  combined  with  stall  roasting,  according  to 
Flechner.i  The  ores  contain  1'5  to  23  per  cent,  of  copper,  some 
pyrites  and  78  to  84  per  cent,  of  gangue ;  the  latter  consists  of  52  to 
54  per  cent,  of  silica,  20  to  22  per  cent,  of  ferrous  oxide,  and  5  to  8 
per  cent,  of  alumina.  The  ores  are  first  roasted  in  quantities  of  30  to 
40  tons  in  stalls,  whereby  j-  of  the  sulphur  is  removed,  then  crushed, 
made  into  a  paste  with  ferrous  sulphate  mother  liquor  of  4^  to  6°  B, 
stacked  in  heaj)s  of  15  to  20  tons,  and  left  for  some  days,  after  which, 
they  are  calcined  in  reverberatory  furnaces  fired  by  gas.  The  copper 
is  said  to  be  converted  into  sulphate  and  leached  out,  down  to  0*4  to 
0"7  per  cent.  The  leaching  is  performed  with  mother  liquors,  re- 
sulting from  the  precipitation  of  the  copper.  The  exhausted  ores  are 
allowed  to  weather,  to  be  again  subsequently  leached.  The  formation 
of  sulphate  is  said  to  reach  its  maximum  when  the  ores  contain 
25  per  cent,  of  sulphides. 

Formation  of  Sulphate  of  Copper  hy  Heating  the  Ores  ivith  Nitrate 

of  Iron 

Perrino  proposes  to  heat  copper  pyrites  with  nitrate  of  iron  to 
a  temperature  of  50°  to  150°  C  ;  this  jjrocess  is  said  to  transform 
the  copper  into  sulphate,  whilst  sulphide  of  iron  is  not  attacked. 
The  nitrous  fumes  evolved  are  to  be  oxidised  by  the  air  to  nitric  acid 
again,  which  is  to  be  used  to  regenerate  nitrate  of  iron.  This  process 
which  dispenses  with  calcination,  has  not  yet  been  employed  on  the 
large  scale.- 

Formation  of  Sulphate  of  Copper  hy  the  aid  of  Ferric  Sulphate. 

As  already  stated,  sulphide  of  copper  is  converted  into  sulphate 
by  the  action  of  ferric  sulphate  in  accordance  with  the  equation  : — 

kH,SO,  +  Cu^S  +  2Fe.,(S0  J3  =  2C  uSO,  +  4FeS0,  +  S  +  aH.SO, 

This  j^rocess  acts  as  a  subsidiary  process  during  the  leaching 
of  ores  roasted  for  sulphate  or  weathered,  in  that  the  liquors  always 
contain  .large  quantities  of  ferric  sulphate,  which  ^^romote  the  forma- 
tion of  sulphate  from  sulphide  and  oxide  of  copper. 

1  Oesterreich.  Zeitschrift,  1882,  p.  .35.5  ;  1883,  pp.  455,  463. 
'■^  Berg.-  unci  HiUfenm.-Zeituny,  1888,  No.  20. 
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Ferric  sulphate  has  not  been  used  independently  for  wet  methods 
on  account  of  its  comparatively  slow  action,  but  has  been  proposed 
for  decomposing  sulphide  of  copper  for  an  electrolytic  method.  (See 
page  249.) 

THE  TRANSFORMATION  OF  SULPHIDE  OF  COPPER  INTO  OXIDE 

This  is  effected  when  the  calcined  ore  is  to  be  treated  by  the 
already-described  Hunt  and  Douglas  process.  It  may  also  be  used 
when  sulphuric  or  hydrochloric  acids  are  to  be  obtained  very  cheaply. 
For  economic  reasons  it  is,  however,  preferred  to  convert  sulphide  of 
copper  into  chloride  by  calcination  with  salt,  or  to  calcine  for  sulphate 
rather  than  to  convert  the  sulphide  into  oxide  of  copper.  Apart, 
therefore,  from  the  Hunt  and  Douglas  process,  the  conversion  of  sul- 
phide intt)  oxide  of  copper  is  only  undertaken  under  exceptional 
circumstances.  In  the  case  of  furnace  products,  i.e.,  argentiferous 
copper  mattes,  sulphide  of  copper  is  more  often  converted  into  oxide 
with  a  view  to  dissolving  the  latter  in  sulphuric  acid  (i.e.,  at  Freiberg) 
Argentiferous  mattes  are  also  prepared  in  the  same  way  for  treat- 
ment by  the  new  Hunt  and  Douglas  process. 

Sulphide  of  copper  is  converted  into  oxide  by  calcination  of  the 
crushed  ores  in  reverberatory  furnaces,  or  in  muffle  furnaces  if 
sulphuric  acid  is  also  to  be  made.  These  furnaces  are  similar  to 
those  described  under  the  dry  methods  of  copper  extraction.  By  the 
calcination  of  ores  in  heaps,  stalls  and  shaft  furnaces,  the  object  is 
only  imperfectly  attained,  as  not  all  the  sulphide  of  copper  is  con- 
verted into  oxide. 

As  an  example  of  the  oxidising  calcination  of  ores  for  the  produc- 
tion of  copper  oxide.  Ore  Knob  in  the  United  States  may  be  cited, 
where  iron  pyrites  containing  chalcopyrite  is  calcined  in  reverbera- 
tory furnaces  with  three  hearths.  The  ore,  which  is  rabbled  every  | 
hour  remains  12  hours  on  each  hearth.  The  calcined  ores  contain 
7'75  per  cent,  of  oxide  of  copper  and  415  per  cent,  of  sulphate. 

THE  CONVERSION  OF  SULPHIDE  OF  COPPER  INTO  CHLORIDE 
(cuprous  OR  CUPRIC) 

This  operation  may  be  performed  in  the  wet  or  in  the  dry  way, 
in  the  wet  way  by  treating  the  ores  with  ferric  chloride  or  witli  ferrous 
chloride  and  hydrochloric  acid,  in  the  dry  way  by  calcining  with  salt. 
The  wet  method  is  slow,  whilst  dry  chlorination  is  rapid  and  relatively 
thorough.  The  dry  way  should  therefore  be  employed  as  a  rule,  and 
the  wet  way   only  used  when  the   cost  of  dry  chlorination   becomes 
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excessive  on  account  of  the  high  price  of  fuel,  or  when  on  no  con- 
sideration can  the  products  of  calcination  be  allowed  to  escape  into 
the  atmosphere,  however  completely  the  hydrochloric  acid  may  first 
have  been  condensed. 

Formation  of  Chloride  of  Copper  in  the  Wet  Way 

Tlie  conversion  of  sulphide  into  chloride  of  copper  by  means  of 
ferric  chloride  is  applied  at  Rio  Tinto  to  cupriferous  pyrites  with  an 
average  of  2 '68  per  cent,  of  copper  ;  it  is  there  known  as  the  "  Dotsch  " 
process,  after  the  name  of  its  inventor.  Sulphide  of  copper  is  con- 
verted into  cuprous  or  cupric  chloride  in  accordance  with  tlie  following 
equations  : — 

CuS  +  Fe,C],  =  2FeC],  +  CuCl,  +  S 
Cu,S  +  Fe,C%=-FeCU  +  Cu,ci',  +  S. 

The  result  is  a  solution  containing  cupric  chloride,  cuprous 
chloride  dissolved  in  ferrous  chloride,  and  ferrous  chloride.  After 
precipitation  of  the  copper  by  iron,  ferric  chloride  is  regenerated  by 
leading  chlorine  into  the  solution. 

The  ore  is  broken  by  rock-breakers  into  pieces  of  0"0G  cubic  inch 
and  stacked  in  heaps  49  ft.  3  inches  square,  and  13  feet  high,  iti 
which  there  are  a  series  of  dry  stone  horizontal  and  vertical  flues,  just 
as  there  are  in  the  heaps  for  producing  sulphate  of  copjjer  at  Rio  Tinto. 
When  the  heaps  are  built  up,  a  mixture  of  ferric  sulphate  and  salt  is 
distributed  through  them  in  such  proportions  that  the  two  substances 
may  interact  forming  ferric  chloride  and  sodic  sulphate.  Ferric  sul- 
phate is  obtained  at  Rio  Tinto  as  a  decomposition  product  of  iron  pyrites 
and  of  solutions  of  ferrous  sulphate.  The  heaps  are  then  moistened  with 
liquors  containing  ferric  chloride  when  the  above  reactions  take  place. 
To  ensure  as  uniform  a  distribution  as  possible  of  the  fluids,  wooden 
tanks,  32  feet  9  inches  square,  are  erected  on  the  heaps,  into  which 
the  liquors  are  pumped  by  rubber  pumps.  The  solutions  percolate 
through  the  heaps  and  run  off  at  their  foot  into  the  precipitating 
vessels,  in  which  the  copper  is  precipitated  by  iron.  After  the  ferrous 
chloride  of  the  resulting  liquor  has  been  transformed  into  ferric  chlo- 
ride by  means  of  chlorine,  the  liquor  is  again  pumped  up  and  used 
over  again.  The  liquors  flowing  from  the  heaps  contain  11  to  15^  lbs- 
of  copper  in  35  cubic  feet  of  solution.  By  this  means  one  half  of  the 
copper  in  the  ore  (1'34  per  cent,  of  the  ore)  is  transformed  into  chlo- 
ride and  dissolved  out  within  4  months.  Of  the  remaining  copper 
0"86  per  cent,  is  extracted  in  2  years  more.  The  residues  contain 
0"48  per  cent,  of  copj)er,  which  is  lost. 
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The  ferrous  chloride  in  the  liquor  is  retrausformed  into  ferric 
chloride  by  letting  it  fall  in  a  fine  shower  through  a  tower  filled 
with  pieces  of  wood,  quartz  or  coke,  in  which  gases  containing  chlorine 
are  made  to  ascend. 

The  chlorine  is  obtained  by  heating  salt  with  sulphate  of  iron 
in  a  reverberatory  furnace,  the  iron  being  half  in  the  ferrous  and 
half  in  the  ferric  state;  in  the  reverberatory  furnace  it  is  all  con- 
verted into  ferric  sulphate.  The  charge  is  4  cwt. ;  air  enters  the 
furnace  through  three  working  doors  and  through  a  hollow  fire 
bridge. 

The  reactions  that  ensue  are  the  following  : — 

2FeS0,   +  4NaCl  +  30  =  Fe.Og  +  2Na,S0,  +  401 
Fe.SO,  +  2NaCl  +    O  =  Fe.p^  +    NaJSO,  +  2C1. 

Together  with  these  reactions,  others  producing  a  certain  amount  of 
hydrochloric  acid  also  take  place ;  in  order  to  convert  this  as  far  as 
j)ossibIe  into  chlorine,  a  certain  quantity  of  oxide  of  manganese  is 
piled  on  the  furnace  bed,  close  to  the  fluebridge.  The  gases  evolved 
are  led  into  the  above  mentioned  towers,  in  which  the  chlorine 
contained   in  them   regenerates  the   ferric   chloride. 

Attempts  have  been  made  at  E,io  Tinto  to  shorten  the  chlorina- 
tion  by  first  digesting  the  ores  with  ferric  chloride  in  vessels  and 
afterwards  stacking  them  in  heaps  and  treating  as  above  described. 
By  digestion  with  ferric  chloride  it  was  found  possible  to  chloridise 
^  to  i  of  the  copper  present  and  to  get  it  into  solution  within  10 
days.  By  this  plan  in  conjunction  with  chloridising  in  heaps  it  is 
hoped  that  the  total  process  may  be  finished  in  less  time  than  by 
chloridising  in  heaps  alone. 

The  sulphur  of  the  iron  pyrites  is  but  little  attacked  in  the 
Dotsch  process  so  that  the  leached  ore  can  still  be  used  for  the 
manufacture  of  sulphuric  acid.  As  this  process  entirely  avoids 
calcination,  it  is  worth  considering  in  localities  where  sulphuric  acid 
is  not  manufactured,  and  where  at  the  same  time  sulphurous  fumes 
may  not  be  allowed  to  escape  into  the  atmosphere. 

The  transformation  of  sulphide  into  chloride  of  copper  by  means 
of  ferrous  chloride  and  hydrochloric  acid  is  performed  at  Stadtberge 
in  Westphalia. 

This  process  depends  on  the  fact  that  ferrous  chloride  containing 
hydrochloric  acid,  when  exposed  to  the  air,  is  partly  converted  into 
ferric  chloride  and  ferric  hydrate,  the  latter  being  also  converted 
into  ferric  chloride  by  the  hydrochloric  acid.  Ferric  chloride  chlori- 
dises  the  sulphide  of  copper  as  above  explained,  with  the  formation 
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of  ferrous  chloride.  The  chloride  of  copper  is  dissolved  out  of  the  ore 
by  means  of  liquors  rendered  acid  with  liydrochloric  acid,  and  the 
copj^er  is  precipitated  by  iron  from  the  solution  of  copper  chloride 
and  ferrous  chloride,  which  is  thus  obtained.  The  mother  liquor 
is  emjDloyedjin  part  mixed  with  hydrochloric  acid  for  chloridising  fresh 
ore,  and  in  part  for  dissolving  out  the  chloride  of  copper  when  formed. 

Chloridation  takes  place  when  the  ore,  saturated  with  the  solution 
of  ferrous  chloride  and  hydrochloric  acid  is  stacked  in  heaps  and 
allowed  to  weather. 

The  ore  at  Stadtberge  is  a  siliceous  schist  containing  2  to  2  | 
per  cent,  of  copper  chiefly  in  the  form  of  chalcocite,  partly  as  sul- 
phate {Pj,  and  to  a  smaller  extent  in  an  oxidised  state.  An  average 
analysis  gave  the  following  result : — 

SiO. 74-28 

Al.,Oo 10-88 

Fe"    "^ 2-17 

r^  i).t3i)o      f  (of  Avhicii  103  per  cent. 

(in  soluble  in  HCl.) 

Ag 0-0025 

CaO 0-61 

P2O5 0-48 

S 1-.53 

SO3 0-155 

CO.,   . 0-710 

H,0 0-585 

Loss  on  ignition 6  510 

The  ores  are  broken  down  in  rockbreakers  and  then  crushed  between 
rolls  to  0-09  to  0-12  cubic  inch  ;  they  are  then  transferred  to 
wooden  tanks  round  which  clay  has  been  rammed,  provided  w^ith 
wooden  false  bottoms  about  6  inches  above  the  actual  bottom. 
Each  tank  holds  100  tons  which  forms  a  layer  35  to  40  inches  deep 
on  the  false  bottom.  The  chloridising  solution  is  lifted  by  means  of 
a  bucket  wheel  and  poured  over  the  ore  which  it  completely  covers. 
It  is  allowed  to  act  for  three  days  and  is  rendered  more  energetic  in 
its  action  by  being  run  off  from  time  to  time  and  then  poured  on 
again.  The  solution  consists  of  the  mother  liquor  resulting  from 
the  precipitation  of  the  copper  by  iron  and  contains  per  gallon  : — 

Ferrous  chloride 1-7707  lbs. 

Ferric  chloride 0-0264     „ 

Cupric  chloride 0-0112     ,, 

Sodic  chloride 0-0183     „ 

Aluminic  chloride 0-0977     „ 

Calcic  sulphate 0-0788     „ 
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For  each  cwt.  of  ore,  4^  lbs.  of  hydrochloric  acid  of  20^  B  are 
added.  In  order  to  dissolve  the  minute  quantity  of  silver  contained 
in  the  ore,  which  is  converted  into  chloride  by  the  solution,  2 
lbs.  of  salt  are  added  for  each  gallon  of  liquor.  Sulphate  and  oxide 
•or  carbonate  of  copper  are  dissolved  by  the  solution,  thus  rendering 
the  ore  more  porous  and  better  adapted  for  the  weathering  that 
follows  the  saturation.  After  this  action  has  gone  on  for  three  days 
the  copper  in  the  ore  is  reduced  to  ^between  1'2  and  1'5  per  cent.;  the 
liquor  is  then  run  off  and  is  used  for  dissolving  the  chloride  of  copper 
from  the  weathered  ore. 

The  ores  saturated  with  the  chloridising  solutions  are  removed 
from  the  tank,  stacked  in  heaps  10  feet  high,  and  exposed  to  the 
weather  for  three  months,  during  which  time  they  become  dry. 
At  the  end  of  this  time  the  greater  part  of  the  copper  (all  except 
(J"4  per  cent.)  has  been  converted  into  cuprous  and^  cupric  chlorides, 
oxychloride  and  sulphate  of  copper,  and  the  silver  into  chloride  of 
silver.  The  ores  are  now  leached  with  liquors  containing  hydro- 
chloric acid,  which  are  in  part  the  solutions  that  have  been  used  for 
saturating  the  ore,  till  only  U"4  per  cent,  of  copper  remains,  and  are 
allowed  then  to  weather  still  further  upon  a  bed  of  clay,  when  some 
more  copper  is  obtained. 

The  process  gives  a  good  yield  of  copper  and  entails  a  compara- 
tively small  consumption  of  iron  for  precipitation,  namely,  105  parts 
iron  to  100  parts  of  copper. 

Froduction  of  Chloride  of  Cc2)pcr  in  the  Dry  Way 

This  method  is  largely  used  at  present  in  Europe,  for  extracting 
€opper  from  cupriferous  pyrites  containing  only  a  moderate  quantity 
of  copper  (3  per  cent,  to  S  per  cent.).  It  consists  in  an  oxidising 
calcination  of  the  ores,  performed  in  shaft  furnaces  if  the  sulphur 
vapours  are  to  be  utilised  for  sulphuric  acid  making,  and  a  subsequent 
chloridising  roasting  with  salt  or  Abraumsah  in  reverberatory  or 
muffle  furnaces,  whereby  the  copper  is  converted  chiefly  into  cujjric 
and  only  in  small  part  into  cuprous  chloride.  The  chloride  of  copper 
is  leached  out  and  the  cojDper  precipitated  from  the  solution  by 
means  of  iron. 

The  method  had  long  previously  been  j^roposed  by  Longmaid 
Schaffner,  Becclii  and  Haupt,  but  was  only  introduced  in  England  in 
consequence  of  the  exj^eriments,  on  a  large  scale,  of  Henderson, 
Phillips,  Tennant  and  others,  Avhen  it  was  employed  upon  the  cupri- 
ferous pyrites  of  Spain  and  Portugal.  It  was  afterwards  adojDted  in 
Germany,  Austria,  Belgium  and  Sweden.     It  is  in  use  at  present  in 
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England  (Tyne  district  and  South  Lancashire),  Belgium  (Hemixemi 
near  Antwerp),  Sweden  (Atvidaberg  and  Fahlun),  Germany  (Duisberg, 
Konigshutte,  and  till  recently  at  Oker),  and  Austria  (Aussig  in 
Bohemia  and  Wittkowitz  near  Mahrisch-Ostrau).  It  is  especially 
important  for  Spanish,  Portuguese,  Norwegian  and  Hungarian  pyrites 
with  an  average  copper  contents  of  3  to  4  per  cent, ;  these  ores  are 
first  calcined  in  sulphuric  acid  works  down  to  S  or  4  per  cent,  of 
sulphur  and  then  disposed  of  to  copper  or  iron-works.  The  copper  is 
extracted  by  means  of  this  process  and  the  residues,  consisting  chiefly 
of  ferric  oxide,  are  used  iii  iron  woiks  as  a  source  of  iron. 

The  English  process  has  been  described  by  the  following  writers : 
Clapham  (Chem.  News,  xxiii.  26;  Wagner's  Jahresberichte,  f.  1871, 
184) ;  Wedding  and  Ulrich  (Preuss.  Minist.  Zeitschr,  xix.  208.)  ; 
Lunge  (Dingl.  Journ.  cciv.  288  ;  cxiv.  460  ;  ccxv.  54  and  229 ;  ccxix. 
323  ;  Wagner's  Jahresberichte,  f.  1872, 170  ;  1875, 188  and  307  ;  1876, 
175  ;  Handbuch  der  Soda-Industrie,  Brunswick,  1879,  Vol.  I  p.  544), 
Gibb  (Chem.  News,  xxxi,  105).  Braiioing  has  communicated  an 
article  on  the  process  at  Oker  to  the  Preuss,  Minist.  Zeitschr.  1877, 
p.  156. 

The  process  depends  upon  the  reaction  which  ensues  when 
calcined  pyrites,  which  still  contains  some  4  per  cent  of  sulphur 
mainly  in  the  form  of  sulphide  of  iron,  is  roasted  vrith  sodium 
chloride  or  with  the  so-called  Alraumsalz  (chlorides  of  sodium, 
magnesium,  potassium  and  calcium) ;  sulphate  of  copper  is  formed, 
which  forms  by  double  decomposition  cupric  or  cuprous  chloride 
and  sodic  sulphate.  The  formation  of  cupric  sulphate  is  due 
chiefly  to  the  sulphuric  acid  of  the  sulphate  of  iron  which  partly 
exists  ready  formed  in  the  calcined  ore,  and  partly  is  produced  from 
the  sulphide  of  iron,  and  which  in  part  is  split  up  into  ferric  oxide 
and  sulphur  trioxide  and  in  part  forms  with  the  sodic  chloride  sodic 
sulphate  and  ferrous  and  ferric  chlorides,  which  latter  substances 
exert  a  chloridising  action  upon  the  copper.  A  part  of  the  sulphuric  acid 
resulting  from  the  decomposition  of  the  sulphate  of  iron  evolves 
chlorine  from  the  salt  if  it  is  anhydrous,  and  hydrochloric  acid  if  it  is 
in  the  hydrated  state.  Chlorine  chloridises  sulphide  of  copper,  and 
hydrochloric  acid  the  metallic  oxides  present. 

The  result  of  the  calcination  is  a  mixture  of  cupric  chloride,  oxide 
and  sulphate,  cuprous  chloride,  sodic  sulphate,  ferrous  chloride,  ferric 
oxide,  and  sulphates  and  chlorides  of  the  remaining  metals  contained 
in  the  ore.  The  calcination  must  be  so  conducted  as  to  produce  the 
minimum  possible  of  copper  compounds  insoluble  in  \vater,  namely 
copper  oxide  and  cuprous  chloride,  because  these  bodies  require  acids 
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or  chlorine  compounds  to  dissolve  them.  Soluble  ferric  sulphate  too 
should  not  remain  in  the  calcined  ore,  because  it  passes  into  the  solu- 
tions and  entails  an  increased  consumption  of  iron  when  tiie  copper 
is  precipitated. 

The  necessary  conditions  for  success  are  :  not  too  high  a  propor- 
tion of  copper  in  the  ores,  not  too  much  sulphur  and  the  maintenance 
of  a  suitable  temperature  during  calcination. 

If  there  is  too  much  copjoer,  the  whole  of  the  sulj)hide  is  not 
decomposed  by  the  first  calcination,  so  that  part  of  the  copper  is  not 
chloridised  in  the  second  roasting  which  is  not  hot  enough  to 
completely  decompose  sulphide  of  copper,  and  accordingly  escapes 
solution.  In  Oker  8  per  cent,  was  looked  upon  as  the  maximum  for 
good  chlorination,  in  England  6  per  cent. 

The  sulphur  must  not  exceed  1|  times  the  equivalent  of  the 
copper  present,  because  otherwise  too  much  salt  would  be  consumed 
and  the  calcination  would  take  too  long.  If  the  quantity  of  sulphur 
is  insufficient,  the  necessary  quantity  of  raw  pyrites  is  added. 

The  temperature  must  not  exceed  low  redness,  otherwise  too 
much  cupric  chloride  would  be  volatilised ;  in  spite  of  all  precautions 
it  is  impossible  quite  to  prevent  the  production  of  cuprous  chloride 
and  cupric  oxide  or  the  volatilisation  of  small  quantities  of  cupric 
chloride. 

The  gases  evolved  in  the  chloridising  roasting  contain  sulphur 
dioxide,  hydrochloric  acid  and  chlorine,  and  must  therefore  be 
rendered  innocuous  before  being  allowed  to  escape ;  this  is  effected 
by  leading  them  into  towers  filled  with  acid  proof  stones  or  in  the 
case  of  muffle  furnaces  with  coke,  down  which  water  is  allowed  to 
trickle.  The  latter  absorbs  both  the  injurious  gases  and  the 
volatilised  cupric  chloride!  The  towers  are  best  built  of  masonry 
constructed  of  sandstone  slabs  soaked  in  tar,  and  their  upper  part  is 
connected  by  stoneware  or  leaden  pipes  with  stacks  producing  a  strong 
draught. 

The  furnaces  in  which  the  calcination  with  salt  (or  ahraiunsalz)  is 
effected,  are  either  reverberatory  or  muffle  furnaces ;  the  former 
consume  less  fuel  than  the  latter,  but  evolve  the  acid  vapours  that 
have  to  be  condensed,  in  a  highly  dilute  condition.  They  have  fixed 
or  partly  movable  bodies  and  are  fired  by  ordinary  grates  or  by  gas. 
The  calcining  furnaces  take  a  charge  of  2  to  3  tons,  which  forms  a  layer 
5  to  6  inches  deep,  and  requires  8  to  12  hours  for  its  calcination. 

A  reverberatory  furnace  with  fixed  body  and  fired  by  a  grate,  such 
as  is  used  at  the  works  of  the  Bede  Metal  Company  at  Hebburn-on- 
Tyne,  is  shown  in  Figs.  185  to  138.     These  furnaces  are  characterised 


Fig.  135. 


Fig.  136. 


Fig.  137 
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by  a  protecting  arch,  or  curtain  arch  wliich  reaches  from  the  fire 
bridge  ahnost  to  the  centre  of  the  furnace  the  object  of  which  is  to 
prevent  the  ore  that  lies  near  the  bridge  from  being  too  strongly 
heated.  The  grate  is  shown  at  r ;  the  flame  from  it  passes  through 
the  space  between  the  curtain  arch  s  and  the  main  arch  A  into  the 
working  body  of  the  furnace  A.  At  the  end  of  the  latter  the  gases 
enter  the  descending  tiue,  /,  and  from  this  traverse  eight  flues,  h,  that 


Fig.  13S. 

extend  below  the  bed  of  the  furnace.  After  they  have  thus  heated 
the  bed  they  pass  into  the  subterranean  flue,  u,  which  leads  to  the 
acid-condenser.  The  working  doors  are  at  ^,  ^ ;  ^  is  an  iron  pan  for 
warming  the  charge  previous  to  its  entering  the  furnace,  and  /,  /  are 
boxes  through  which  the  mixture  of  ore  and  salt  is  charged.  The 
furnaces  hold  2  tons  16  cwt.,  and  the  time  of  calcination  is  8  hours. 
A 
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Fig.  130. 


Figs  130  and  140  show  a  furnace  wath  fixed  body  and  fired  by 
gas,  such  as  are  in  use  at  Widnes  in  Lancashire,  and  were  in  use  at 
Oker,  where  they  were  later  on  replaced  by  furnaces  with  ordinary 
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grates.  (At  present  the  wet  method  has  been  abandoned  at  Oker 
because  the  supply  of  poor  ores  suitable  for  it  has  fallen  off). 

From  a  producer  not  visible  in  the  engravings,  the  gas  enters  a 
flue  /.•  running  the  entire  breadth  of  the  furnace,  and  thence  five 
flues  g  running  under  the  bed.  Here  it  is  burnt  by  means  of  atmos- 
pheric air  which  enters  through  apertures  h  that  can  be  closed  by 
slides.  The  flame  passes  first  along  the  flues  g  under  the  bottom  of 
the  bed,  and  thence  enters  the  body  of  the  furnace.  Thence  the 
gases  evolved  pass  through  the  flue  i  into  a  flue  leading  to  the  coke 
towers  and  thence  to  the  stack. 

The  furnaces  have  4  working  doors  «in  each  of  the  long  sides  and 

Section  on  A.  B 


Fig.  140. 


4  charging   hoppers  t.     The   charge   is   2h  tons,  and   2   charges  are 
worked  off  in  24  hours. 

The  ores  that  used  to  be  treated  by  the  wet  method  at  Oker  had 
the  following  composition^ : — 

Pyrites 60  per  cent. 

Chalcocito 23     „     „ 

Zinc  blende 6     ,,     ., 

Galena 2     .,     ,. 

Gangue 9     ,.      , 

They  were  first  calcined  in  pyrites  burneis,  which  delivered  the 
fumes  to  the  sulphuric  acid  works.  The  calcined  ores  contained  from 
6  to  9  per  cent,  of  copper  and  5  to  8   per  cent,   of  sulphur  ;   their 

^  Braiining,  /oc.  cit. 

Q 
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chemical  composition  from  the  avei'age  of  a  month's  working,  was  as 
follows : — 


Copper  (chiefly  as  oxide)  . 
Iron  (chiefly  as  ferric  oxide) 
Lead  (as  oxide)    .... 

Silver 

Zinc  (chiefly  as  oxide)  . 
Manganese  (as  sesquioxide) 

Sulphur 

Sulphuric  acid      .... 

Alumina 

Other  sfansfue 


7"83  per  cent. 

40-5:3  „  „ 

2-09  .,  „ 

0-008  ,,  ., 

1-95  .  .. 

0-40  ..  ., 

3-80  .,  ., 

9-51  ..  .. 

4-4-3  ,  , 

11-65  „  „ 


Upon  the  assumption  that  the  suljDhur  is  mainly  combined  with 
iron,  and  the  sulphuric  acid  with  the  metallic  oxides  (CuO,  ZnO,  CaO, 
FeO,  Fe^Og),  the  proximate  composition  of  the  calcined  ores  would 
be  somewhat  as  follows  : — 

CuO 9-80  per  cent. 


Fe.,03  .  . 

FeS.  .  .  . 

PbO"  .  .  . 

Ag      .  .  . 

ZnO  .  .  . 

Mn^Og  . 

SO3     .  .  . 

Al,03  .  . 
Other  gang  lie 


.53-14 
.  718 
.  2-25 
.  0-008 
.  2-43 
.  0-57 
.  9-51 
.  4-43 
.  11-65 

100-918 


The  calcined  ore  was  mixed  with  15  per  cent,  of  (ihraumsalz 
from  Stassfurt  and  ground  under  edge-rollers  to  a  mesh  of 
0-08  inch.  The  daily  output  of  an  edge-mill  was  15  tons  of  ore 
with  the  corresponding  amount  of  salt ;  2i  tons  of  the  mixture  was 
the  charge  for  the  gas-fired  furnace,  and  this  was  heated  to  low 
redness  within  4  hours.  The  mass  was  then  rabbled  for  5  hours  with 
a  very  low  fire  or  without  any,  the  air  valves  being  meanwhile  kept 
open  in  order  to  allow  the  air  to  act  upon  the  charge.  The  latter 
was  then  drawn  and  a  fresh  charge  introduced  as  soon  as  the  furnace 
was  empty  ;  5  tons  of  calcined  ore  were  worked  off  in  24  hours,  with 
a  coal  consumption  of  10  to  12  per  cent.  The  composition  of  the 
ores  after  the  chloridisiug  roast   (with  20  per  cent,  of  the  ahraumsalz) 
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was   as   follows,    according    to    determinatious    made    in    tlie    works 
laboratory  at  Oker  : — 

CuClg 8-17  ^ 

AgCl 0-006 

FeCU 1-38 


ZnCl.,  . 
MnCl . 
NiCl.,' . 
CaCC  . 
AU(Sbj3 
MgSO,  ) 
CuSO,    - 
Na,SO, ) 

Cub   . 

Cu^S    . 


3-42 
1-71 

0-15 
317 
0-56 

20-50 


soluble  in  water 


.....  3-18 

0-03 

PbSO, 1-26 

Fe,03 ^''■^l 

Fe^SOe 1-02 

FeSo 1-18 

AI063 0-44 

Znb 0-46 

CuSO, 119 

Insoluble 319 


insoluble  in  water 


(insoluble  iu  acids) 


The  average  result  obtained  was  that,  of  the  total  copper  in  the 
ores,  after  the  chloridising  roasting,  75  per  cent,  was  soluble  in  water 
(cupric  chloride  and  neutral  sulphate),  20  per  cent,  in  dilute  acids 
(cuprous  chloride,  cupric  oxychloride,  oxide  and  basic  sulphate)  and  5 
per  cent,  in  aqua  regia  (cuprous  sulphide). 

The  works  at  Oker  were  arranged  in  terraces  for  the  sake  of  con- 
venient transport  of  the  solids  and  liquids.  The  arrangement  is  shewn 
in  Figs.  141  to  145\  At  the  highest  level  was  the  charging  floor  a 
on  which  the  pyritic  residues  and  the  salt  were  stored,  to  be  ground 
in  the  two  mills  h,  the  latter  being  driven  by  an  engine  c  of  12  H.  P. 
The  ground  charge  was  run  in  cars  on  a  narrow  gauge  tramline  to 
the  hoppers  of  the  three  calcining  furnaces  d.  The  gas  for  heating 
the  latter  was  generated  in  the  producers  e  ;  the  gaseous  products  of 
combustion  and  calcination  passed  through  the  flues  i  into  the  coke- 
tower  k  and  thence  to  the  stack  y  which  also  worked  the  boilers  r ; 
the  latter  supplied  steam  to  the  engine  c,  for  heating  the  solutions, 
and  for  raising  them  by  means  of  injectors 

^  Braiining,  loc.  cit. 
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The  calcined  ores  were  leached  in  the  tanks /i  lined  with  lead,  and 
the  copjDer  was  precipitated  from  the  solution  by  means  of  iron  in  the 


g 


precipitating  tanks  o,  which  were  also  lead-lined.  To  hasten  the 
precipitation,  the  solutions  were  heated  by  live  steam.  The  copper- 
free  solutions  ran  into  the  reservoirs  i>i\  whence  they  could  again  be 
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raised  by  injectors  to  the  leaching  vats.  The  dikite  acid  collected  in 
the  coke-tower  was  warmed  in  special  vessels  and  was  used  for  a 
second  Jixiviation  of  the  ores,  to  dissolve  out  the  cuprous  chloride  and 
cupric  oxide. 

A  reverberatory  furnace  with  rotating  bed,  fired  by  means  of  a 
grate,  the  furnace  of  Gibbs  and  Gelstharpe,  of  which  pattern  there  are 


I        I       I    '  I   '     I       1        I        :       :        r"i 


12  in  operation  at  the  Bede  metal  works  in  addition  to  the  furnace 
already  described,  is  shown  in  Figs.  146  to  149.^ 

The  rotating  bed  consists  of  a  circular  pan  zz  of  boiler  plate  lined 
with  firebrick  ;  it  is  carried  by  a  vertical  shaft  w  that  rests  in  a  step 
and  passes  also  through  a  bearing  which  is  stayed  by  the  bent  iron 
pipes  X.  The  step  is  constantly  supplied  with  oil  by  means  of  a  small 
pump  driven  off  the  main  engine,  the  excess  oil  running  back.     The 

1  Lunge,  Scda  Indvdrie,  i.  p.  555. 
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pan  is  driven  by  an  endless  chain  that  grijjs  on  a  groove  running 
round  the  pan.  The  chain  is  driven  by  the  shaft  v  by  means  of  the 
pulley  7c  and  guide  pulleys  T.  The  movable  bed  forms  the  floor  of 
the  furnace  body,  the  roof  being  formed  by  the  arch  8  and  the  sides  by 


the  masonry  r.  E  is  the  fireplace,  and  M  the  tlue  through  which 
the  gases  escape  to  the  coke-tower.  Between  the  circumference  of 
the  pan  and  the  side  walls  of  the  furnace  there  is  a  clearance  of  one 
inch ;  this  gives  the  bed  free  play  and  admits  the  air  requisite  fur  the 
calcination.     The  furnace  is  charged  through  the  opening  'K  furnished 
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with  a  hopper  and  capable  of  being  closed  whenrequired.  The  charge 
is  rabbled  by  the  plough  P  which  is  attached  to  the  rod  D  and  receives 
a  slow  back  and  forwards  movement  in  a  radial  direction.  The  plough 
makes  a  complete  stroke  in  either  direction  during  one  complete 
revolution  of  the  bed  and  by  this  simultaneous  movement  the  ore  is 
sutiKciently  rabbled  and  brought  into  contact  with  the  air.  The 
plough  is  moved  by  the  tangent  screw  h  which  works  the  toothed 
wheels  A  and  L.  The  wheel  L  by  means  of  a  crank  pin  and  connect- 
ing rod  N  moves  a  lever,  which,  by  means  of  the  crosshead  q,  moves 
the  rod  D  to  which  the  plough  is  attached,  and  communicates  a 
reciprocating  movement  to  it. 

The  furnace  is  emptied  by  means  of  the  grating  H,  which  hangs 
above  the  roof  during  the  process  of  calcination,  and  is  lowered  down 
to  the  bed  when  required  by  means  of  a  chain,  through  a  slot  in  the 
roof  that  can  be  closed  as  desired.  The  grating  consists  of  a  series  of 
parallel,  very  stout  strips  of  boiler  iron,  which  stand  diagonally  in 
place  in  the  furnace  in  which  position  they  are  maintained  by  the 
rod  B  which  is  pushed  in  from  the  outside.  As  the  bed  turns,  the 
ore  is  pushed  through  the  intervals  between  the  strips  of  iron,  in 
such  a  direction  that  it  comes  opposite  the  next  pair  of  openings 
nearer  to  the  periphery ;  thence  the  next  turn  of  the  bed  brings  it 
still  nearer  the  outside  circumference,  until  it  is  finally  pushed 
against  the  plate  J  J  in  front  of  the  working  door;  this  forces  it  into 
the  gutter  F  and  thence  into  a  receiver  outside  the  furnace.  The 
cast  iron  plough  lasts  a  fortnight. 

Twelve  of  these  furnaces  are  driven  by  two  steam  engines  of  18 
I.  H.  P.  each.  Each  furnace  roasts  5  tons  of  ore  with  7|  per  cent,  of 
salt  in  9  hours.  These  furnaces  admit  of  very  uniform  heating  and 
perfect  calcination,  as  the  latter  is  rendered  independent  of  the  skill 
of  the  workmen.  They  produce  a  larger  proportion  of  salts  soluble 
in  water  than  do  handworked  furnaces.  According  to  Gibb,  ore 
submitted  to  a  chloridising  roast  in  these  furnaces  contained  :  — 

Per  cent.  Copper  per  cent. 

Cupric  chloride 6*70 3"15 

Cuprous  chloride 0  0 

Cupric  oxide         0"82 0-25 

Sodic  chloride 0.90 — 

Sodic  sulphate 14-03 — 

Insoluble  copper —        0'13 

Total  copper 3-.53 

A  muffle  furnace,  such  as  is  used  in  the  works  of  the  Tharsis 
Sulphur  and  Copper  Company,  is  shown  in  Figs,  150  to  152. 
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R  B  are  two  grates  ;  W  is  the  muffle.  The  Harne  first  passes  over 
the  muffle  through  the  flues  r,  then  descends  and  passes  in  the  opposite 
direction  under  the  muffle  through   the   flues  z  z,  when  its   direc- 


E 


Fig.  151. 


-1 1 1 1 L. 


tion  is  ao'ain  reversed  and  it  returns  along-  the  flues  x  x,  and  descends 
through  the  vertical  flue  y  into  the  flue  o  leading  to  the  stack.  The 
gases  produced  during  calcination,  which  contain,  chlorine  and  hydro- 
chloric acid,  escape  through  the  flue  d  and  the  vertical  flue  j)  into  m 
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which' leads  to  the  coke-towers.  The  doors  a  a  in  the  long  sides  of 
the  furnace  serve  for  working,  for  air  admission  and  for  discharging. 
Above  the  furnace  is  an  iron  pan  in  which  the  mixture  of  ore  and 
salt  is  first  heated.  In  this  there  are  a  row  of  apertures  iv  provided 
with  covers,  through  which  the  charge  drops  into  vertical  flues  and 
thence  into  the  muffle.  These  furnaces  consume  from  li  to  2  times 
as  much  fuel  as  reverberatory  furnaces,  but  admit  of  steadier  working 
and  yield  more  concentrated  gases.  Calcination  lasts  12  hours,  9 
hours  first  with  12  per  cent,  of  salt,  and  3  hours  more  with  an 
additional  8  per  cent,  of  salt. 

According  to  Gibb,  ore  calcined  in  these  furnaces  contained  : — 

Per  cent.  Copper  per  cent. 

Cupric  chloride 4-25 2-00 

Cuprous  chloride  ....     0*3o 0'21 

Cupric  oxide 0-88 0-70 

Sodic  chloride 3-40 — 

Sodic  sulphate 17"40 — 

Insoluble  copper — 0'12 

Total  copper 3'03 

For  12  furnaces,  one  coke  tower  8  feet  square  and  40  to  50  feet 
high  is  sufficient ;  the  solution  that  collects  in  it  consists  of  dilute 
hydrochloric  and  sulphuric  acids,  the  latter  being  produced  by  the 
action  of  chlorine  upon  the  sulphur  dioxide  evolved  in  calcination. 
This  solution  is  used  for  dissolving  cuprous  chloride  and  cupric 
oxide  out  of  the  calcined  ores. 

At  Konigshiitte,  in  Upper  Silesia,  muffle  furnaces  with  a  single 
bed,  fired  by  a  grate,  are  in  use.  The  larger  furnaces  have  a  bed 
31  feet  9  inches  x  9  feet  6  inches  =  305  square  feet,  and  the 
smaller  ones  31  feet  6  inches  x  7  feet  3  inches  =  228  square  feet. 
lu  these  furnaces  calcined  Rio  Tinto  pyrites  with  5  per  cent,  of 
copper  and  3  to  4  per  cent,  of  sulphur,  is  roasted  with  10  to  12  per 
cent,  of  salt.  The  charge,  including  the  salt,  is  4  tons  4  cwt.  in  the 
larger,  and  2|  tons  in  the  smaller  furnaces.  The  roasting  takes 
9  hours,  and  the  whole  operation,  including  charging  and  drawing, 
9^  to  10  hours.  The  fuel  consumption  is  27  to  30  per  cent,  of  the 
weight  of  the  calcined  ore.  The  gases  evolved  are  utilised  as  in  the 
last  instance. 
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h.   DISSOLVING   THE   COPPER    OUT   OF   THE    OKES 

Solution  of  Copper  as  Sulphate 

The  solution  of  copper  that  has  been  converted  into  sulphate  is 
performed  in  the  same  way  as  has  been  described,  page  208,  for  ores 
that  contain  sulphate  of  copper. 

At  Rio  Tinto  and  Tharsis  the  vessels  for  dissolving  the  sulphate, 
produced  as  described,  are  tanks  of  masonry  cemented  inside,  98  feet 
6  inches  long,  32  feet  9  inches  wide,  and  5  feet  deep,  with  a  false 
bottom  made  of  planks.  The  liquor  runs  through  the  open  spaces 
left  between  the  planks,  on  to  the  inclined  true  bottom  of  the  tank, 
and  escapes  through  plug  holes  in  the  angles  of  the  deeper  side, 
whence  it  runs  into  settling  tanks.  The  first  leaching  is  performed 
with  water,  which  must  completely  cover  the  ore,  and  which  is  allowed 
to  stand  from  2  to  6  hours,  according  to  the  richness  of  the  ore  in 
sulphate. 

In  the  following  lixiviations  the  ore  is  left  under  water  for 
8  to  10  hours,  there  being  usually  5  to  6  lixiviations,  but  sometimes 
even  more.  The  various  solutions  mix  in  the  settler,  their  average 
contents  of  copper  being  8'5  to  17  lbs.  to  the  cubic  yard  of  solu- 
tion. The  leached  ores  still  retain  0"4  to  O'd  per  cent,  of  copper  as 
sulphide. 

At  Ao'ordo  the  crusts  from  kernel-roasting  were  leached  in 
wooden  tanks  of  1,400  to  1,760  cubic  feet  capacity.  First  weak 
and  then  strong  solutions  were  employed,  the  solutions  being  allowed 
to  act  for  24  hours  on  the  ores.  The  richer  solutions  had  a  density 
of  31  to  34'  B.,  the  poorer  of  14°  to  15"  B.  After  three  leachings, 
the  residues  were  used  to  cover  heaps  for  kernel-roasting,  and  were 
then  again  leached  repeatedly.  The  residues  were  then  sifted,  the 
finer  portions  containing  0'25  to  0*30  per  cent,  of  copper  being  thrown 
away,  whilst  the  coarser  were  again  used  to  cover  roast-heaps,  and 
were  then  again  leached. 

Solution  of  Oxide  of  Copper 

Copper  oxide,  produced  by  calcining  the  sulphide,  is  dissolved  in 
the  same  way  as  when  it  occurs  in  ores  (see  page  199).  Dilute  acids 
or  ferrous  chloride  are  used  as  solvents. 

At  Ore-Knob,  North  Carolina,  the  calcined  ores  which  contained 
7"75  per  cent,  of  copper  oxide,  and  4-15  per  cent,  of  sulphate  Avere 
treated  in  wooden  vats  with  raised  conical  bottoms,  6  feet  6  inches  in 
diameter,  and  5  feet  3  inches  high,  with  ferrous  chloride  solution 
of  22'  B.     The  charge  was  li   tons.     The  solution  (1,500  gallons), 
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which  stood  18  to  30  inches  above  the  level  of  the  crushed  ore,  was 
heated  by  means  of  steam  to  70^  C,  stirred  with  the  ore  for  8  hours, 
and  drawn  off  after  being  allowed  to  settle  for  4  hours.  Flat- 
bottomed  vats,  with  filters  composed  of  a  bed  of  sand  covered  with  a 
bed  of  coke,  Avere  also  used,  the  solution  being  in  this  case  allowed  to 
stand  for  four  days  on  the  ores. 

Solution  of  Chloride  of  Copper 

Chloride  of  copper,  produced  from  sulphide  in  the  wet  way  by 
means  of  ferric  chloride  (by  the  Dotsch  process)  is  brought  into 
solution  by  repeatedly  watering  the  heaps  with  ferric  chloride 
solution,  as  has  been  described  under  the  head  of  that  process  at 
Eio  Tinto  (see  page  217).  The  solution,  that  flows  from  the  heaps 
there,  contains  8'5  to  12  lbs.  of  copper  to  the  cubic  yard. 

Chloride  of  copper  produced  in  the  wet  way  by  means  of  ferrous 
chloride  and  hydrochloric  acid,  as  at  Stadtberge,  is  leached  in  wooden 
tanks  of  the  same  construction  as  are  used  for  saturating  the  ore  with 
the  chloridising  solution.  The  leaching  liquor  is  allowed  to  stand 
2  to  4  inches  above  the  level  of  the  ore;  12  to  16  lixiviations  are 
employed,  each  one  lasting  24  hours.  The  actual  solvent  is  the  final 
mother  liquor,  to  which  a  certain  amount  of  hydrochloric  acid  is 
added  in  the  proportion  of  105  lbs,  of  acid  to  each  5  tons  of  ore.  The 
liquor  used  for  fresh  ore  is  the  liquor  that  runs  off  when  the  ore  is 
being  saturated  with  ferrous  chloride  and  hydrochloric  acid.  This 
contains  sufficient  free  acid  to  dissolve  the  oxychlorides  of  copper 
contained  in  the  ore  :  it  is  saturated  after  24  hour's  action.  It  is 
then  drawn  off,  and  a  solution  run  on  that  has  stood  once  over 
almost  exhausted  and  once  over  half-exhausted  ores.  The  first  four 
liquors  are  precipitated  directly,  the  amount  of  copper  in  these 
solutions  beino-  as  follows 


First  liquor 
Second  „ 
Third     „ 
Fourth    ., 


2,100  to  2,800  grains  per  gallon. 
1,400  „    1,750 
1,050  „   1,400 
700  „   1,050 


The  following  liquors,  which  generally  receive  a  second  addition 
of  hydrochloric  acid,  are  enriched  as  regards  their  copper  contents 
before  they  are  precipitated.  There  is  0*4  per  cent,  of  copjDer  left 
behind  in  the  ores.  After  lixiviation  they  are  again  treated  with  a 
cemented  cupriferous  solution,  to  remove  the  last  soluble  i^articles  of 
copper  from  them. 

The  solution  of  chloride  of  copper,  that  has  been  produced  in  the 
dry  way,  is  performed  in  tanks   or  vats  of  wood,  the  joints  of  which 
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are  made  good  with  red  lead  or  tarred  hemp,  and  the  entire  structure 
painted  with  hot  tar.  At  Oker  the  tanks  are  lined  with  sheet  lead. 
These  vessels  hold  5  to  10  tons ;  when  tanks  are  used,  they  are 
usually  about  11  feet  square,  and  4  feet  to  5  feet  3  inches  deep. 
The  false  bottom  is  usually  made  of  perforated  planks,  resting  upon 
boards  placed  on  edge ;  upon  this  there  is  generally  a  filter  of  coke 
or  of  sifted  ashes  covered  with  a  layer  of  heather,  or,  as  was  the 
case  at  Oker,  a  single  layer  of  straw. 

The  floor  of  the  leaching  and  precipitating  house  is  asphalted 
and  laid  on  a  slope,  so  that  any  solution  leaking  from  the  tanks 
may  be  collected  in  special  receivers.  The  solutions  are  run  through 
clay  or  india-rubber  tubes,  the  latter  of  which  may  be  closed  by 
pinchcocks.  The  solution  is  transfei'red  from  one  vessel  to  another 
by  means  of  injectors. 

The  calcined  ore  is  thrown  hot  into  the  leaching  vessels,  and 
treated  successively  with  weaker  liquors,  or  with  mother  liquors  from 
which  the  copper  has  been  precipitated,  then  with  hot  water  as  a 
rule,  and  finally  with  the  acid  water  from  the  coke  towers  in  order 
to  dissolve  cupric  oxide  and  cuprous  chloride;  if  there  is  not  suf- 
ficient of  the  latter  solvent,  dilute  hydrochloric  or  sulphuric  acid, 
that  would  then  have  to  be  bought,  must  be  used.  Generally  there 
are  three  lixiviations  with  water,  and  six  with  dilute  acids.  The 
various  weak  liquors  are  run  on  to  copper-bearing  ores  until  they 
have  dissolved  a  certain  amount  of  copper  and  are  neutral.  The  liquors 
should  not  remain  too  long  on  the  ore,  if  possible  only  a  few  hours. 

At  Oker,  the  leaching  tanks  held  5  tons  of  calcined  ore  ;  the 
first  lixiviation  was  with  end-liquor,  which  dissolved  the  cupric 
chloride,  and  by  virtue  of  its  contents  of  alkaline  chlorides  and 
ferrous  chloride,  also  the  silver  existing  as  silver  chloride  and  a 
great  part  of  the  cuprous  chloride.  The  original  solution  had  a 
density  of  18°B  and  contained  in  100  parts:  — 

Cu 0-015 

Pb         trace 

Fe.03 0-15 

Al.;03 0-11 

Znb 0-06 

MnO 0-31 

CoO  and  NiO O'Ul 

CaO 0-12 

MgO 0-52 

Alkalies 2-61 

CI 2-56 

SO3 0-89 
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This  liquor  was  allowed  to  percolate  through  the  ore  as  long  as 
the  escaping  Huid  still  showed  any  bkie  colour.  The  first  lixiviation 
was  finished  in  4  to  5  hours;  100  parts  of  the  copper  liquor  thus 
produced,  contained  : — 

Cu 3-71 

Pb 0-01 

Ag O-OOo 

^^•^■^  I  0-29 

FeAi 

Zab 4-97 

MnO 0-58 

CoO  and  NiO 0-04 

MgO 0-27 

Alkalies     . 1060 

CI 12-.50 

SO3 8-95 

As  and  Sb trace 

The  first  lixiviation  dissolved  75  to  80  per  cent,  of  the  copper. 
For  the  second,  the  acid  liquors  from  the  coke  tower  were  used  ; 
these  were  raised  to  the  boiling  point  by  the  introduction  of  steam, 
and  were  then  allowed  to  act  for  24  hours  upon  the  ore.  The  opera- 
tion was  then  finished  with  sulphuric  acid  diluted  to  8°  B, 
2h  cwt.  of  chamber  acid  at  50°  B  being  used  for  each  5  tons  of 
ore.  This  last  solution  was  allowed  to  stand  over  the  ores  until  it 
gave  a  neutral  reaction,  in  consequence  of  its  neutralisation  by  the 
various  bases,  which  generally  occurred  after  2  days. 

This  last  solution  contained  in  100  parts: — 

Cu 0-58 

Fe.^Og  and  AI2O3 2-13 

ZiiO  ...".' 0-06 

MaO 0-12 

CoO  and  NiO 0-02 

CaO  .     .     .     • 0-07 

MgO 0-04 

Alkalies 0-62 

CI 0-13 

SO3 2-39 

The  residues  after  leaching,  being  very  rich  in  iron,  were  used  as 
fiux  in  the  lead  works  of  the  Upper  Harz,  whereby  the  small  amount 
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of  copper  still  left  in  them,  was  extracted.     The  following  was  the 
composition  of  these  residues  at  Oker  : — 

Fe^Og 70  per  cent. 

AUG, 3 

MoO  and  Alkalies 1 

CaO 2-5 

SO3 5-5 

Insoluble  residue 6 

Generally  such  residues,  known  as  "purple  ore"  or  "blue  billy," 
are  used  when  not  too  impure  as  iron  ores  in  the  blast  furnace.  On 
account  of  their  pulverulent  condition  they  can  only  be  used  in 
admixture  with  true  iron  ores  in  relatively  small  proportions.  Quite 
recently  they  have  been  utilised  as  ores  in  block  form  ;  the  residues 
are  ground  with  4|  to  6  per  cent,  of  clay  in  edge  runners,  moulded  by 
hand  into  bricks,  dried  and  fired  in  kilns,  whereby  a  coherent  block 
is  produced.  Large  quantities  of  purple  ore  have  been  used  for 
fettling   puddling  furnaces;    its    composition  is   shown    by  the   two 

following  analyses  : — 

I.  II. 

Fe„03 90-61 9510 

Cu 0-15 0-18 

S 0-08 0-07 

P — — 

PbSO, 1-46 1-29 

CuSO^ 0-87  ....  0-49 

NaSO, .     .     .     ;     .  0-37 0-29 

Na  Ci 0-28 — 

Insoluble    ....  6-30 2-13 


99-62  99-55 

Metallic  iron  .  .       63'42 66'57 

C.   THE    PRECIPITATION    OF    COPPER   FROM   ITS    SOLUTIONS 

The  precijDitation  of  copper  from  solutions  has  already  been 
treated  of  on  page  205,  and  needs  but  few  additional  remarks  here. 

From  Cupric  Snlj^hate 

At  Rio  Tinto  the  sulphate  liquors  pass  first  into  settling  tanks, 
and  then  into  cemented  and  asphalted  tanks  of  masonry,  49  feet 
long,  6  feet  wide  and  3  feet  3  inches  deep  ;  eight  or  ten  of  these  tanks 
are  so  grouped  together  that  the  solution  traverses  them  one  after 
another.  From  these  tanks  it  runs  through  inclined  troughs,  3  feet 
3  inches  to  6  feet  6  inches  wide,  1    foot  4  inches  to  1  foot  8  inches 
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deep,  and  some  miles  in  length.  These  troughs  are  built  like 
the  tanks  of  masonry  and  cemented  inside.  Their  inclination  at  the 
commencement  is  0"3  to  0*4  per  cent.,  but,  ultimately  becomes  as 
much  as  1"5  to  2  percent.  These  precipitating  troughs  and  tanks  are 
filled  with  pigs  of  iron;  after  traversing  this  system,  the  solution 
escapes  at  the  end  of  the  line  of  troughs,  free  from  copper.  As  much 
of  the  escaping  mother  liquor  as  is  required,  is  pumped  back  on  to 
the  ores  that  are  undergoing  lixiviation,  by  means  of  pumps  con- 
structed of  an  alloy  of  80  parts  of  copper,  15  of  lead,  and  5  of  tin. 

It  is  evident  that  in  this  method  of  precipitation,  the  consumption 
of  iron  must  be  very  high  owing  to  the  formation  of  ferric  salts,  and 
that  the  cement  copper  must  be  greatly  contaminated  with  basic 
salts  of  iron.  The  consumption  amounts  to  2h  tons  of  pig-iron  to  the 
ton  of  copper.  The  cement  copper  after  repeated  cleansings  only 
contains  60  to  85  per  cent,  of  copper.^ 

At  Agordo  the  liquors  containing  sulphates  were,  in  accordance 
with  a  suggestion  of  Zoppi,  treated  before  precipitation  with  sulphur- 
ous acid,  so  as  to  reduce  the  ferric  to  ferrous  salts.  The  consump- 
tion of  iron  for  precipitation  was  thus  lessened,  2  "5  parts  to  1  of 
copper  being  required  instead  of  3'27.  Moreover  arsenic  acid  was 
reduced  to  arsenious  acid,  from  which  iron  precipitates  metallic 
arsenic,  which  could  be  removed  from  the  copper  by  washing.  The 
solution  to  be  thus  treated  was  allowed  to  trickle  down  a  stack,  80 
feet  high,  placed  above  the  precipitating  tanks,  and  provided  with 
horizontal  partitions,  up  which  gases  from  the  shaft  furnaces  are 
allowed  to  ascend. 

The  objection  to  this  process  is  that  sulphurous  acid  by  the 
reduction  of  ferric  to  ferrous  salts,  becomes  itself  converted  into 
sulphuric  acid,  which  in  its  turn  dissolves  the  iron.  The  consumption 
of  iron,  when  this  method  is  used,  namely  2h  parts  to  1  of  copper,  is 
still  high,  and  the  process  has  accordingly  not  been  further  employed. 

The  precipitating  tank  is  made  of  larch  wood,  13  feet  long,  10 
feet  wide  and  5  feet  high.  The  solution  is  heated  by  the  heated 
gases  produced  in  a  fire  place  <;onsisting  of  a  bell  inside  the  pre- 
cipitating tank  provided  with  a  fire  grate ;  the  bell  is  made  of  sheet 
lead  on  an  iron  frame ;  the  products  of  combustion  traverse  iron  pipes 
and  boxes  that  pass  through  the  precipitating  tank. 

Precipitation  from  Solutions  of  Chloride  of  Copper 

Copper  is  precipitated  from  solutions  that  contain  it  as  chloride, 
by  means  of  iron  ;  sulphuretted   hydrogen  is  only  occasionally  used. 

^  Knab,  o^?.  cit.  p.  141. 
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The  more  cuprous  chloride  the  solutions  contain,  the  less  proportion- 
ately is  the  consumjDtion  of  iron,  thus  :  — 

CuCl,  +  Fe  =  FeCl.  +  Cu 
Cu.Cl  +  Fe  =  FeCl.3  +  -iCu 

If  the  ores  originally  contained  silver,  this  Avill  also  be  in  solution 
as  cliloride,  chloride  of  silver  being  soluble  in  brine ;  the  silver  is 
thrown  down  at  first  with  the  copper  and  can  be  extracted  if  the 
cement  copper  first  precipitated  is  collected  separately.  Or  else  it 
may  be  thrown  down  before  the  copper  by  means  of  sulphuretted 
hydrogen,  sulphides  of  the  alkalies  or  alkaline  earths,  or  by  iodide  of 
potassium  or  sodium,  as  sulphide  or  iodide  as  the  case  may  be. 

At  Rio  Tinto  the  precipitating  tanks  are  of  brick,  lined  with 
plaster  of  Paris  and  inside  this  with  asphalte  or  Portland  cement ;  they 
are  6  feet  6  inches  wide  and  2  feet  6  inches  deep.  The  solutions 
traverse  a  series  of  these  tanks.  The  consumption  of  iron  is  1"12 
parts  to  1  of  copper,  and  the  resvilting  cement  copper  contains  80  to 
85  per  cent,  of  metal. 

At  Stadtberge,  the  cojDper  is  j^recipitated  by  means  of  iron  in  the 
manner  described  on  page  207.  The  solution  must  be  clear  and 
feebly  acid;  when  it  is  neutral,  the  precipitation  is  slow  and  the 
cement  copper  produced  is  slimy,  whilst  if  very  acid,  the 
consumption  of  iron  is  high.  The  iron  is  used  in  the  form  of  sheet 
clippings  and  there  must  always  be  some  fresh  iron  put  in  with  the 
iron  that  has  been  partly  dissolved,  because  it  takes  some  time  before 
it  is  freed  from  the  layer  of  oxide  and  rust  that  covers  it.  It  is  there- 
fore added  at  frequent  intervals.  In  this  apparatus  from  818  to  424 
cubic  feet  of  solution  are  precipitated  in  15  to  24  hours;  the  con- 
sumption of  iron  is  105  parts  to  100  of  copper.  The  silver  is  precipi- 
tated with  the  copper,  and  its  precipitation  takes  place  in  the  first 
third  to  the  first  half  of  the  total  time  occupied.  This  circumstance 
is  made  use  of  in  order  to  obtain  cement  copper  rich  in  silver,  by 
running  the  solution,  after  the  silver  has  been  thrown  down  during 
tlae'first  half  or  third  of  the  time,  into  a  second  precipitating  tank,  in 
whicii  the  further  precipitation  of  the  copper  is  completed.  The 
co]yper  in  the  first  precipitation  tank  is  rich  in  silver. 

At  Oker  the  copper  was  precipitated  in  wooden  tanks  lined  with 
lead.  The  solutions  were  heated  by  live  steam  being  led  into  them 
in  order  to  hasten  the  precipitation ;  they  had  to  be  boiled  up  2  or  3 
tiin^'aciokling  to  their  degree  of  concentration,  before  all  the  copper 
W^c^^r^dliCtated.  The  time  occupied  was  1  to  3  days  according  to 
the  amount  of  copper  in  the  solutions.     Wrought  iron  was  used  for 
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the  precipitation,  the  consumption  being  1  part  for  each  part  of  pure 
copper.  The  cement  copper  was  removed  from  the  precipitation 
tanks  every  four  weeks.  The  position  of  these  tanks  is  shown  in 
Fig.  141  page  228. 

At  the  Bede  Metal  Works,  the  copper  is  precipitated  by  means  of 
ground   iron    sponge ;  the    latter  is    made    from    the    exhausted    ore 


Fic   153. 


Fiu.  15i. 


residues  by  means  of  coal  in  reverberatory  furnaces.  The  reduction 
takes  place  at  so  low  a  temperature  that  the  iron  does  not  become 
fluid,  but  separates  out  as  a  spongy  mass.  The  furnace,  which  is  shown 
in  Figs.  153  to  lo5,i  has  three  divisions  formed  by  means  of  brick 
partitions,  a,  each  of  which  is  charged  separately.  The  flame 
which  is  rendered  as  reducing  as  possible  by  means  of  a  deep-lying 
^  Lunge,  Soda-Inclu.-itrie,  pp.  .571 — .573. 
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tire-grate,  first  passes    over  these  divisions,  which  are  open  above, 

and  then  traverses  5  flues 
below  the  bed  of  the  furnace 
in  oi'der  to  heat  them  from 
below.  The  charge  for  each 
division  is  1  ton  of  purple  ore 
and  6  cwt.  of  coals  that  have 
passed  through  a  sieve  of  8 
meshes  to  the  inch.  This  is 
charged  through  apertures  / 
in  the  roof,  spread  out  so  as 
to  form  a  layer  6  inches  deep 
on  the  bed,  and,  after  re- 
duction is  complete,  the  pro- 
duct is  raked  through  vertical 
flues  h  ojDening  in  the  bed  of 
the  furnace,  and  which  are 
kept  closed  during  the  opera- 
tion. They  are  situated  close 
to  the  working  doors  J).  The 
reduced  ore  is  received  in  iron 
boxes  placed  under  these  flues, 
and  capable  of  being  closed 
tightly.  The  time  occupied 
by  the  reduction  at  a  full  red 
heat  is  9  to  12  hours  in 
the  division  nearest  the  fire- 
bridge, 18  hours  in  the  next, 
and  24  hours  in  the  last. 
The  charge  must  be  stirred 
during  the  operation  to  keep 
it  from  fritting  together.  The 
doors  of  the  furnace  must  be 
shut  air-tight  during  the  re- 
duction so  that  all  air  enters 
through  the  grate.  The  re- 
duced ore  is  allowed  to  cool 
for  48  hours  in  the  iron  re- 
ceivers which  are  closed  air- 
tight. The  sponge  is  then 
ground  under  heavy  edge 
runners. 
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The  sponge  is  continually  stirred  in  the  copper  liquor,  this  stir- 
ring being  performed  by  hand  labour,  mechanical  stirrers,  or  a  blast  of 


air. 


Precipitation  by  iron  sponge  is  open  to  the  objection  that  the 
cement  copper  produced  is  contaminated  by  unreduced  oxide  of  iron, 
coal  ashes  and  coal.  It  has  therefore  not  been  applied  in  other 
places. 

At  the  Bede  metal  works,  the  copper  was  also  for  some  time 
precipitated  as  sulphide  by  means  of  sulphuretted  hydrogen  according 
to  a  method  of  Gibb.  The  sulphide  of  copper  produced  was  washed 
in  a  filterpress  and  compressed,  and  then  smelted  like  rich  matte  in 
reverberatory  furnaces,  that  is  to  say  it  was  smelted  for  white  metal 
and  blister  copper.  The  sulphuretted  hydrogen  was  produced  by 
treating  sulphide  of  sodium  with  carbon  dioxide,  generated  by  burning 
coke  in  a  shaft  furnace.  The  sulphide  of  sodium  was  made  from  the 
acid  mother  liquor  from  which  the  sulphide  of  copper  had  been 
precipitated  by  evaporating  it  to  dryness  in  a  reverberatory  furnace, 
mixing  the  residue  with  coal-dust  and  reducing  it  in  a  similar 
furnace.  The  molten  product,  consisting  of  sulphide  and  carbonate 
of  soda,  was  leached,  and  the  solution,  as  stated  above,  treated  with 
carbon  dioxide,  carbonate  of  soda  being  a  bye-product  of  this  process. 
It  has  however  been  given  up,  because  it  came  dearer  than  precipi- 
tation by  iron. 

The  following  analyses  show  the  composition  of  cement  copper  : — 

Precipitated  from  sulphate  solutions  : — 


Agordo. 

Rio  Tinto. 

Cu 

5  7-9  5 

Cu               .     . 

51-90 

Fe,0,     .     .     .     . 

10-95 

Ag     .     .     .     . 

2-35 

ZnO 

1-78 

Pb 

1-45 

AI.P3     .     .     .     . 

0-33 

Bi      .... 

495 

CaO 

1-80 

Fe          . 

700 

As 

4-93 

Sb 

0-50 

Water    .     .     .     . 

3-83 

As 

2-95 

Insoluble    .     .     . 

12-1(' 

S       .... 

5-10 

CaO.     . 

0-60 

NaCl           .     . 

0-40 

Na.,SO,       . 

1-40 

Sand            .     . 

5-00 

Carbon  .      .     . 

G-40 

Oxygen  and  loss 

lG-00 
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Precipitated  from  chloride  solutions  :- 


iMiglish  cement  copper  (according  to  Gibb)  precipitated  by 
Iron  sponge.       Heavy  scrap.       Light  scrap. 


Cu 
As  . 
Ag. 
Pb.     . 
Fe.,0.. 
C  '. 
SiO.    , 


67-50 
0-137 
0-01] 
1-30 
515 
5-10 
3-20 


72-50 
0-306 
0-046 
2-60 

4<n 


67-50 
0-100 
0-066 
1-74 
7-56 


Wittkowitz 

(MoraviaX 

Cu 60-45 

Ag 0-521 

Au trace 

Bi 017 

Pb 1-50 

As     ...          .  145 

Fe 2-77 

Co 013 

Ni 0-03 

Zn 0-36 

SO3 5-93 

CI 1-22 

PA <'-0 

Na.,0     ....  1-48 

CaO 2-19 

MgO      ....  0-28 

Water    ....  2-98 

O  combined  with  )  o  f^o 
metals  .     .     .  ; 


Oker 
(Precipitated  by  ■« 

Cu 
Pb 

Ag 
Bi 
As 
Sb 
Fe.30^ 

AloOg  . 

Zn     .     . 
Mn    .     . 

Co  +  Ni 
MgO  +  Alk 
SO.,  .     . 
Cl".     . 
Insoluble 
O,   moisture 
loss  .     . 


alies 


Tht  iron). 

77*45 
0-63 
0-10 
0-006 
0-04 
0-15 
6-72 
0-99 
1-02 
0-02 
0-03 
2-71 
4-58 
1-19 
0-61 


and  ) 


\ 


3-654 


d.    CONVERSION  OF  COPPER  PRECIPITATE    (CEMENT  COPPER) 
INTO  MEltCHANTABLE  COPPER 

Cement  copper  is  a  mixture  of  metallic  copper  with  basic  salts  of 
iron,  particles  of  iron,  graphite,  and  at  times  silica,  antimony,  arsenic 
and  arseniate  of  iron. 

It  is  freed  as  far  as  possible  by  washing  from  these  impurities, 
when  a  portion  of  the  copper  generally  j^asses  into  the  slimes.     When 
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the  Avasbed  cement-copper  is  pure,  it  may  be  refined  direct,  otherwise 
it  is  smelted  in  a  reverberatory  furnace  for  blister  copper,  and  then 
refined. 

Refining  of  cement  copper  is  identical  with  the  refining  of  coarse 
copper  produced  in  the  dry  way.  Very  impure  cement  copper,  such 
especially  as  is  obtained  from  acid  solutions,  as  well  as  the  copper- 
bearing  slimes,  are  sometimes  smelted  for  matte  -with  the  addition  of 
raw  ores.  When  cement  copper  is  smelted  in  England  for  blister 
copper,  the  slag  is  skimmed  as  soon  as  the  charge  is  melted,  and  the 
copper  ladled  into  sand  moulds. 

If  the  copper  contains  a  large  quantity  of  carbonaceous  matter,  as 
is  the  case  when  it  is  thrown  down  by  iron  sponge,  it  must  first  be 
heated  to  redness  with  access  of  air  before  being  melted,  so  as  to 
burn  out  the  carbon  whilst  a  portion  of  the  copper  is  oxidised.  This 
kind  of  calcination  is  also  used  with  copper  that  contains  much  arsenic, 
as  at  Rio  Tinto,  in  order  to  remove  a  portion  of  this  substance  in  the 
form  of  arsenic  oxide. 

For  smelting  cement  copper  containing  arsenic  for  black  copper  in 
reverberatory  furnaces,  basic  lined  beds  have  been  recommended. 
As  has  already  been  mentioned  under  the  corresponding  dry  method 
(see  i^age  151)  it  is  said  that  less  copper  is  thus  slagged  off,  whilst 
the  bed  lasts  longer. 

At  Atvidaberg,  cement  copper  is  smelted  to  coarse  copper  in 
reverberatory  furnaces  fired  by  gas. 

At  Stadtberge,  the  cement  copper  is  washed  in  a  wooden  drum  10 
feet  long  and  4  feet  in  diameter,  jDrovided  inside  with  wooden  cleats 
arranged  in  a  spiral,  through  which  passes  a  stream  of  water  in  the 
opposite  direction  to  that  taken  by  the  cement  copjjer ;  the  escaping 
slimes  are  caught  in  settling  tanks.  Two-thirds  of  pure  cement 
cojDper  with  90  to  95  per  cent,  of  copper,  and  slimes  with  10  to  25  per 
cent,  of  copper,  are  produced.  In  10  hours,  5  tons  of  cement  copj)er 
can  be  cleaned  in  this  apparatus.  The  cement  slimes  are  agglomerated 
with  quicklime  and  smelted  for  black  copper  in  low  shaft-furnaces ; 
to  3  tons  of  prepared  slimes  i  ton  of  refinery  slags  and  h  ton  of 
slags  from  smelting  cement  slimes  are  added.  The  black  copper  thus 
produced  is  refined  together  wdth  the  washed  cement  copper  in  a  refin- 
ing furnace  fired  by  gas.  The  charge  is  2i-  to  3^  tons  of  cement  copper 
and  Ih  to  21  tons  of  black  copper,  Avhich  is  worked  off  in  2-4  hours 
with  a  consumption  of  30  to  36  cwts.  of  coal,  and  2^  to  3  cwts.  of 
charcoal.  The  argentiferous  copper  is  cast  in  the  form  of  anode  plates, 
and  the  silver  and  copper  parted  by  electrolysis. 
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EXTRACTION  OF  COPPER  IN    THE  WET  WAY  FROM  FURNACE  PRODUCTS 

This  operation  is  generally  a  part  of  the  processes  for  obtaining 
silver  and  gold  and  will  be  considered  under  the  head  of  silver.  By 
the  wet  way,  copper  is  obtained  from  sulphides,  speiss  and  alloys, 
not  in  the  form  of  metal,  but  of  salts. 


The  Extraction  of  Copper  by  Electro-Metallurgical 

Methods 

Since  the  introduction  of  dynamos  in  1871,  vigorous  efforts  have 
been  made  to  utilise  the  electric  current  in  the  extraction  of  copper 
from  ores  and  furnace  products,  and  attention  has  been  till  now 
directed  exclusively  to  wet  methods.  Hitherto  no  experiments  on 
dry  processes  with  definite  results  have  been  published.  Such  im- 
portant technical  and  economic  results  have,  however,  been  attained 
in  the  extraction  of  copper  from  its  alloys,  more  especially  with  gold 
and  silver,  that  many  works  have  adopted  this  method  for  the  separa- 
tion of  copper  from  the  precious  metals  with  the  simultaneous  pro- 
duction of  extraordinarily  pure  copper.  For  ores  and  mattes  on  the 
other  hand,  success  still  remains  to  be  hoped  for.  Very  ingenious 
methods  have  been  proposed  by  Siemens  and  Hopfner  for  the  treat- 
ment of  ores  and  sulphides,  but  in  spite  of  the  proofs  that  these 
methods  are  technically  capable  of  execution,  nothing  is  yet  known 
about  their  continuous  working  on  a  large  scale.  The  treatment  of 
mattes  by  means  of  electrolysis  has  not  yet  led  to  encouraging  prac- 
tical results. 

At  present,  therefore,aconclusive  judgment  can  only  be  pronounced 
on  the  electrolysis  of  alloys.  This  should  be  favoured  whenever 
copper  has  to  be  separated  from  the  precious  metals,  where  a  good 
price  can  be  got  for  the  copper,  and  where  power  for  driving  the 
dynamos  is  cheap.  It  could,  however,  only  be  justified  as  a  method 
for  the  purification  of  copper,  that  is  to  say  for  refining  it  without 
extracting  precious  metals  at  the  same  time,  if  electrolytic  copiDer 
commanded  a  specially  high  price — as  is  not  the  case  at  present. 

The  possibility  of  the  j)rofitable  extraction  of  co23per  from  ores  and 
mattes  by  electrolysis,  requires,  as  already  said,  to  be  demonstrated  by 
working  on  a  large  scale  for  a  considerable  period  of  time. 

We  have  now  to  distinguish  : — 

(a).  Extraction  of  copper  from  ores. 
(h).  Extraction  of  copper  from  mattes. 
(c).  Extraction  of  copper  from  alloys. 
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(a)  the  extraction  of  copper  from  ores 

Under  this  head  the  processes  of  Siemens  and  Halske  and  of 
Hopfner  have  to  be  noticed.  Both  depend  on  the  employment  of 
insoluble  anodes,  upon  the  jireparation  of  the  copper  solutions  from 
the  ores  outside  the  circuit,  and  upon  partially  counteracting  the  back 
electro-motive  force  of  the  current,  jjroduced  by  the  decomposition  of 
the  copper  solution  by  the  current,  by  means  of  the  secondary  action 
of  the  anion  upon  the  electrolyte.^ 

The  action  of  soluble  anodes,  by  the  solution  of  which,  as  is  well 
known,  back  electro-motive  force  is  more  or  less  neutralised,  is  here 
replaced  by  the  higher  oxidation  or  chlorination  of  the  electrolyte 
surrounding  the  anode,  by  means  of  the  anion,  oxygen  or  chlorine 
as  the  case  may  be.  In  both  methods,  sulphide  of  copper  or  cojDjDer- 
bearing  ores  are  dissolved  in  special  leaching  vessels  outside  the 
electric  circuit.  In  the  Siemens  and  Halske  method,  the  solution  is 
conveyed  first  to  the  cathodes  of  the  circuit,  where  the  copper  is 
deposited,  and  then  it  passes,  partly  freed  from  copper,  to  the  anode 
where  it  is  regenerated  so  as  to  act  as  a  solvent.  In  Hijpfner's 
method  a  sej^arate  solution  of  copper  is  conveyed  to  both  the  cathode 
and  the  anode  ;  copper  is  deposited  at  the  former,  whilst  the  solvent 
is  regenerated  at  the  latter. 

The  Siemens  and  Halske  Process 

In  this  process,-  the  copper  in  ores,  that  contain  it  as  sulphide,  is 
dissolved  by  a  solution  of  ferric  sulphate  containing  free  sulphuric 
acid,  in  accordance  with  the  equation : — 

a:H2S0,  +  Cu.,S  +  2Fe2(SO  J3  =  2CuS0,  +  4FeS0, + S  -^  a'H.^SO,. 

The  ferric  salt  is  converted  into  ferrous,  suljDhur  being  at  the  same 
time  separated.  The  solution  thus  obtained,  which  consists  of  cupric 
and  ferrous  sulphates,  is  now  conveyed  into  the  bath,  and  first  to  the 
cathodes  of  the  current,  composed  of  sheet  copper,  and  which  are 
separated  by  anon-metallic  diaphragm  from  the  anodes,  which  consist 
of  carbon.  This  diaphragm  is  necessary,  so  as  to  prevent  interference 
with  the  reactions  that  take  place  in  the  solutions  surrounding  anodes 
and  cathodes.  The  current  now  deposits  a  portion  of  the  copper  from 
the  cupric  sulphate  at  the  cathode,  whilst  the  acid  radical  SO^  passes 
to  the  anode.  The  solution,  deprived  of  a  portion  of  its  copper,  and 
containing  the  iron  in  the  ferrous  state,  flows  through  the  porous  dia- 

^  Schnabel,  Alhjem.  Hiiftenhmde,  p.  290. 

-  Imperial  German  Patent,  No.  42,243,  Sept.  14,  1886. 
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phragm  into  the  anode  compartment,  iu  wliich  the  ferrous  sulphate 
is  converted  into  neutral  ferric  sulphate  Fe2(SOj3  by  the  anion  SO^. 
The  entire  electrolytic  operation  is  expressed  by  the  equation : 

s;H,SO,  +  CuSO,  +  2FeS0,  =  ,'H,SO,  +  Cu  +  Fe,(S0,)3, 

so  that  the  original  solvent,  c>jHoSO^  +  Fe2(SOj3  is  reproduced  at  the 
anion.  This  solution  is  again  brought  into  contact  with  the  ores  to 
be  leached,  and  it  continues  thus  to  circulate,  as  long  as  it  is  not 
rendered  too  impure  by  taking  up  other  metals  from  the  ores. 

Owing  to  the  oxidation  of  ferrous  to  ferric  sulphate  at  the  anode, 
a  quantity  of  electrical  energy  equivalent  to  the  heat  of  combination 
developed  thereby  is  generated,  which  partly  counteracts  the  back 
electro-motive  force  produced  by  the  decomposition  of  the  copper 
sulphate  at  the  cathode.  The  heat  of  combination  developed  for  1 
molecule  of  ferric  sulphate,  as  expressed  in  kilogram-calories  is : — - 

224-88  Fe.,(SO,\, 
-  186-40  2Fe  SO," 

+     38-48  Calories. 

The  heat  of  decomposition  for  each  molecule  of  cupric  sulphate 
amounts  to  55'96  calories;  these  latter  appear  as  back  electro-motive 
force,  and  are  diminished  to  17-48  cal.,  by  the  38-48  cal.,  derived  from 
the  oxidation  of  ferrous  to  ferric  sulphate,  and  which  act  in  the 
opposite  direction.  The  back  electro-motive  force,  expressed  in  volts, 
would,  therefore,  only  amount  to  0-38  volt. 

Any  copper  contained  in  the  ore  is  also  dissolved  by  ferric 
sulphate. 

If  any  copper  is  present  as  oxide,  it  will  be  brought  into  solution 
by  the  free  sulphuric  acid  as  also  by  ferric  sulphate.  The  action  of 
the  latter  is  as  follows  : — 

3CuO  +  Fe,(S0,)3  =  SCuSO,  +  Fe.O.,- 

Whilst  the  solution,  after  being  electrolysed  and  then  run  through 
the  ore,  will,  after  each  leaching,  show  the  same  quantities  of  copper 
sulphate,  ferrous  sulphate  and  sulphuric  acid,  when  the  copper  is 
present  as  sulphide,  it  will  on  the  other  hand,  when  the  copper  is 
present  as  oxide  show  a  progressive  impoverishment  in  iron  and 
sulphuric  acid,  together  with  an  increase  in  the  proportion  of  copper. 

To  avoid  back  electro-motive  force  it  is  therefore  most  advantage- 
ous that  the  copper  should  be  j^resent  as  sulphide,  otherwise  fresh 
amounts  of  ferric  sulphate  and  sulphuric  acid  have  continually  to  be 
added  to  keep  the  solution  at  its  proper  average  strength. 
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Figs.  150  and  1 " 


As  regards   the  practical  execution   of  the  process,  it  is  recom- 
mended to  calcine  lightly  ore  containing  sulphides  of  iron  and  copper 
before  it  is  leached/so  as  to  convert  the  iron  chiefly  into  peroxide 
whilst  the  copper  remains 
for   the    most    part    un- 
changed as  sulphide. 

The  Gerstenhofer  fur- 
nace has  been  recom- 
mended for  this  purpose, 
but  can  only  be  used  for 
pyritic  copper  ores  and 
then  converts  the  larger 
part  of  the  copper  into 
oxide.  It  does  not  more- 
over admit  of  the  calcin- 
ation being  regulated  and 
produces  much  flue  dust. 
The  ore  after  calcin- 
ation is  systematically 
leached    with    the  ferric 

sulphate  solution ;  according  to  recent  experience,  the  copper  can  be 
dissolved  from  many  kinds  of  finely  ground  sulphuretted  copper  ores 
even    without   previous    calcination    if    the    solution    is    moderately 

Avarmed.  Either  tanks  or  re- 
volving drums  can  be  used 
as  leaching  vessels.  The  solu- 
tion when  saturated  with 
copper,  and  wdiich  should 
then  be  free  from  ferric  sul- 
phate,, is  conveyed  to  the 
cathodes  of  the  electric  cir- 
cuit. 

In  order  to  divide  the  de- 
composing cells  into  anode 
and  cathode  divisions,  mem- 
branes were  at  first  used,  but 
were  found  not  to  answer  well, 
as  they  either  opposed  too 
sreat  a  resistance  to  the  cur- 
rent  or  were  rapidly  destroyed,  were  apt  to  stretch,  and  allowed  the 
solutions  to  break  through  them. 

Another  form  of  decompo.sing  cell,  shown  in  Figs.  156  to  158,  was 
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therefore  proposed.  The  bath  is  formed  of  a  shallow  wooden  tank. 
with  a  false  bottom  L,  upon  which  rests  the  anode  A  connected  to  the 
dynamo  by  means  of  an  insulated  conductor  ;  the  anode  is  made  of 
retort  carbon  in  the  shape  of  plates  or  of  small  pieces,  the  latter 
contained  in  a  perforated  leaden  tray.  Above  the  anode  lies  the 
filter  R  made  of  felt  or  other  suitable  material.  The  cathode  division 
above  the  filter,  contains  the  cathodes  which  consist  of  a  series  of 
revolving  drums  K^,  K.,,  K3,  K^,  covered  with  a  conducting  surface  of 
sheet  copper,  and  connected  by  means  of  copper  spindles,  with  the  con- 
ductor k,  which  latter  also  forms  an  electrical  conductor  between  the 
various  drums.  These  latter  can  be  slowly  rotated  by  means  of  the 
waterproof  cords  S. 

The  copper-bearing  solution,  which  forms  the  electrolyte,  enters 
the  cathode  division  in  such  quantity  that  the  drums  are  always  kept 
covered  by  it,  and  it  is  kept  in  motion  by  the  rotation  of  the  drums. 
It  passes  through  the  filter  into  the  anode  division,  and  through  the 
false  bottom  of  the  latter  into  the  space  Z,  whence  it  escapes  by  the 
pipe  U.  The  quantity  of  fluid  that  escapes  is  equal  to  that  Avhich 
enters,  so  that  the  fluid  is  continuously  circulating  through  the 
bath. 

The  electric  current  moves  in  the  opposite  direction  to  that  of  the 
solution.  It  enters  the  anode  through  insulated  conductors,  passes 
thence  through  the  electrolyte  to  the  cathode  drums,  from  which  it 
passes  by  the  conductor  k  into  the  next  decomposing  cell  or  from 
the  last  cell  back  to  the  dynamo.  At  the  cathode  the  solution  loses 
about  §  of  its  copper  contents,  whilst  a  corresponding  quantity  of 
SO3  -|-0  is  set  free.  The  solution,  thus  deprived  of  its  copper,  passes 
through  the  filter  to  the  anode  where  the  anion  SO^  reproduces 
ferric  sulphate ;  the  solution  of  this  salt  falls  to  the  bottom  by  virtue 
of  its  high  specific  gravity  and  escapes  first  from  the  anode  division, 
to  be  again  conducted  to  the  dissolving  vessels. 

The  difference  of  potential  is  said  to  be  0"7  volt.,  and  the  current 
density  is  said  not  to  be  greater  than  is  used  with  anodes  of  copper 
matte  (13"5  amperes  per  square  yard). 

Fresh  improvements  in  the  plant  have  recently  been  made  and 
will  be  found  described  in  the  catalogue  of  the  Gruson  Coriipnny  at 
Magdeburg-Bruckau,  which  undertakes  the  erection  of  plant  for  this 
process. 

In  this,  the  anodes  consist  of  homogeneous,  round  bars  of  carbon 
specially  prepared,  109  of  which  are  connected  together  by  having  lead 
cast  round  them  so  as  to  make  a  system  5  feet  3  inches  long  by  16 
inches  wide.     The  current  is  conveyed  to  it  by  a  strip  of  lead  cast  on 


COPPER 


>53 


to  one  end  of  the  leaden  casting.     Such  a  system  of  anodes  is  shown 
in  Fig.  159. 

The  baths,  whose  construction  is  shown  in  Fig.  160,  are  shallow 
wooden  tanks,  made  tight  by  a  lining  of  cloth  woven  of  jute  and 
covered  with  asphalt.     A  certain  distance  above   the  anode,  which 


Fio.  159. 


Fig.  160. 


lies  on  the  bottom  of  the  tank  is  a  tilter  of  linen  stretched  on  a 
wooden  frame,  which  divides  the  bath  into  the  anode  division,  and 
the  cathode  division  above  it.  In  the  latter  lie  the  cathodes  occupy- 
ing the  entire  surface  of  the  bath ;  they  consist  of  Avooden  plates 
covered  underneath  with  a  thin  sheet  of  copper  upon  which  the 
electrolytically  separated  copper  is  deposited.  Between  the  filter 
and  the  cathode  plates,  there  is  an  arrangement  (details  of  which  are 
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not  given)  for  keeping  the  solution  in  movement  and  thus  keeping 
the  solution  about  the  anodes  thoroughly  mixed. 

The  copper  is  to  be  dissolved  out  of  the  ore  in  trough-shaped 


Fig.  101. 


wooden  boxes,  lead-lined,  li  feet  9  inches   long,  2  feet  G  inches  wide 
and  3  feet  3  inches  high,  in  the  lower  portion   of   which    are    two 
stirrers  consisting  of  horizontal  square  steel  tubes 
covered  Avith  lead,  to  which  wooden  paddles  are 
secured.     The  bearings  of  these  tubes  and  the 
pulleys  for  driving  them  lie  outside  the  troughs  ; 
the  openings  in  the  ends  of  the  latter,  through 
which    the  spindles   pass,  are    rendered   water- 
tight by  special  arrangements.     The  solution  is 
heated  when  needed,  by  a  leaden  pipe  running 
above  the  tops  of  these  agitators.     The  arrange- 
ment of  these  dissolving  tanks  is  shown  in  Figs. 
161  and  162. 
The  exhausted  ore  is  separated  from  the  liquor  in  a  vacuum  filter, 
shown  in  Figs.  163  and  164.     This  consists  of  an  upper  wooden  box, 


Fig.  162. 


Fio.  163. 


lead-lined  and  open  above,  to  receive  the  ore  to  be  filtered,  and  a 
closed  lower  box  also  of  wood  and  lead-lined ;  the  two  are  separated 
by  a  ^rating  which  carries  a  filter  cloth  resting  on  a  perforated  sheet 
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of  metal.  By  means  of  an  air-pump  the  air  is  exhausted  from  the 
lower  box,  so  that  the  solution  is  forced  through  the  filter  by 
atmospheric  pressure,  whilst  the  ore  is  retained  in  the  upper  box.  The 


Fig.  164. 


Fig.    16-5 


whole  apparatus  is  carried  on  trunnions  in  a  frame,  so  that  after  the 

liquor  has  been  filtered  oft;  the  ore  in  the  upper  box  can  be  tipped  out. 

The  complete  plant  is  shown  put  together  in  Fig.  165.     A  is  the 
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storage  tank  for  the  solution  to  be  electrolysed  ;  the  latter  passes 
through  the  pipe  B  into  the  bath  C,  flows  fa-st  into  the  cathode 
division  k,  and  then  through  the  filter  into  the  anode  division  a, 
from  which  the  escape-pipe  D  leads  it  to  the  pipe  G,  which  conducts 
it  into  the  solution  tank  H.  Here  it  comes  in  contact  with  the  ore 
to  be  leached,  which  has  been  ground  in  the  ball-mill  E.  After  the 
copper  has  been  dissolved,  the  mixture  of  exhausted  ore  and 
liquor  runs  into  the  vacuum  filter  K.  The  solution  aspirated 
through  the  latter  is  again  conveyed  to  the  storage  tank  A  by  the 
pipe  M. 

It  is  said  that  10  hours  are  required  for  dissolving  the  copper  out 
of  the  ores  down  to  O'l  to  0"5  per  cent. 

No  definite  opinion  can  yet  be  expressed  as  to  the  commercial 
value  of  this  process ;  before  this  can  be  done,  working  results  on 
a  large  scale,  extending  over  a  considerable  period,  must  be 
available. 

Hopfners  Process'^ 

In  this  method  a  solution  of  cuprous  chloride  in  sodic  or  calcic 
chloride  is  produced  outside  the  electric  circuit,  the  copper  being- 
dissolved  from  the  sulphuretted  ores  by  means  of  cuimc  chloride  in 
accordance  with  the  equation  : — 

CuCl,  +  CuS  =  Cu,Clo  +  S 

The  solution  of  cuprous  chloride  in  sodic  or  calcic  chloride  is  led 
to  the  cathodes,  and  is  made  to  flow  over  a  whole  series  of  cathodes  ; 
a  similar  solution  is  led  separately  to  the  anodes,  anodes  and  cathodes 
being  separated  by  diaphragms.  The  anodes  consist  of  carbon,  the 
cathodes  of  sheet  copper.  At  the  cathodes  the  cuprous  chloride 
solution  is  decomposed,  copper  being  deposited  at  the  cathode,  whilst 
chlorine  passes  to  the  anodes,  and  combines  there  with  the  cuprous 
chloride  to  form  cupric  chloride. 

By  the  conversion  of  cuprous  into  cupric  chloride,  a  certain 
(juantity  of  electrical  energy  is  generated,  which  in  part  counteracts 
the  back  electro-motive  force  produced  at  the  cathode  by  the  decom- 
position of  the  cuprous  chloride  solution.  Hopfner  estimates  this 
back  electro-motive  force  at  1'8  volts,  and  the  potential  generated  by 
the  chloridising  of  the  cuprous  chloride  at  1  volt,  so  that  the 
electrolysis  absorbs  a  potential  of  0"8  volts. 

The    solution    surrounding    the    cathodes    flows    past    them    un- 

1  Zeitsrhr.  fiir  angeioandte  Chemie,  1891,  p.  160  ;  Imperial  German  Patent  53,782, 
March  2,  1888. 
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interruptedly,  and  leaves  the  bath  almost  free  from  copper;  the 
solution  surrounding  the  cathode  retains  its  copper,  but  the  cuprous 
is  converted  into  cupric  chloride.  The  latter  solution  also  flows  in  a 
continuous  stream  past  the  anodes  and  leaves  the  bath  as  a  solution 
of  cupric  chloride,  in  which  state  it  serves  to  dissolve  fresh  quantities 
of  copper  from  the  ores. 

The  copper  is  to  be  dissolved  out  of  the  ore  by  means  of  a  hot 
solution  of  cupric  chloride,  in  rotating  drums.  Any  sulphide  of  silver 
that  may  be  present  will  be  converted  into  chloride  and  dissolved  in 
the  liquor.  The  silver  is  best  precipitated  before  the  solution  is 
electrolysed ;  arsenic,  antimony,  bismuth,  iron^  etc.,  should  also  be 
first  thrown  down  by  cupric  oxide  or  caustic  lime. 

With  a  potential  of  0*8  volt  and  a  sufficient  number  of  baths,  one 
horse  power  is  said  to  precijaitate  96"8  lbs.  of  copjser  in  5-i  hours, 
allowing  a  current  loss  of  10  jDer  cent. 

The  above  process  presents  the  advantage  of  high  efficiency  of 
the  electric  current,  because  twice  as  much  copper  is  deposited  from 
a  solution  of  cuprous  chloride  as  from  cupric  chloride  or  sulphate 
with  the  same  current,  and  the  further  advantage  that  silver  is 
dissolved  along  with  the  copijer.  A  yet  further  advantage  is  said  to 
be  the  great  solvent  power  of  the  cupric  chloride  solution,  a  gallon 
of  which  is  stated  to  dissolve  I'o  lbs.  of  copper.  The  rate  of  solution 
however  is  probably  but  slow,  just  as  it  is  when  ferric  sulphate  is  the 
solvent  employed. 

A  disadvantage  is  the  use  of  diaphragms,  which  have  been  found 
to  give  unsatisfactory  results  in  the  experiments  of  Siemens  and 
Halske  in  their  own  process. 

As  in  the  last  case  so  here,  no  definite  judgment  about  the  value 
of  this  process  can  be  formed  until  the  results  of  its  working  on  a 
large  scale  for  a  considerable  time  are  known. 

(B)    EXTRACTION    OF    COPPER   FROM   MATTES 

If  copper  matte  be  used  as  the  anode  of  an  electric  circuit,  an 
acid  solution  of  bluestone  as  the  electrolyte,  and  a  sheet  of  copper  as 
the  cathode,  the  copper  can  be  deposited  on  the  latter,  whilst  sulphur 
remains  behind  at  the  anode,  and  iron  is  dissolved  as  ferric  sulphate. 
The  electric  energy  generated  at  the  anode  by  the  solution  of  the 
iron  and  copper  in  part  destroys  the  back  electro-motive  force  due  to 
the  decomposition  of  the  copper  sulphate. 

The  method  of  Marchese  for  electrolysing  copper  matte  is  founded 
on  the  above  principles  ;  he  uses  an  anode  of  copper  matte  containing 
iron  and  an  electrolyte  produced   by  treating  with  sulphuric  acid 

s 


258 


METALLURGY 


copper  matte  that  has  undergone  a  sulphating  calcination.  It  has 
been  used  at  Casarza  near  Genoa,  but  has  not  made  any  headway. 
According  to  Topetti/  the  Casarza  works  employ  20  Siemens 
machines,  each  of  which  electrolyses  a  set  of  12  baths  with  a  current 
of  15  volts  and  250  amperes.  The  matte  to  be  electrolysed  contains : 
copper  30  per  cent.,  sulphur  80  per  cent.,  iron  30  per  cent. ;  it  is 
cast  into  slabs  1"2  inches  thick  and  31-5  inches  X  31-5  inches  in 
area.  By  means  of  strips  of  sheet  copper,  0*08  inch  thick  and  0*8 
inch  wide,  which   are   cast   into  the   slabs,  the  latter  are  suspended 


Fig.   166. 


from  the  conductors  of  the  cells.  Each  cell  contains  15  anodes.  The 
cathodes,  of  sheet  copper  0"012  inch  thick,  and  27"5  inches  X  27'5 
inches  in  area,  are  suspended  two  inches  from  the  anodes.  The  con- 
ductors are  1'2  inches  thick. 

The  decomposing  cells  are  made  of  boards  2'75  inches  thick  and 
lined  with  sheet  lead  ;  they  are  6  feet  6  inches  long,  3  feet  wide,  and 
3  feet  3  inches  deep.  To  obtain  a  ready  circulation  of  the  solution 
they  are  arranged  stepwise  one  below  the  other.  The  arrangement 
of  the  cells  and  their  disposition  relative  to  the  dynamos  are  shown  in 
Figs."  166  to  168,  Fig.  166  being  a  ground  plan  and  Fig.  167  a  cross 
section  of  the  establishment. 

^  Giornale  PoJitecnico,  Milano,  November  and  December,  1885 
-  From  the  Lumiirt  Eltctrique,  xiv.  1884,  No.  42. 
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The  solution  of  bluestone  that  forms  the  electrolyte  is  produced 
by  extracting  copper  matte,  that  has  been  calcined  for  sulphate,  by 
means  of  water  and  dilute  sulphuric  acid.  A  solution  containing 
3  per  cent,  of  copper  is  said  to  give  the  best  results.  Half  of  the 
copper  is  said  to  be  precipitated  from  it  during  its  passage  through 
the  baths ;  it  is  then  used  for  dissolving  fresh  quantities  of  copper 


Fig.  167. 


Fig.  lt)S 


from  the  calcined  matte.  The  difference  of  potential  of  the  baths  is 
1  to  1-5  volts.  The  anodes  are  supposed  to  remain  hanging  for  3 
months  in  the  baths  and  then  to  be  replaced  by  new  ones.  The 
deposit  of  copper  on  the  cathodes  is  said  to  increase  by  2  inches  in 
3  months  and  then  to  be  removed  ;  4-i  lbs.  of  copper  are  stated  to  be 
deposited  per  horse  power  in  24  hours. 

The  disadvantages   of  this  process  are  that  casting  the  anodes  is 

s  2 
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difficult  and  uncertain,  that  they  are  fragile,  and  fall  to  pieces  before 
they  are  completely  dissolved,  whereby  the  electrolytic  action  is 
disturbed  ;  that  more  copper  is  deposited  at  the  cathodes  than  goes 
into  solution  at  the  anodes,  whereby  the  electrolyte  becomes  continu- 
ally poorer  in  copper,  but  on  the  other  hand  richer  in  iron,  so  that 
it  often  needs  renewing.  The  quantity  of  matte  which  is  used  after 
calcination  for  preparing  the  solution  is  therefore  greater  than  that 
which  can  be  directly  submitted  to  electrolysis. 

The  ferric  sulphate  formed  at  the  anodes  has  a  solvent  action  on 
the  copper  deposited  at  the  cathodes  unless  diaphragms  are  inserted. 
In  consequence  of  the  frequent  renewal  of  the  electrolytes,  the  con- 
sumption of  suljihuric  acid  is  a  serious  item.  The  contact  resistance 
at  the  anodes  occasions  great  losses  of  current  power,  and  finally  the 
copper  obtained  is  not  of  as  good  quality  as  the  copper  obtained 
electrically  from  alloys  of  that  metal. 

Experience  has  shown  that  the  process  can  therefore  not  be  recom- 
mended for  mattes  rich  in  iron,  in  spite  of  the  increase  of  current 
energy  j^roduced  by  the  solution  of  the  iron. 

Mattes  rich  in  copper  and  poor  in  iron  could  be  more  cheaply 
treated  in  the  dry  way,  and  if  these  mattes  contain  silver,  it  would 
be  more  advantageous  to  smelt  them  for  argentiferous  copper  and 
only  to  electroh'se  the  latter. 

(C)  EXTRACTION  OF  COPPER  FROM  ITS  ALLOYS 

The  electrolysis  of  alloys  of  co]3per  with  the  jDrecious  metals  has,  in 
the  short  period  since  its  introduction,  been  found  capable  of  produc- 
ino-  great  technical  and  commercial  advantages,  and  is  employed  in  a 
large  number  of  works  in  Europe  and  America.  In  1865  it  was  intro- 
duced by  Elkington,  who  used  Welde's  magneto-electric  machine  for 
generating  the  current.  Then  followed  the  Hamburg  refinery  under 
Wohlwill's  management  with  Gramme  machines,  and  then  Oker 
under  Bralining's  management  with  Siemens  machines.  Bralining 
and  the  firm  of  Siemens  and  Halske  deserve  great  credit  for  the 
manner  in  which  they  have  developed  the  process  with  Siemens 
machines.  The  method  is  at  present  used  amongst  other  places  at : 
Struthiltten  near  Siegen,  Stadtberge  in  Westphalia,  Oker  in  the 
Lower  Harz,  Altenau  in  the  Upper  Harz,  Mansfeld,  Moabit  (Kaiser), 
Wittkowdtz  in  Moravia,  Stefanshlitte  in  Hungaiy,  Brixlegg  in  the 
Tyrol,  Kedabeg  in  the  Caucasus,  Works  of  the  Russian  Copper 
Company  in  the  Urals,  Biache  St.  Wast  in  the  Pas  de  Calais, 
Marseilles  (Hilarion  Roux   and    Co.),  Swansea  and    Birmingham   in 
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England,  Anaconda  and  Great  Falls  in  Montana,  Bridgeport  in 
Connecticut,  Newark  in  New  Jersey,  Boston  in  Massachusetts,  Du- 
rango  in  Colorado,  Baltimore,  Chicago,  St.  Louis  and  Brooklyn  all  in 
the  United  States,  Wallaroo  in  Australia.  The  largest  installation  that 
the  author  has  seen  was  at  Anaconda.  The  process  depends  upon  the 
facts  that,  when  the  alloy,  cast  in  suitable  slabs,  is  used  as  the  anode 
of  an  electric  current,  an  acid  solution  of  bluestone  as  the  electrolyte, 
sheets  of  copper  as  the  cathode  of  the  current,  and  when  a  current  of 
suitable  density  is  employed,  the  copper  will  be  dissolved  from  the 
anode  and  deposited  at  the  cathode,  whilst  the  silver  remains  at  the 
anode  and  falls  to  the  bottom  of  the  bath  in  the  form  of  mud.  At  the 
anode  SO^  is  separated  and  a  corresponding  amount  of  copper  is  dis- 
solved ;  through  this  solution  of  copper,  the  electric  current  is  reinforced 
by  an  amount  of  energy  that  to  a  great  extent  neutralises  the  back 
electro-motive  force.  The  work  to  be  done  by  the  current  is  therefore 
comparatively  small.  When  a  current  of  proper  density  is  employed, 
the  metals  that  are  move  electro-positive  than  copper  remain  in 
solution,  whilst  those  that  are  more  electro-negative,  such  as  silver, 
remain  at  the  anode.  If  the  density  of  the  current  exceeds  certain 
limits,  all  the  metals  present  in  the  anode  will  be  dissolved  and 
veprecipitated  at  the  cathode,  producing  brittle  copper  and  increasing 
the  outside  resistance  of  the  circuit.  If  the  current  is  not  dense 
enough,  cuprous  oxide  and  finally  even  cupric  oxide  are  precipitated 
at  the  cathode.  The  more  neutral  the  electrolyte  becomes,  the  more 
readily  do  the  electro-negative  metals  of  the  anode  pass  into  solution 
and  the  more  easily  are  the  electro-positive  metals  precipitated  at  the 
cathode.  With  brittle  and  less  dense  anodes,  better  results  are 
obtained  than  with  malleable  and  dense  anodes ;  cast  and  rapidly 
cooled  anodes  are  better  than  when  rolled. 

Killiani  ^  has  tried  exhaustive  experiments  on  the  behaviour  of  the 
commonly  occurring  constituents  of  argentiferous  coarse  copper;  his 
results  are  reproduced  below.  They  refer  to  a  tension  of  O'l  to  0*25 
volt,  a  current  density  of  16'7  amperes  to  the  square  yard,  electrodes 
2  inches  apart  and  an  electrolyte  containing  15  lbs.  of  blue  vitriol  and 
O'o  lb.  of  sulphuric  acid  to  the  gallon. 

Cuprous  oxide,  being  a  bad  conductor,  goes  into  the  slimes,  but  is 
slowly  dissolved  by  the  acid  of  the  bath. 

Cuprous  stdphidc,  when  it  is  present  in  small  quantities,  as  is 
usually  the  case,  goes  into  the  slimes.  When  larger  quantities  are 
present,  it  is  decomposed,  the  copper  being  dissolved  and  the  sulphur 
precipitated. 

1  Berg-und  Huttenm.  Ztg.  1885,  p.  249. 
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Silver,  Platinum  and  Gold  go  into  the  slimes  in  the  form  of  powder. 
If  the  solution  is  neutral,  silver  may  also  be  dissolved,  and  is  then 
deposited  at  the  cathode. 

Bismuth  and  BismutMc  oxide  are  dissolved,  but  separate  out  for 
the  most  jjart  as  basic  sulphate. 

Tin  is  dissolved  but  is  precipitated  after  some  time  as  basic 
sulphate.  The  tin  has  a  beneficial  action  on  the  quality  of  the  copper 
deposited  at  the  cathode.  With  the  above  named  current  density 
(16"7  amperes  to  the  square  yard),  copper,  if  deposited  from  a  neutral 
solution  of  chemically  pure  sulphate,  is  very  brittle  and  has  a  warty 
surface.  If  the  anode  however  contains  a  considerable  amount  of  tin 
the  copper  will  be  malleable  and  smooth.  The  tension  of  the  bath 
too  is  very  notably  diminished  when  the  anodes  contain  a  considerable 
proportion  of  tin. 

Arsenic  dissolves  in  acid  or  neutral  solution  as  arsenious  acid ;  as 
soon  however  as  the  solution  is  saturated,  it  is  thrown  down  among 
the  slimes  as  an  arsenite.  From  a  neutral  solution  arsenic  is 
deposited  at  the  cathode,  from  an  acid  one  only  when  it  is  relatively 
poor  in  copper. 

If  the  arsenic  exists  in  the  anode  as  an  arseniate,  it  goes  entirely 
into  the  slimes  in  neutral  solutions  because  arseniates  are  non-con- 
ductors of  electricity,  but  in  an  acid  solution  it  is  gradually  dissolved 
as  arsenic  acid  in  consequence  of  secondary  reactions. 

Ardimony  is  partly  dissolved  in  acid  or  neutral  solutions,  and 
partly  remains  at  the  anode  as  a  basic  sulphate.  The  dissolved 
antimony  separates  out  from  the  solution  as  basic  sulphate,  on  being 
allowed  to  stand  for  a  considerable  time.  Antimoniates,  that  exist  in 
the  anode,  pass,  as  nonconductors  of  electricity,  into  the  slimes,  but  are 
slowly  decomposed  by  the  acid  of  the  solution  with  the  separation  of 
antimonic  acid ;  the  bases  which  were  combined  with  it  tend  to 
neutralise  the  solution.  As  long  as  the  solution  is  acid  and  contains 
the  above  stated  amount  of  copper,  even  when  it  is  saturated  with 
antimony,  none  will  be  deposited  on  the  cathode ;  at  the  worst  some 
of  the  basic  salt  may  mechanically  adhere  to  it.  If  on  the  contrary 
the  solution  is  nearly  or  quite  neutral,  antimony  will  be  deposited 
with  copper  at  the  cathode,  and  the  deposit  will  be  more  brittle ;  but 
even  with  an  acid  solution,  antimony  is  deposited  with  the  copper,  if 
the  bath  becomes  impoverished  in  copper. 

Lead  is  attacked  even  before  copjier,  and  is  thrown  down  among 
the  slimes  as  an  insoluble  sulphate.  The  presence  of  lead  therefore 
renders  the  bath  poorer  in  copper. 

Iron,  Zinc,  Nickel  and  Cobalt  are  more  electro-positive  than  copper 
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and  therefore  dissolve  before  it  does  ;  they  impoverish  the  bath  as 
regards  both  copper  and  free  acid.  Iron  goes  into  solution  as  a 
ferrous  salt,  at  the  low  current  density  required  for  the  electrolysis  of 
coarse  copper,  and  this  is  gradually  oxidised  by  the  air  to  ferric 
sulphate. 

The  ferric  sulphate  only  makes  its  appearance  at  the  anode  with 
very  high  current  densities,  at  which  oxygen  and  free  acid  also  form. 
When  the  solution  only  retains  0-02  lb.  of  copper  to  the  gallon,  the 
rest  of  its  original  copper  contents  having  been  replaced  by  iron,  the 
copper  at  the  cathode  becomes  warty. 

Hence  the  slimes  at  the  anodes  may  contain  : — gold,  platinum, 
silver,  sulphide  of  silver,  cuprous  oxide,  copper  sulphide,  basic 
sulphates  of  bismuth,  tin  and  antimony,  antimonic  acid,  arsenite  of 
copper,  arseniates  and  antimoniates,  sulphate  of  lead  and  slag,  through 
which  latter  iron,  lime,  magnesia  and  silica  may  also  enter  into  the 
composition  of  the  slimes.  A  little  pulverulent  metallic  copper  is 
also  always  precipitated. 

The  anodes  are  simultaneously  attacked  at  the  surface  and  in 
their  interior. 

By  taking  up  iron,  zinc,  nickel,  cobalt,  manganese,  tin,  arsenic, 
antimony  and  bismuth,  the  electrolyte  becomes  richer  in  these  metals, 
but  poorer  in  copper  and  in  acid. 

The  impoverishment  in  copper  of  the  solution  is  partly  counter- 
balanced by  the  fact  that  an  acid  solution  of  sulphate  of  copper  is 
reduced  by  copper  to  cuprous  sulphate,  which  is  again  oxidised  to 
cupric  sulphate  by  the  atmospheric  oxygen.  By  this  secondary 
reaction  (which  is  used  in  separating  copper  and  silver  by  so-called 
sulphuric  acid  leaching),  copper  is  dissolved  as  long  as  the  solution 
remains  acid,  and  the  more,  the  less  the  current  density  and  the  more 
the  solution,  in  consequence  of  rapid  circulation,  comes  into  contact 
with  the  air. 

For  the  process  to  continue  uninterruptedly,  it  is  necessary  to 
keep  the  bath  acid  by  adding  sulphuric  acid  from  time  to  time  and 
to  make  good  any  deficiency  in  copper  by  additions  of  bluestone. 

The  neutralisation  of  the  solution  produced  by  the  absorption  of 
foreign  metals  from  the  anode  has  in  many  ways  a  very  prejudicial 
effect  upon  the  electrolytic  method  ;  the  solution  becomes  a  worse 
conductor,  foreign  metals  are  deposited  at  the  cathode,  and  cuprous 
oxide  is  also  deposited  along  with  the  copper  at  the  cathode. 

The  conductivity  of  the  solution  diminishes  as  it  becomes  neutra- 
lised at  such  a  rate  that,  with  electrodes  2  inches  apart,  and  all  other 
conditions  unchanged,  the  difference   of  potential  in  the  bath  rises 
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from  0"1  volt  to  0"25  volt.  The  above  mentioned  metals,  antimony, 
arsenic  and  tin  pass  into  the  cathode  deposit,  and  make  it  brittle. 
The  current  density  employed  no  longer  suffices  to  completely  decom- 
pose the  sulphate  of  copper  in  the  electrolyte,  so  that  a  certain 
amount  of  cuprous  oxide  is  deposited  with  the  copper  at  the  cathode ; 
this  renders  the  deposit  so  brittle  that  it  can  be  ground  in  a  mortar. 
If  the  solution  is  acid,  the  cuprous  oxide  will  be  dissolved  by  virtue  of 
a  secondary  reaction ;  if  it  is  neutral,  the  latter  remains  in  the 
cathode  deposit. 

In  order  to  produce  good  copper,  the  solution  must  circulate  as 
actively  as  jDossible,  because  the  copper  deposited  at  the  cathode  is 
purer  and  more  malleable,  the  more  rapidly  the  solution  is  circulat- 
ing. If  the  solution  is  not  in  motion,  it  becomes  richer  in  copper  at 
the  anode,  but  poorer  at  the  cathode ;  the  poor  solution  ascends  in 
the  bath,  whereby  a  layer  of  solution  offering  great  resistance  is 
introduced  into  the  circuit.  This  renders  it  possible  for  other  metals 
or  for  hydrogen  to  be  separated  along  with  the  copper. 

The  following  table  compiled  from  a  number  of  experiments  by 
Kiliani  shows  the  effect  of  impurities  in  the  anode  or  the  solution,  as 
also  of  the  movement  of  the  solution  upon  the  difference  of  potential 
in  the  bath.  The  experiments  were  performed  with  electrodes  2 
inches  apart,  and  with  a  current  density  of  16'7  amperes  to  the 
square  yard. 


One  gallon  of  solution  contains 


Anode 
composed  of 


1  "o  lbs.  crystallised  copper  sul-  i  f  Pure  copper  . 
pliate  and  0"5  lbs.  sulphuric  |-!  Black  copper  . 
acid '  (Copper  matte 


1  '5  lbs.  crystallised  copper  sul- 
phate     


0'08  lb.  crystallised  copper 
sulphate,  1"6  lbs.  crystallised 
ferrous  sulphate,  0"5  lb. 
sulphuric  acid 


The  same  without  sulphuric  acid 


j^  Pure  copper  . 
-[  Black  copper  . 
\^  Copper  matte 


Pure  copper  . 
Black  copper  . 
I  Copper  matte 


I  Pure  copper 
<  Black  copper  . 
{  Copper  matte 


Tension  in  volts. 


Solution 
in  movement. 


0-09.5 
0-120 
0-40 


0-24 

0-275 

0-532 


0-22 
0-25 
0-50 


0-30 
0-35 
0-75 


Solution 
at  rest. 


0-095 
0-120 
0-40 


0-243 
0-278 
0-535 


0-75 
0-75 

1  -uo 


1-10 
1-15 
1-30 
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The  black-copper  contained  : — 

Copper 96*6  per  cent. 

Silver 0-403       „ 

Gold 0-011       „ 

Arsenic 1-23         ,, 

Iron 1-0  ,, 

Sulphur 0-54         ., 

As  regards  the  relation  between  strenofth  and  tension  of  the 
current,  the  same  amount  of  copper  can  be  obtained  from  a  given 
power  with  high  strength  and  low  tension  as  with  low  strength  and 
high  tension.  It  is  for  instance  immaterial  whether  a  dynamo  giving 
80  volts  tension  and  120  amperes  of  current  strength  or  one  giving 
15  volts  and  240  amperes  is  employed ;  the  only  requisite  is  that  in 
each  case  the  current  density  shall  be  the  same,  i.e.  that  the  same 
current  strength  is  used  for  a  given  area  of  electrodes.  The  most 
suitable  current  strength  for  the  electrolysis  of  copper  is  given  as 
between  16-7  and  25  amperes  to  the  square  yard.  Low  tension 
dynamos  require  very  thick  and  short  leads ;  with  these  machines  the 
course  of  the  operation  is  far  more  liable  to  be  disturbed  by  the  least 
increase  of  resistance  in  the  baths  than  when  higher  tensions  are 
employed.  For  this  reason  modern  machines  have  greater  electro- 
motive force  and  lower  current  strengths. 

With  high  strengths  of  current  a  smaller  quantity  of  cells,  with 
low  strengths  a  correspondingly  larger  number  of  cells  are  employed. 

The  following  table  shows  the  efficiency  of  various  dynamos  of 
Siemens  and  Halske  at  the  works  at  Oker : — 


H.-P.  of  the 
motor. 

No.  of 
pattern  of 
dynamo. 

Tension 

in 

volts. 

Current 

strength  in 

amperes. 

Effective  power 

at  the  terminals 

in  watts. 

No.  of 
cells. 

Copper 

deposited 

per  '24  hours. 

7—8 

c' 

3-5 

30 
15—20 

1,000 
120 
240 

3,500 

3,600 

3,600—4,800 

12 

80 
40—50 

lbs. 
551-2- 661-4 

The  capacity  of  certain  works  using  Gramme  machines  is  given 
on  the  following  page. 

The  arrangement  of  a  bath  for  the  electrolysis  of  copper  alloys  is 
shown  in  Figs  169  to  171. 

L  L  are  the  copper  conductors  from  which  the  anode  plates  and 
the  cathode  sheets  are  alternately  suspended  ;  the  conductors  for  the 
former  are  marked +  ,  for  the  latter  —  ,  and  the  path  of  the  electric 
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Dynamo 

H.P 

Tension  in  volts 

Strength  in  amperes 

Number  of  baths  grouped  together   .    . 
Effective  cathode  area  per  bath  .  sq.  feet 
Current  density,  amperes  per  sq.  foot  .    . 
Copper  deposited  in  24  hours      .    .    .  lbs. 
Refined  copper  per  hour  and  per  h.p.    lbs. 


Oeschger,  Mes- 

dach  &  Co., 

Hilarion, 

Xorth  German 

Biache  St. 

Roux  &  Co., 

Eefinery, 

Waast,  Pas  de 

3Iarseilles. 

Hamburg. 

Calaais. 

- 

Gramme 

Gramme 

Gramme 

8 

5 

12 

4 

8 

27 

700 

300 

300 

20 

40 

60 

227-2 

242  2 

161-5 

3-08 

1-24 

1-85 

881  -8 

551-2 

1,984-2 

4-59 

4-59 

6-87 

current  is  shown  by  the  horizontal  arrows.     Figs  170  and  171  show 
the  manner  in  which  the  baths  are  coupled  up  to   each   other.     To 

each  of  the  longer  walls  of  the 
bath,  a  board  is  secured  in  which 
are  wooden  pins  that  keep  the 
electrodes  at  their  proper  distance 
ajDart,  so  as  to  prevent  short  cir- 
cuiting. The  cells  are  filled  with 
solution  almost  up  to  the  level  of 
the  lower  conductor. 

The  baths  themselves  are 
framed  of  stout  plank,  strength- 
ened by  stout  braces  on  the  out- 
side, and  lined  with  lead  inside. 
Their  length  varies  from  3  feet 
3  inches  to  10  feet  or  more, 
according  to  the  number  of 
electrodes.  They  must  possess 
sufficient  depth  below  the  bottom 
Jig.  H39,  of  the  electrodes,  to  prevent  the 

risk  of  short  circuiting  between 
the  latter  and  the  slimes  thrown  down  upon  the  bottom. 

The  conductors  are  made  of  electrolytic  copper,  and  should  be  an 
inch  or  two  in  thickness.  They  must  be  so  disposed  that  any 
electrode  can  be  immediately  removed  and  replaced  by  a  fresh  one. 

The  anodes  are  cast  in  cast-iron  moulds ;  they  are  provided  with 
short  projecting  horns  at  the  two  upper  corners,  by  means  of  which 
they  are  suspended  from  the  conductors.  At  Oker  they  are  3  feet  3 
inches  long,  1  foot  8  inches  wide  and  0"6  inch  thick.  The  cathode 
sheets  are  made  of  electrolytic  copper  and  are  extremely  thin,  less 
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namely  than  0']2  inch.  In  order  to  be  able  to  remove  the  deposit 
of  copper  from  them  readily  they  are  painted  over  with  petroleum 
spirit  and  their  edges  coated  with  paraffin.     The  cathode  sheets  are 


suspended  from  the  conductors  by  means  of  copper  strips,  O'S  inch 
wide  and  0-08  inch  thick,  which  may  be  riveted  to  the  sheets  ;  the 
junctions  must  be  above  the  level  of  the  solution  or  be  protected  from 
its  action  by  a  coating  of  paraffin. 


268  METALLURGY 

Experience  has  shown  that  the  electrodes  are  best  placed  2  inches 
apart. 

Quite  recently,  by  suitably  purifying  the  electrolyte,  it  has  been 
found  possible  to  work  successfully  with  high  current  densities  (10  to 
20  amperes  per  square  foot) ;  this  purification  of  the  electrolyte  is 
performed  by  means  of  compressed  air,  which  throws  down  iron  and 
arsenic  in  the  form  of  arseniate  of  iron.  By  means  of  an  arrangement 
devised  by  the  brothers  C.  and  H.  Borchers  of  Goslar,  the  precipitation 
is  carried  on  so  quietly  that  the  solution  remains  perfectly  clear.  This 
device,  which  besides  admitting  of  the  use  of  high  current  densities, 
also  produces  an  excellent  circulation  of  the  solution,  consists  of  a 
leaden  tube  that  reaches  from  the  surface  of  the  solution  in  each  bath 
down  to  nearly  the  bottom.  A  glass  tube  drawn  out  to  a  fine  point 
dips  about  half  an  inch  into  the  solution  in  each  leaden  tube, 
compressed  air  being  forced  through  the  glass  tube.  The  air  splits 
into  minute  bubbles  and  is  suspended  as  such  in  the  solution,  with 
the  result  that  the  specific  gravity  of  the  latter  is  so  far  diminished 
as  to  rise  up  in  the  tube  and  overflow  over  its  upper  edge  into  the 
solution  in  the  bath,  its  place  being  taken  by  solution  that  enters  the 
tube  through  its  lower  extremity.  A  continuous  movement  of  the 
solution  in  every  bath  is  thus  obtained.  The  baths  are  filled  from 
one  single  set  of  pipes  and  emptied  out  periodically,  the  latter  opera- 
tion being  performed  whenever  indicated  by  the  condition  of  the 
solution.  When  the  bath  has  become  saturated  with  bismuth  and 
antimony  compounds,  owing  to  the  presence  of  these  elements  in  the 
copper,  the  electrolyte  has  to  be  removed  from  the  baths,  and  heated 
air  passed  through  it  whilst  oxide  of  copper  or  basic  salts  of  copper 
are  added  to  it.  It  is  then  filtered,  brought  up  to  the  requisite 
strength,  acidulated  with  sulphuric  acid  and  is  then  again  ready  to  be 
returned  to  the  baths. 

By  the  employment  of  this  process,  a  current  of  10  amperes  per 
square  foot  can  be  applied,  so  that  with  the  same  number  of  baths, 
three  times  as  much  copper  can  be  treated  as  by  the  old  process. 

The  process  of  Fohster  also  employs  a  current  of  15  to  20  amjDeres 
per  square  foot.  The  anodes  are  suspended  as  in  the  Moebius 
process  for  parting  gold  and  silver  (i.e.  a  number  of  narrow  plates 
connected  by  hooks  with  a  metallic  rail) ;  the  electrolyte  is  heated 
and  a  current  of  air  forced  through  it,  in  order  to  remove  easily 
oxidisable  substances,  whilst  to  maintain  it?  strength  as  regards 
copper,  oxide  of  copper  is  added  to  it.  The  oxide  of  copper  is 
produced  by  the  action  of  a  hot  air  blast  upon  molten  matte,  which 
is  thus  pulverised  and  oxidised. 
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In  all  the  processes  hitherto  considered  for  parting  copper  and 
silver  or  for  refining  copper,  the  electrodes  were  arranged  in  parallel. 
A  number  of  processes  have  been  devised  in  the  United  States, 
notably  by  Stalmann,  Hayden,  Smith  and  Randolph,  in  which  the 
electrodes  are  arranged  in  series.  In  Stalmann's  process  separate 
anode  and  cathode  plates  are  employed,  whilst  in  the  others  the  plates 
of  coarse  copper  are  both  anodes  and  cathodes.  Stalmann's  process 
was  employed  for  some  time  at  Anaconda,  but  has  been  replaced  there 
by  Fohster's  method ;  a  short  description  of  it  may  nevertheless 
prove  of  interest.^ 

The  first  anode  and  the  last  cathode  of  each  bath  are  suspended 
separately,  whilst  the  electrodes  between  them  are  united  to  form 
couples  independent  of  the  others.  Each  of  these  couples  consists  of 
a  cathode  and  an  anode,  the  surfaces  of  which,  that  are  turned 
towards  each  other,  are  separated  by  an  insulating  layer  of  glass, 
asbestos  or  air,  whilst  the  plates  are  put  into  electrical  connection 
with  their  neighbours  by  means  of  copper  screws  or  wires.  The 
current  enters  at  the  anode  suspended  by  itself,  passes  through  the 
electrolyte  to  the  first  cathode,  by  means  of  the  conductor  to  the 
anode  united  with  it,  from  this  through  the  electrolyte  to  the  cathode 
of  the  second  couple,  by  means  of  the  conductor  to  the  anode  of  that 
couple,  through  the  electrolyte  to  the  cathode  of  the  third  couple,  and 
so  on  till  it  reaches  the  cathode  suspended  by  itself  at  the  end  of  the 
bath.  Thence,  with  baths  in  series  it  passes  to  the  anode  of  the  next 
bath,  whilst  with  baths  in  parallel,  it  returns  to  the  negative  pole  of 
the  dynamo. 

This  arrtingement  is  represented  by  Figs.  172  to  178.  A  A^  are 
two  wooden  boxes,  one  inside  the  other,  that  form  the  bath;  the 
interspace  between  them  is  filled  with  some  material,  like  asphalt  or 
cement,  that  is  impervious  to  the  electrolyte.  C,  C^,  C-,  etc.  are  the 
anode  plates  suspended  by  the  projections  c,  which  rest  either  directly 
on  the  sides  of  the  bath  or  on  bars  of  indiarubber,  wood,  or  some 
other  nonconductor,  E,  E\  E-  are  the  cathodes  of  sheet  copper  which 
are  also  suspended  in  the  electrolyte.  D  is  the  dynamo.  The  first 
anode  C  of  the  bath  is  connected  by  means  of  the  conductor  H  with 
the  positive  pole  of  the  machine.  The  first  cathode  E  is  electrically 
connected  with  the  second  anode  C^,  either  by  means  of  copper  bolts 
e  (Fig.  174)  or  by  means  of  copper  rods  and  straps  F  (Fig.  17G). 
The  second  cathode  plate  E^  is  similiarly  connected  with  the  third 
anode  C-,  and  all  the  following  cathodes    and   anodes    are  similarly 

^  Patent  No.  467,350,  dated  January  19,  1892,  and  Patent  No.    467,484,  dated 
January  19,  1892. 
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connected  in  couples,  up  to  the  last  cathode,  which  is  separate  and 
which  is  connected  to  the  negative  pole  of  the  dynamo  by  means  of 
the  conductor  G.     The  individual  couples  of  plates  are  separated  from 
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each  other  by  means  of  glass  or  porcelain  studs  suitably  disposed  on 
and  along  the  inner  long  sides  of  the  bath. 

If  several  baths  are  to  be  employed  in  series  the  last  cathode  of 


COPPER 


271 


one  is  electrically  connected  with  the  first  anode  of  the  next  (Fig.  177), 
whilst  the  last  cathode  of  the  last  bath  is  in  connection  with  the 
negative  pole  of  the  dynamos.  If  the  baths  are  to  be  arranged  in 
parallel  (Fig.  178)  each  bath  is  separately  connected  with  the  positive 
and  negative  poles  of  the  dynamo. 

With  this  arrangement  the  current  enters  the  first  anode,  passes 
through  the  electrolyte  to  the  first  cathode,  where  it  deposits  copper, 
sending  SO^  to  the  anode,  then  through  the  conducting  fastening 
to  the  second,  and  so  on  till  it  reaches  the  last  cathode  whence  it 
returns  to  the  negative  pole  of  the  dynamo. 

In  the  Hayden,  Smith  and  Randolph  processes,  all  cathodes,  except 


Fig.  177 


Fig.  17S. 


the  last  one  of  the  last  bath,  are  dispensed  with,  and  similarly  only  the 
first  plate  of  the  first  bath  can  be  looked  upon  as  a  true  anode.  As 
already  noted,  all  the  other  plates  (of  coarse  copper)  act  simultaneously 
as  anodes  and  cathodes ;  when  the  circuit  is  closed  and  the  cuiTent 
passes,  the  copper  is  dissolved  away  from  each  anode  face  of  each 
plate  and  is  deposited  upon  the  cathode  face  of  the  plate  opposite,  so 
that  after  a  certain  time  each  plate  will  be  transformed  into  electro- 
lytic copper.  The  current  must  then  be  stopped,  otherwise  this 
electrolytic  copper  would  in  its  turn  be  dissolved  and  precipitated 
upon  the  next  opposite  plate. 

In  Haydeu's  method  the  electrode  plates  are  suspended  vertically, 
whilst  in  Smith's  and  Randolph's  methods  they  lie  horizontally  In 
Smith's  arrangement   the  uppermost   plate   is   connected    with    the 
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positive,  and  the  lowest  plate  with  the  negative  pole  of  the  current ; 
the  copper  therefore  travels  from  above  downwards,  that  is  to  say  it  is 
deposited  upon  the  upper  surface  of  each  jDlate.  Linen  diaphragms 
have,  therefore,  to  be  inserted  between  the  plates  to  23revent 
impurities  from  dropping  down  upon  the  electrolytically  deposited 
copper. 

In  Randolph's  process,  the  lowest  plate  is  connected  with  the 
j)ositive,  and  the  topmost  plate  with  the  negative  pole  of  the  current, 
so  that  the  copper  travels  from  below  upwards,  that  is  to  say  the 
cojDper  is  deposited  upon  the  under  surface  of  the  jDlates.  The 
electrolyte  is  made  to  circulate  horizontally ;  diaphragms  are  not 
required  in  this  arrangement. 

Hayden's  process  has  the  advantage  over  those  of  Smith  and 
Randolph  that  any  interruptions  are  easily  discovered  and  overcome, 
Avhereas  in  the  latter  method  the  electrodes  have  to  be  removed  from 
the  baths  should  anything  go  wrong. 

In  all  these  three  processes,  the  plates  of  coarse  copper  must  be  of 
accurately  uniform  thickness,  otherwise  their  transformation  into 
electrolytic  copper  would  not  be  simultaneous ;  the  plates  must 
therefore  be  submitted  to  an  expensive  series  of  preparatory  operations 
such  as  rolling,  gauging  and  sorting.  But  even  when  the  thickness 
is  uniform,  certain  irregularities  in  the  deposition  of  the  copper  are 
unavoidable,  due  to  want  of  uniformity  in  the  structure  of  the  coarse 
copper  or  to  the  adherence  of  impurities  to  its  surface.  The  advantage 
of  these  processes  lies  in  the  fact  that,  when  the  copper  is  dissolved 
rapidly  and  the  plates  are  not  too  thick,  the  stock  of  copper  contained 
in  the  baths  is  comparatively  small.  At  Baltimore,  using  the  Hayden 
process,  plates  of  coarse  cojDper  ^  inch  thick  are  dissolved  in  12  days 
with  a  current  density  of  16  amp.  per  square  foot. 

These  processes  have  not  come  into  use  in  Europe,  and  even  in 
America  they  appear  to  have  been  set  aside  in  favour  of  those  working 
in  parallel. 

Figs  170  and  180  show  the  arrangement  of  a  complete  plant  for 
the  electrolytic  extraction  of  copper  on  a  scale  of  about  -^^q. 

The  baths  are  arranged  stepwise  one  below  the  other  in  two  rows, 
to  facilitate  the  circulation  of  the  solution.  The  latter  flows  from  the 
storage  tank  B  through  leaden  tubes,  which  project  just  above  the 
bottom  of  the  topmost  tank,  and  escapes  through  perforations  in  the 
ends  of  these  tubes;  from  the  topmost  tanks  the  solution  flows 
similarly  to  those  immediately  below,  and  so  on  till  it  escapes  from  the 
lowest  tanks  into  the  storage  tank  B^,  whence  it  is  pumped  by  the 
pump   P  back   into  the  upper  storage  tank  to  again  traverse  the 
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series  of  baths.  M  is  the  steam  engine,  driving  the  dynamo  D  by 
means  of  beltino-.  The  path  of  the  electric  current  from  the  terminals 
of  the  dynamo  through  the  circuit  is  shown  by  arrows. 

The  baths  may  be  placed  one  close  behind  the  other;  sufficient 
space  must  however  be  left  between  the  rows,  so  that  both  the  longer 
sides  may  be  readily  accessible. 

As  already  stated,  the  circulation  of  the  solution  must  be  an 
active  one. 

The  thickness  and  length  of  the  conductors  conveying  the  current 
from  the  terminals  of  the  dynamo  to  the  baths  depend  on  the  tension 
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and  strength  of  the  current  as  well  as  on  the  number  of  baths.  They 
must  be  thicker  and  shorter,  the  greater  the  strength  of  the  current. 
In  the  better  known  electrolytic  plants,  the  section  of  the  conductor 
is  such  that  each  square  inch  carries  from  258  to  774  amperes. 

The  plates  of  copper  deposited  at  the  cathodes  are  allowed  to 
attain  a  thickness  rather  less  than  that  of  the  anodes. 

The  electrolytic  extraction  of  copper  is  open  to  the  objections  that 
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the  plant  is  costly,  that  the  solution  of  cojDper  at  the  anodes  and  its 
deposition  at  the  cathodes  is  comparatively  slow,  so  that  the  copper 
remains  in  the  baths  for  a  considerable  period  as  dead  capital,  and 
that,  especially  with  impure  copper,  the  electrolyte  needs  frequent 
renewal.  These  objections  are  however  in  most  cases  more  than 
counter-balanced  by  the  good  quality  of  the  copper  produced  and 
the  value  of  the  precious  metals  contained  in  the  anode  slimes. 


LEAD 

Physical  Properties 

Lead  possesses  a  characteristic  bluish-gray  colour,  aud  a  well- 
marked  metallic  lustre.  It  loses  this  lustre  on  exposure  to  the  air, 
its  surface  becoming  dull  gray.  It  is  soft  enough  to  be  indented  with 
the  nail  and  can  be  cut  with  a  knife,  the  softness  of  the  metal 
increasing  with  its  purity.  Its  malleability  is  such  that  it  can  be 
rolled  into  thin  sheets,  and,  by  previous  heating,  it  can  be  "  squirted  " 
into  rods  and  tubes  ;  it  cannot,  however,  be  drawn  into  fine  wire  on 
account  of  its  want  of  ductility  and  its  low  tensile  strength.  The 
specific  gravity  of  lead  lies  between  11"254  and  ll"39o,  and  is  only 
very  slightly  increased  by  rolling ;  according  to  Knab  ^  the  specific 
gravity  of  cast  lead  is  11"352,  of  rolled  lead  11"858.  The  specific 
gravity  is  lowered  by  the  presence  of  other  metals,  so  that  it  furnishes 
an  indication  of  the  softness  and  purity  of  the  lead. 

Lead  crystallises  in  the  cubical  system,  and  melts  between  334° 
and  336'  C.  At  a  bright  red  heat,  in  the  presence  of  air,  it  volatilises 
perceptibly,  but  only  to  a  very  slight  extent  if  air  be  excluded ;  at  a 
white  heat  (1600"— 1800"  C.)  it  boils. 

The  conductivity  of  lead  for  heat  and  electricity  is  low.  According 
to  Wiedemann  and  Franz,  taking  silver  as  100  in  each  case,  the 
conductivity  for  heat  at  12"  C.  is  8"5  ;  and  for  electricity  at  the  same 
temperature  10'7. 

Antimony,  arsenic,  copper  and  zinc  diminish  the  softness  of  lead 
when  present  to  any  considerable  extent,  antimony  and  arsenic 
rendering  it  brittle,  hard,  and  easily  fusible.  The  presence  of  anti- 
mony is  desirable  in  hard  lead  (antimonial  lead),  and  alloys  containing 
over  20  per  cent,  of  antimony  are  used  for  the  production  of  type 
metal,  metal  for  bearings,  shot  and  bullets.  Lead  used  for  rolling 
into  sheet  should,  on  the  contrary,  be  free  from  arsenic  and  antimony. 

1  TraiU  dt  Metallurrjk.     Paris,  1891. 
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Metallic  sulphides  act  similarly  to  arsenic  and  antimony  in  destroying 
the  softness  of  the  metal. 

Bismuth  in  small  quantities  does  not  exert  any  injurious  influence 
on  the  physical  properties  of  lead.  Even  when  present  to  a  consider- 
able extent  it  does  not  appear  to  interfere  with  its  malleability,  as, 
according  to  Junge,^  lead  containing  1"92  per  cent,  of  bismuth  is  as 
easily  rolled  into  sheets  as  soft  lead  quite  free  from  the  former  metal. 

Co^jper  occurs  in  such  small  amounts  in  properly  refined  lead  that 
it  is  without  influence  upon  its  physical  properties,  though  even  this 
small  amount  is  detrimental  in  the  case  of  lead  which  is  to  be  used 
in  making  glass,  or  for  the  manufacture  of  white  lead,  as  it  imparts  a 
greenish  tint  to  both.  According  to  Hampe,  borax  glass  containing 
only  00009  per  cent,  of  copper  oxide  is  scarcely  coloured,  whilst  the 
presence  of  0'0012  per  cent,  imparts  to  it  a  distinct  green  tinge. 

Iron,  zinc,  nickel  and  cobalt  only  occur  in  such  minute  quantities 
in  refined  lead  that  their  influence  on  its  physical  properties  is 
unimportant. 

Chemical  Properties 

Lead  is  not  altered  by  dry  air,  but,  exposed  to  the  ordinary  atmo- 
sphere, it  becomes  covered  with  a  superficial  coating  of  suboxide,  PbgO. 
When  melted  in  air  its  surface  becomes  first  iridescent,  and  then 
covered  with  a  grayish  powder  or  dross  (bleiasche).  At  a  red  heat 
it  is  converted  into  lead  monoxide,  and  after  long  heating  this 
changes  into  red  lead  (PbgO^  or  Pb^O^).  Moderately  concentrated  nitric 
acid  easily  dissolves  lead.  In  large  pieces  it  is  only  slightly  attacked 
by  hydrochloric  acid  or  by  cold  sulphuric  acid  of  less  than  60°  B., 
its  surface  becoming  covered  with  a  layer  of  chloride  or  sulphate, 
which  prevents  further  action ;  in  a  state  of  fine  division,  however,  it 
is  slowly  converted  into  the  corresponding  salts  by  these  acids.  Hot 
concentrated  sulphuric  acid  attacks  it  rather  rapidly. 

Chemical  Reactions  of  Lead  Compounds  that  are  of 
Importance  in  the  Extraction  of  the  Metal 

lead  monoxide  (PbO) 

Lead  monoxide  melts  at  a  bright  red,  but  is  only  volatile  at  a 
white  heat.  It  dissolves  easily  in  nitric  and  acetic  acids.  Heated  with 
silica  to  its  melting  point  it  forms  a  freely  fluid  silicate.  It  behaves 
as  an   acid,  towards  powerful  bases  (potash,  soda,  baryta  and  lime), 

^  Jahrbuch  fiir  das  Berg-  unci  Hiittenwesen  im  Kiinigreich  Sachsen,  1888,  p.  S. 
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and  is  dissolved  by  them.  It  is  produced  when  lead  is  heated  in  air, 
and,  231'ovided  that  the  temperature  is  kept  below  the  melting  point 
of  the  oxide,  forms  a  yellow,  amorphous  powder  (massicot)  ;  if  the 
temperature  be  high  enough  to  melt  the  lead  oxide,  it  forms  a  trans- 
parent, orange-coloured  fluid,  solidifying  to  a  crystalline  red  or  yellow- 
mass  on  cooling.  In  this  form,  in  which  it  is  obtained  during  the 
separation  of  silver  from  lead,  it  is  known  as  litharge  (hleigla.tte)  ;  it  is 
distinguished,  according  to  its  colour,  as  yellow  or  silver  litharge  and 
red  or  gold  litharge,  the  two  varieties  not  differing,  however,  in 
chemical  composition.  On  heating,  yellow  litharge  becomes  red, 
regaining  its  colour  on  cooling,  w^hilst  red  litharge  becomes  yellow  if 
quickly  cooled  after  heating. 

Large  masses  of  molten  litharge,  when  allowed  to  cool  slowly,  fall 
to  pieces,  owing  to  expansion  taking  place,  and  form  partly  fine  powder 
and  partly  crystalline  flakes  with  metallic  lustre.  This  phenomenon 
is  due  to  the  absorption  of  oxygen  by  the  molten  litharge  and  the 
evolution  of  the  gas  upon  solidification.  On  long  exposure  to  the  air 
litharge  slowly  absorbs  carbon  dioxide. 

Heated  in  contact  with  carbon  or  carbon  monoxide  it  is  easily 
reduced  to  metal.  Heated  to  bright  redness  with  lead  sulphide, 
in  the  jDroportion  of  two  molecules  of  litharge  to  one  of  sulphide,  the 
w^hole  of  the  lead  in  both  compounds  is  reduced  to  metal  and  sulphur 
dioxide  evolved,  according  to  the  equation : — 

PbS-h2PbO  =  3Pb  +  S02, 

any  excess  of  litharge  over  this  amount  remaining  unreduced.  With 
other  metallic  oxides,  litharge  forms  easily  fusible  mixtures,  even  if 
the  other  oxide  is  not  itself  fusible.  To  many  metals  and  metallic 
sulphides  it  yields  oxygen,  an  equivalent  quantity  of  lead  being  set 
free  ;  antimony,  arsenic,  tin,  bismuth,  copper,  zinc  and  iron  are  thus 
all  more  or  less  completely  oxidised.  Red  lead  is  a  compound  of 
monoxide  and  peroxide,  and  has  been  given  the  formula  PbgO^,  It  is  a 
bright  red  powder,  obtained  by  prolonged  heating  of  the  amorphous 
monoxide  at  a  temj^erature  of  300'  C, ;  at  higher  temperatures  it  is 
resolved  into  oxygen  and  the  monoxide. 

LEAD   SULPHIDE 

It  occurs  in  nature  as  the  mineral  galena,  and  can  be  artificially 
prepared  by  melting  together  sulphur  and  lead,  or  by  adding  sulj)hur- 
etted  hydrogen  to  a  solution  of  a  lead  salt.  It  is  also  produced  in 
smelting  lead  ores,  as  a  sublimate  on  the  cooler  parts  of  the  furnace 
walls. 
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Lead  sv;lphide  melts  in  the  absence  of  air  at  a  bright  red  heat, 
forming  a  thin  liquid,  and  volatilises  at  a  higher  temperature;  the 
molten  sulphide  easily  permeates  clay  crucibles.  According  to  Fournet, 
if  lead  sulphide  is  heated  to  redness  in  a  carbon  crucible,  it  loses  part 
of  its  sulphur  and  is  changed  into  a  mass,  the  upper  part  of  which  is 
composed  of  monosulphide  PbS,  whilst  the  lower  portion  consists  of 
subsulphide  PboS.  This  subsulphide  can  be  obtained  in  the  pure 
state  in  the  form  of  dull  gray  scales  by  melting  together  lead  and 
lead  monosulphide  in  molecular  proportions  under  a  layer  of  borax 
glass ;  according  to  Bredberg,  if  the  borax  cover  be  omitted,  a  lower 
sulphide  of  the  composition  Pb^S  is  obtained.  Percy's  researches  led 
him  to  the  conclusion  that  lead  can  be  melted  in  all  proportions  with 
its  sulphide,  forming  whilst  fluid  a  homogeneous  mass,  which,  however, 
separates  on  cooling  into  two  distinct  layers  of  lead  and  monosulphide. 

If  lead  sulphide  be  submitted  to  prolonged  heating  in  the  presence 
of  air  (roasting),  the  temperature  being  kept  below  its  melting  point,  it 
is  converted  into  monoxide  mixed  with  a  certain  amount  of  sulphate. 
If  the  roasting  be  interrupted  at  an  earlier  stage  of  the  process,  then 
a  mixture  of  monoxide,  sulphate  and  sulphide  is  obtained,  the  relative 
proportions  of  the  three  compounds  depending  on  the  duration  of  the 
roasting.  Both  oxide  and  sulphate  are  formed  in  the  roasting  of  lead 
sulphide  as  soon  as  the  temperature  reaches  a  point  at  which  the 
mass  becomes  pasty  or  fluid.  As  already  mentioned,  lead  oxide  reacts 
with  lead  sulphide  according  to  the  equation  : — 
2PbO  +  PbS  =  3Pb  +  SO2. 
When  lead  sulphate  is  heated  with  the  sulphide  in  equal  molecular 
proportions,  sulphur  dioxide  is  evolved,  and  the  lead  in  both  com- 
pounds is  obtained  in  the  free  state : — 

PbS  +  PbSO^  =  2Pb  +  2S0,. 
If  the  sulphide  is  present  in  excess,  then  a  corresponding  amount 
remains  undecomposed,   whilst  according  to   some    authorities  who 
admit  the  existence  of  a  subsulphide,  this  is  also  formed  in  addition 
to  lead  and  sulphur  dioxide.^ 

In  the  first  case,  supposing  the  bodies  to  be  present  in  the  propor- 
tion of  two  molecules  of  sulphide  to  one  of  sulphate,  then  the  reaction 
would  be  represented  thus  : — 

2PbS  +  PbSO,  =  2Pb  +  PbS  i-  2S0„ 
or  in  the  latter  case  by  the  equation  : — 

2PbS  +  PbSO,  -  Pb^S  +  Pb  -+-  2S0,. 

^  See  also  Jenkins  and  Smith,  Trans.  Chem.  Soc,  1897. 
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If  the  sulphate  is  present  in  excess,  then,  according  to  the  quan- 
tity present,  either  metallic  lead  and  monoxide  are  produced,  or  the 
oxide  only,  as  instanced  by  the  following  equations,  which  represent 
the  reactions  taking  place  between  one  molecule  of  lead  sulphide  and 
two  and  three  molecules  of  sulphate  respectively  :— - 

PbS  +  2PbS0,  =  2PbO  +  Pb  +  3S0, 
PbS  +  SPbSO^  =  4PbO  +  4S0,. 

Working  on  the  lines  indicated  by  the  foregoing  reactions,  metallic 
lead  can  be  obtained  from  the  sulphide  by  first  roasting  it  up  to  a 
certain  point,  and  subsequently  submitting  the  roasted  mass  to  a 
higher  temperature. 

When  lead  sulphide  is  melted  together  with  alkalies  or  alkaline 
earths,  partial  decomposition  ensues,  metallic  lead  and  alkaline 
sulphides  and  sulphates  being  produced.  Sulphide  of  lead  melted 
with  cupric  oxide  yields  cupriferous  lead  together  with  a  sulphur  com- 
pound of  copper  and  lead,  and  a  mixture  of  cuprous  and  lead  oxides. 
Ferric  and  ferrous  oxides  cause  no  separation  of  lead  from  the 
sulphide. 

Melted  together  with  metallic  iron,  lead  sulphide  is  reduced  with 
the  formation  of  ferrous  sulphide.  This  reaction  does  not,  howevei', 
take  place  in  the  simple  way  that  the  equation : — 

2PbS  +  2Fe  =  2FeS  +  2Pb 

seems  to  indicate,  but  it  depends  upon  the  marked  tendency  which 
iron  sulphide  exhibits  to  form  double  sulphides,  so  that  part  of  the 
lead  sulphide  is  converted  into  a  double  sulphide  (lead  matte). 

Instead  of  the  theoretical  86"6  per  cent,  of  lead  yielded  by  the 
pure  sulphide,  only  72  to  79  per  cent,  can  be  obtained  in  this  way, 
the  remainder  existing  as  lead  sulphide  combined  with  iron  sulphide 
in  the  matte.  According  to  observations  made  at  the  smelting  works 
in  the  Upper  Harz,  the  amount  of  lead  obtainable  from  the  sulphide 
by  means  of  metallic  iron  depends  both  upon  the  temperature  at 
which  the  operation  is  conducted,  and  upon  the  relative  amounts  of 
iron  and  lead  sulphide  present.  The  higher  the  temperature  the 
more  complete  is  the  decomposition,  and  the  most  favourable  ratio 
between  the  amounts  of  iron  and  of  sulphide  is  20-25  parts  of  the 
former  to  100  parts  of  the  latter.  This  is  in  about  equal  molecular 
proportions,  and  the  reaction  may  then  be  expressed  as  follows : — 

SPbS  +  3Fe  =  2Pb  +  (PbS  +  Fe,S  +  FeS). 

If  the  iron  is  present  in  smaller  amounts,  then  less  lead  is  separ- 
ated.    By  increasing  the  amount  of  iron  more  lead  is  set  free,  but  the 
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amount  so  obtained  is  much  smaller  than  should  be  j)roduced  by  the 
excess  of  iron  employed. 

By  melting  lead  sulphide  with  copper,  it  is  readily,  though  not 
completely,  reduced.  Zinc  and  tin  react  only  slightly,  and  antimony 
not  at  all.  Basic  ferrous  silicate  (subsilicate)  in  presence  of  charcoal 
reduces  lead  sulphide  to  metal  when  heated  with  it  to  its  melting 
point : — 

Fe.SiOe  +  2PbS  +  20  =  Fe.SiO,  +  2FeS  +  2Pb. 

LEAD   SULrHATE    (PbSOJ 

It  melts  at  a  high  temperature,  but  is  only  very  slightly  volatile. 

Strongly  heated  with  the  requisite  amount  of  carbon  it  is 
reduced  to  sulphide  with  the  formation  of  carbon  dioxide  according 
to  the  equation  : — 

PbSO^  +  2C  =  PbS  +  2C0,. 

If  the  carbon  is  present  in  smaller  proportions  a  portion  of  the 
sulphate  remains  unaltered,  thus  : — 

2PbS0,  +  2C  =  PbSO,  4-  PbS  +  2C0, 
4PbS04  +  2C  =  SPbSO,  +  PbS  +  200, 

By  heating  with  lead  sulphide,  the  sulphate  is  decomposed,  as 
jDreviously  described  (p.  278).  By  melting  together  with  silica,  it  is 
converted  into  lead  silicate  with  evolution  of  sulphur  trioxide  or  of 
sulj^hur  dioxide  and  oxygen. 

Lead  sulphate  is  dissolved  by  aqueous  solutions  of  the  chlorides  of 
the  alkalies  as  well  as  by  calcium  chloride  ;  from  these  solutions  the 
lead  can  be  precipitated  by  means  of  zinc  or  iron. 

LEAD  CARBONATE  (PbCOg) 

It  decomposes  on  heating  to  200°  C.  into  monoxide  and  carbon 
dioxide.  Heated  with  carbon  or  carbon  monoxide  up  to  the  tem- 
perature at  which  the  oxide  is  reduced,  it  is  converted  into  the  metal. 

LEAD   SILICATE 

According  to  L.  Beck's  researches,  conducted  in  Percy's  laboratory, 
all  lead  silicates  are  easily  fusible  down  to  the  trisilicate,  PboSiaOg.  The 
higher  silicates  are  difficultly  fusible,  and  when  the  proportion  between 
the  lead  oxide  and  silica  is  in  the  ratio  of  1  :  18,  only  a  fritted  mass 
is  obtained. 

Heated  with  charcoal,  the  easily  fusible  basic  silicates  yield  a  portion 
only  of  their  lead,  whilst  difficultly  fusible  acid  siHcates  or  mixtures  of 
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free  silica  and  acid  silicates  remain  behind.  Heated  with  the  requisite 
amount  of  ferric  oxide  and  charcoal  the  whole  of  the  lead  is  reduced 
and  a  ferrous  silicate  formed,  and  by  heating  a  mixture  of  lead  silicate 
and  metallic  iron  to  bright  redness,  the  same  result  is  obtained. 

Mixed  with  lime  and  charcoal,  it  is  only  reduced  at  high  tempera- 
tures. A  mixture  of  lime,  ferrous  silicate  and  charcoal  reduces  it  at 
a  lower  temperature  with  the  formation  of  calcium-ferrous  silicate. 

The  sulphides  of  iron,  barium  and  calcium  reduce  lead  silicate  to 
metallic  lead  at  high  temperatures,  silicates  of  the  metals  being  formed- 

LEAD   ANTIMONIATE 

is  easily  reduced  by  carbon  or  carbon  monoxide  forming  antimonial 
lead. 

LEAD   CHLORIDE 

Lead  chloride  is  soluble  in  a  large  quantity  of  cold  and  more 
freely  in  hot  water.  It  is  only  difficultly  soluble  in  dilute  but  readily 
in  strong  hydrochloric  acid.  Fused  with  oxide  or  sulphide  of  lead 
it  mixes  with  them  in  all  projDortions,  and  is  completely  reduced  by 
carbon  monoxide. 

LEAD   ALLOYS 

Lead  alloys  with  tin,  gold,  silver,  bismuth,  arsenic  and  antimony 
in  all  proportions.  Copper  and  zinc  dissolve  it  only  to  a  limited 
extent,  and  iron  in  only  very  small  amounts.  If  a  coj)per-lead  alloy 
be  heated  up  to  the  melting  point  of  lead  the  greater  part  of  that 
metal  flows  away,  leaving  behind  a  more  difficultly  fusible  copper-lead 
alloy. 

From  its  alloys  with  gold  and  silver,  lead  can  be  separated 
as  oxide  by  submitting  the  alloy  to  an  oxidising  fusion.  Arsenic, 
antimony,  zinc,  iron,  nickel,  cobalt  and  tin  can  be  separated  from  their 
respective  alloys  with  lead,  as  arseniate  or  antimoniate  of  lead,  in  the 
first  two  cases,  or  as  oxides  in  the  case  of  the  remaining  metals  by 
melting  the  alloy  in  an  oxidising  atmosphere. 

If  a  lead-silver  or  a  lead-gold  alloy  be  made  the  anode  in  an 
electrical  circuit,  a  lead  plate  serving  as  cathode  and  a  solution  of 
a  lead  salt  (acetate)  as  the  electrolyte,  then  on  passing  a  sufficiently 
powerful  current,  the  lead  of  the  alloy  is  deposited  on  the  cathode, 
whilst  the  precious  metal  remains  behind  at  the  anode  in  the  form 
of  a  fine  mud. 

Ores    of    Lead 
GALENA  (PbS) 

The  most  important  ore  of  lead  is  lead  glance  or  galena,  containing 
86"57  per  cent,  of  lead  and  13'43  per  cent,  of  sulphur.     It  usually 
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contains  silver  either  as  an  isomorphons  mixture  of  silver  sulphide  or 
as  finely  disseminated  silver  ores. 

The  silver  content  varies  between  the  merest  trace,  and  one  per 
cent.,  usually  lying  between  001  and  O'l  per  cent,  (galena  from 
Mechernich,  in  Hhenish  Prussia,  contains  from  O'Ol  to  0"014  per 
cent.,  that  from  the  veins  of  the  Upper  Harz  up  to  0"1  per  cent.). 
Fine  grained  galena  is  usually  richer  in  silver  than  the  coarse,  and 
'  especially  than  the  scaly  varieties,  though  at  Broken  Hill,  N.S.W., 
exactly  the  reverse  is  the  case. 

Galena  is  found  in  nearly  all  countries.  In  Europe,  in  Germany 
(Upper  and  Lower  Harz,  the  Erzgebirge,  Upper  Silesia,  Mechernich 
in  Rhenish  Prussia,  Stolberg,  Bensberg,  Ramsbeck  in  Westphalia, 
Siegen,  Holzappel  in  Hesse-Nassau,  Ems,  Braubach) ;  in  Austro- 
Hungary  (Carinthia,  Hungary,  Transylvania,  the  Tyrol  and  Bohemia)  ; 
in  Great  Britain  (Shropshire,  Devonshire,  Cornwall,  Wales,  the  Isle 
of  Man,  and  in  parts  of  Scotland  and  Ireland) ;  in  France  (Pontgibaud) ; 
in  Belgium  (Bleiberg  near  Mons,  Corphalie) ;  in  Russia  (Allagir) ;  in 
Spain  (Carthagena,  Linares,  Andalucia,  St.  Sebastian,  Badajoz) ;  in 
Italy  (Sardinia)  ;  in  Greece  (Laurium),  as  well  as  in  Sweden  and 
Norway  and  Turkey.  In  America  it  occurs  in  the  United  States,  in 
Mexico  and  Brazil.  The  most  important  American  deposits  are  found 
in  the  States  of  New  York,  Illinois,  Wisconsin,  Iowa,  Colorado 
(Leadville),  Missouri,  Idaho,  Montana,  Utah,  Nevada,  California  and 
New  Mexico.  In  Africa,  galena  occurs  in  Tunis  and  Algeria  (Kefoun 
and  Teboul)  ;  in  Asia  in  the  Altai  Mountains  and  in  India  (the  king- 
dom of  Ava,  Lao  Mountains  and  Malla-Malla  Mountains) ;  in  Australia, 
in  New  South  Wales  (Broken  Hill),  in  Queensland  and  in  Tasmania. 

Galena  is  accompanied  mainly  by  zinc  blende,  iron  and  copper 
pyrites,  arsenical  and  antimonial  compounds,  as  well  as  by  quartz, 
calcspar,  dolomite  and  spathic  iron  ore. 

CERUSSITE   (PbCOa) 

contains  77*52  per  cent,  of  lead.  This  is  a  decomposition  product  of 
galena,  and  consequently  usually  occurs  in  the  upper  portions  of 
plumbiferous  deposits.  In  the  earthy  state,  mixed  with  clay,  it  is 
known  as  "lead  earth."  Sometimes  it  occurs  mixed  with  so  much 
carbonaceous  matter  as  to  be  quite  black  in  appearance,  and  is  then 
known  as  black  lead  ore  (schwarzbleierz).  In  some  cases  it  is  argenti- 
ferous owing  to  an  admixture  of  the  chloride  or  iodide  or  of  native  silver, 
(Leadville,  Colorado,  United  States ;  Broken  Hill,  N.S.W.).  Cerussite 
<ioes  not  often  occur  in  sufficiently  large  amounts  to  enable  it  to  be 
separately  smelted.     The  most  important  localities  are  in  the  moun- 
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tain  districts  of  Carthagena  and  Linares  (Spain),  in  the  Laurium 
Mountains  (Greece),  in  the  Altai  Mountains  (Asiatic  Kussia),  and 
especially  at  Leadville  (Colorado),  as  Avell  as  recently  at  Broken  Hill, 

N.S.W. 

LEAD    SULPHATE,   AXGLESITE    (PbSOJ 

with  68'3  per  cent,  of  lead  is  also  formed  by  the  decomposition  of 
galena,  and  is  usually  found  on  the  outcrop  of  ore  deposits,  hut  to  a 
much  smaller  extent  than  the  carbonate,  so  that  it  is  only  exception- 
ally mined  by  itself.  It  is  poor  in  silver,  and  has  been  obtained  in 
considerable  quantities  in  France,  Spain,  Sardinia  and  Australia. 

PYROMORPHITE 

PbCl^  +  3(Pb3P,08) 

with  G9'5  per  cent,  of  lead  and  Mimetesite,  PbCU  +  8(Pb3As208),  are 
also  formed  by  the  decomposition  of  galena,  and  occur  in  the  upper 
portions  of  deposits  of  lead  ores.  Both  substances  contain  only  traces 
of  silver,  and  neither  occur  in  sufficiently  large  amounts  to  be  separ- 
ately smelted.  They  occur  at  Ems  (Hesse-Nassau,  Prussia)  and  St. 
Martin  (Spain). 

The  remainino'  lead-containing  minerals  are  seldom  used  for  the 
production  of  the  metal.  Amongst  others  are  Wulfenite  (lead 
molybdate),  Crocoite  (lead  chromate),  Stolzite  (lead  tnngstate), 
Vanadinite  (lead  vanadate  and  chloride),  Mendipite  (an  oxychloride), 
Boulangerite  (3PbS,Sb.2S3),  Bournonite  and  Jamesonitc. 

PLUMBIFEROUS   METALLURGICAL   PRODUCTS 

In  addition  to  the  ores  of  lead  a  variety  of  substances,  obtained  in 
the  various  processes  of  lead  smelting,  and  especially  in  the  extraction 
of  silver,  are  also  employed  as  sources  of  the  metal.  They  chiefly  con- 
sist of  oxides,  silicates,  antimoniates,  sulphides  and  alloys  of  lead. 
The  oxidised  products  are  litharge,  cupellation  hearths,  lead  dross 
and  silicates ;  there  are  also  the  various  lead  slags,  furnace  scums  and 
residues,  mattes  and  alloys  containing  lead,  zinc  scum  from  Parkes's 
process  and  plumbiferoas  black  copper. 

The  Production  of  Metallic  Lead 

The  extraction  of  lead  from  its  ores  and  from  plumbiferous 
smelting  residues  is  mainly  effected  by  dry  methods.  Wet  methods 
are  not  employed  for  the  extraction  of  the  metal  from  its  ores  on 
account  of  the  much  easier  application  of  dry  processes,  and  they  are 
only  very  exceptionally  resorted  to  in  the  treatment  of  plumbiferous 
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residues  (dissolving  lead  sulphate  from  burnt  pyrites  by  means  of 
calcium  chloride  solution  and  precipitating  the  lead  by  metallic  iron). 
Electrolytic  processes  are  not  employed  in  the  treatment  of  ores,  nor 
have  tliey  made  much  progress  in  the  treatment  of  silver-lead  alloys 
as  the  dry  methods  are  less  costly.  Lead  obtained  by  dry  processes 
from  ores  or  plumbiferous  materials  is  usually  contaminated  with 
other  metals  which  act  disadvantageously  upon  it,  and  it  has, 
therefore,  to  be  submitted  to  a  process  of  purification,  the  so-called 
softening  or  improfing. 

EXTRACTION  OF  LEAD  FROM  ITS  ORES 

The  chief  ore  of  lead  is  galena.  Next  in  importance  comes  the 

carbonate,    which    is,    however,    only  comparatively   rarely    smelted 

by  itself,  and  still  more  exceptional  is  the  treatment  of  sulphate 
ores  alone. 

THE  EXTRACTION  OF  LEAD  FROM  GALENA 

A  consideration  of  the  various  chemical  relationships  of  lead 
sulphide  and  of  its  reactions  with  other  compounds  which  have 
previously  been  considered  will  show  how  it  is  possible  to  obtain 
metallic  lead  from  it  in  several  ways.  Three  smelting  processes  are 
in  use : — 

1.  The  galena  is  first  roasted  to  such  a  degree  that  a  mixture  of 
lead  sulphide,  oxide  and  sulphate  is  produced  containing  the  three 
compounds  in  definite  proportions,  and  then  the  temperature  is 
increased,  whereupon  the  oxide  and  sulphate  react  with  the  remaining 
sulphide,  producing  metallic  lead  and  sulphur  dioxide. 

2.  The  roasting  of  the  galena  is  first  carried  out  until  it  is  entirely 
decomposed  or  is  practically  converted  into  lead  oxide  mixed  with  a 
small  amount  of  sulphate  ;  this  is  then  reduced  by  heating  it  with 
carbon.  The  sulphate  present  is  either  converted  into  silicate  by 
melting  with  silica  at  the  conclusion  of  the  roasting  operation,  and 
this  silicate  is  reduced  to  metal  in  the  subsequent  smelting  with 
carbon  and  oxide  of  iron,  or  else  it  is  reconverted  in  the  latter 
operation  into  sulphide,  which  in  its  turn  is  reduced  by  metallic  iron. 

3.  Galena  is  decomposed  by  being  heated  with  metallic  iron,  lead 
being  set  free,  and  a  compound  of  sulphide  of  iron  and  sulphide  of 
lead  (lead  matte)  produced. 

The  first  of  these  methods  is  known  as  the  air-reduction  process 
("  Bdstreactio7isarhcit"),  the  second  as  the  roasting  and  carbon  reduc- 
tion process  (" Bostreductionsarbeit"),  and  the  third  as  the  precipitation 
or  iron-reduction  process  {■' Kiederschlagsarheit").  In  all  these  processes 
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the  bulk  of  the  silver  in  the  ores  finds  its  way  into  the  lead  produced 
which  is  known  as  toork-Uad  {" loerhhlei").  In  many  cases  these  pro- 
cesses are  not  kept  distinct,  but  are  to  a  certain  extent  combined,  as 
for  instance  when  residues  from  the  first  process  are  reduced  with 
carbon  or  with  metallic  iron,  or  the  second  method  may  be  partially 
carried  out  and  the  product  then  worked  up  by  either  of  the  other 
two  methods. 

The  air-reduction  processes  are  conducted  in  reverberatory 
furnaces  or  hearths.  In  the  roasting  and  carbon-reduction  process, 
that  part  of  the  operation  that  involves  roasting  is  carried  out  in  one 
of  the  various  forms  of  calcining  furnace,  and  the  reduction  in  blast 
furnaces,  whilst  the  iron-reduction  process  is  conducted  in  blast 
furnaces,  or  occasionally  in  reverberatory  furnaces. 

The  selection  of  the  process  most  suitable  for  a  particular  ore 
depends  upon  the  substances  which  are  associated  with  the  galena, 
as  well  as  upon  the  character  of  the  available  fuel.  The  air-reduction 
process  admits  of  the  use  of  raw  fuel,  but  demands  a  rich  and 
pure  galena,  large  quantities  of  foreign  substances  interfering  with 
the  reaction  between  the  sulphide  and  the  oxide  and  sulphate. 
The  presence  of  quartz  or  acid  silicates  precludes  the  employment  of 
this  method,  comparatively  small  amounts  hindering  the  reactions, 
owing  to  the  formation  of  lead  silicate. 

The  iron-reduction  process  requires  a  carbonised  fuel,  highly 
ferruffinous  fluxes  from  which  iron  can  be  reduced  in  the  blast 
furnace,  and  a  galena  which  is  rich  in  lead,  and  contains  only  small 
quantities  of  other  sulphides  (particularly  pyrites,  stibnite  and  zinc 
blende),  as  these  are  reduced  to  a  certain  extent  by  the  iron,  involving 
a  waste  of  that  material,  whilst  a  portion  of  the  reduced  metal  alloys 
with  the  lead.  The  presence  of  quartz  or  earthy  matter  is  not 
disadvantageous.  As  galena  is  only  reduced  by  iron  at  a  high 
temperature,  a  large  amount  of  carbonised  fuel  is  required  in  the 
conduct  of  this  process.  The  presence  of  lead  in  the  resulting  matte 
also  renders  necessary  a  subsequent  treatment  of  this  product.  It 
the  ore  contains  copper,  even  if  present  in  only  small  amounts,  it  is 
found  in  the  matte,  and  can  be  recovered  from  it  together  with  any 
silver  that  may  be  present.  The  advantages  of  this  process  are, 
that  no  roasting  of  the  ore  is  needed,  and  consequently  there  is 
a  proportionately  smaller  loss  of  silver  by  volatilisation  ;  the  yield 
of  lead  is  large,  and  it  is  possible  to  obtain  any  copper  the  ores 
may  contain,  even  if  only  present  in  small  amounts.  Neverthe- 
less, in  most  instances  these  are  counterbalanced  by  the  above- 
named  disadvantages,   especially  by  the  large   consumption  of  fuel, 
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and  by  the  comparatively  slow  rate  of  decomposition  of  the  galena, 
and  the  large  expenditure  in  wages. 

Tiie  iron-reduction  process  is  therefore  rarely  carried  out  as 
a  comj)lete  process  by  itself,  but  only  where  exceptional  conditions 
prevail  (as  in  the  Upper  Harz),  it  being  usually  combined  with  the 
roasting  and  carbon-reduction  process.  This  latter  process  (rostre- 
dudionsarheit)  is  available  for  all  classes  of  ores  without  regard  to 
any  admixtures  they  may  contain,  and  their  percentage  of  lead  may 
be  lower  than  is  the  case  with  ores  to  be  employed  for  either  of 
the  other  processes.  Copper  if  not  present  in  too  small  a  quantity 
can  also  be  collected  in  the  matte  if  the  formation  of  the  latter 
is  promoted  by  roasting  the  ore  less  completely.  This  method  is 
the  one  chiefly  employed. 

If  local  conditions  permit,  if  the  ore  is  a  pure  and  rich  one  free 
from  quartz  or  acid  silicates,  and  raw  fuel  is  cheap,  then  the  air- 
reduction  process  [rdstreadionsarhcit)  would  be  indicated ;  all  other 
ores  would  be  treated  by  the  roasting  and  carbon-reduction  process, 
or  this  combined  with  the  iron-reduction  method.  The  latter  method 
Avould  only  be  employed  by  itself  under  exceptional  conditions ;  as, 
for  instance,  if  a  lead  ore  were  available  containing  silver  together  with 
a  small  amount  of  copper,  enough,  nevertheless,  to  make  its  recovery 
worth  while,  and  if  labour  could  be  procured  cheaply. 

THE  AIR-REDUCTION  PROCESS  (Edstreadionsar'beit) 

The  essential  feature  of  this  process  consists  in  roasting  the 
galena  in  air  to  about  500'  C.  for  such  a  time  that  the  amount  of 
lead  oxide  and  sulphate  formed  bears  the  requisite  ratio  to  the 
amount  of  sulphide  remaining  undecomposed,  the  reduction  being 
then  brought  about  by  heating  the  mass  to  a  higher  temperature. 
The  interaction  of  the  sulphate  and  oxide  is  only  satisfactorily 
effected  when  they  are  in  the  pasty  state ;  if  they  are  rendered 
entirely  fluid  the  reaction  is  incomplete.  It  is  not,  however,  possible 
to  carry  the  roasting  of  the  sulphide  to  the  point  at  which  the  exact 
quantity  of  oxide  and  sulphate  requisite  for  the  reduction  of  the 
whole  of  the  lead  is  produced,  and,  as  during  the  period  of  the 
reaction  more  oxide  and  sulphate  are  produced,  these  are  usually 
23resent  in  excess.  This  excess,  together  with  some  sulphide  which 
escaj)es  decomposition,  becomes  mixed  with  the  gangue,  and  together 
constitute  a  residue  rich  in  lead  needing  special  treatment  for  its 
recovery.  In  the  case  of  pure  lead  ores  Avhich  only  leave  a  small 
residue,  consisting  essentially  of  sulphate  and  oxide,  this  residue, 
when  small  charges  are  worked,  can  be  treated  direct    by  heating 
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with  coal  and  much  of  its  lead  reduced.  By  crushing  and  washing, 
the  lead  can  be  separated  from  what  residue  remains,  and  the 
residue  can  be  worked  over  again  with  a  fresh  charge  of  ore.  As, 
however,  the  liberation  of  the  lead  from  the  residue  in  this  way- 
requires  a  high  temperature  accompanied  by  a  considerable  loss  of 
lead  by  volatilisation,  it  is  preferable  to  leave  a  proportionately  large 
quantity  of  the  metal  in  it,  and  to  afterwards  treat  it  in  the  blast 
furnace  or  slag-hearth. 

The  air-reduction  process  is,  therefore,  always  combined  with 
other  methods  for  recovering  lead  from  the  residues  produced 
by  it. 

The  air-reduction  process  can  only  be  profitably  employed  in  the 
case  of  ores  consisting  of  tolerably  pure  galena.  Ores  containing  less 
than  60  per  cent,  of  lead,  even  if  the  associated  gangue  is  such  as 
not  to  exert  any  injurious  influence  on  the  process,  cannot  be 
employed.  The  ores  in  general  use  contain  not  less  than  70  per  cent, 
of  metallic  lead. 

An  admixture  of  4  to  5  per  cent,  of  quartz  or  a  corresponding 
amount  of  an  acid  silicate  with  the  ore,  renders  the  process  unprofit- 
able owing  to  the  formation  of  lead  silicate.  This  body  not  only  will 
not  react  with  lead  sulphide,  oxide  or  sulphate,  but  in  consequence 
of  its  low  melting  point,  it  fuses  and  coats  these  substances  so  as  to 
prevent  their  interaction.  The  presence  of  the  alkaline  earths  (lime, 
magnesia,  baryta),  in  not  too  large  amounts,  is  advantageous,  as  they 
assist  in  keeping  the  mass  in  the  requisite  pasty  state  during  the  last 
or  reaction  stage  of  the  process,  and  in  many  cases  lime  is  added  to 
the  ore  for  this  purpose.  If  present  in  large  proportion  (12  per 
cent,  and  over),  it  prevents  the  various  lead  compounds  from  coming 
into  contact,  and  consequently  decreases  the  yield  of  lead. 

Spathic  iron  ores  in  the  presence  of  silica  give  rise  to  very  fluid 
slags,  and  are,  therefore,  to  be  avoided. 

Sulphides  of  other  metals,  which  during  the  period  of  roasting 
are  converted  into  oxides,  are  advantageous,  as  they  not  only  stiffen 
the  mass  but  promote  the  formation  of  lead  sulphate  by  the  action 
of  the  oxides  of  sulphur  given  off  during  their  decomposition.  In 
large  amounts  (over  10  or  12  per  cent.)  they  act  injuriously,  the 
oxides  produced  unduly  thickening  the  mass  and  causing  a  loss  of 
the  entangled  lead,  A  portion  of  the  metallic  sulphide  would  also 
combine  with  a  part  of  the  galena,  giving  rise  to  a  matte  from 
which  the  lead  would  have  to  be  recovered.  Pyrites,  zinc  blende 
and  copper  pyrites  act  in  this  way.  Copper  pyrites  also  yields  some 
copper  to  the  lead,  as  the  sulphide  and  the  oxide  formed  in  roasting 
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undei'go    double    decomposition  during  the  period  of  the  reaction, 
forming  metallic  copper  and  sulphur  dioxide. 

Antimony  sulphide,  on  account  of  its  easy  fusibility,  causes  an 
undesirable  sintering  together  of  the  mass,  and  also  produces  anti- 
monial  lead.  Owing,  also,  to  the  volatility  of  the  antimony  com- 
pounds, a  portion  of  lead  is  lost  through  this  cause.  On  heating  the 
mass  with  coal  in  the  extraction  of  lead  from  the  residue,  antimony 
becomes  alloyed  with  the  lead,  and  the  same  thing  occurs  when  the 
residue  is  worked  up  in  blast  furnaces. 

Arsenic  compounds  (mispickel,  arsenical  jDyrites)  lose  a  part  of 
their  arsenic  by  volatilisation,  whilst  the  remainder  gives  rise  to  the 
formation  of  a  speiss.  During  the  operations  just  mentioned,  arsenic 
is  carried  into  the  lead  similarly  to  antimony. 

Any  silver  present  in  the  ores  will  be  found  in  the  lead  produced, 
and  nearly  the  whole  of  it  will  be  contained  in  the  first  portions  of 
the  lead.     Gold  behaves  similarly  to  silver. 

The  presence  of  carbonate  or  sulphate  of  lead  in  the  ore,  in 
addition  to  the  galena,  is  very  advantageous,  as  they  shorten  the 
roasting  period. 

In  general  the  air-reduction  process  is  carried  out  in  reverberatory 
furnaces  or  hearths,  and  the  working  up  of  the  residues  in  blast 
furnaces. 

When  the  process  is  conducted  in  reverberatory  furnaces,  the 
reduction  period  follows  immediately  after  the  process  of  roasting, 
whilst  in  hearths  the  two  reactions  are  taking  place  simultaneously, 
and  some  lead  oxide  is  reduced  by  the  coal  on  the  hearth.  The 
employment  of  reverberatory  furnaces  is  more  conducive  to  the  health 
of  the  workmen,  as  they  are  less  exposed  to  the  lead  fume  than  in 
the  working  of  the  hearths.  The  latter  are  consequently  only  rarely 
employed,  and  under  special  local  conditions.  As  volatilisation  of 
the  lead  and  the  carrying  over  of  part  of  the  ore  into  the  flue  during 
the  air-reduction  process  cannot  be  avoided,  some  arrangement  for 
collecting  the  fume  and  dust  containing  lead  must  be  provided.^ 

THE   AIR-EEDUCTION   PROCESS   IN    REVERBERATORY    FURNACES 

This  process  is  in  practice  carried  out  in  different  ways  and  in 
furnaces  of  varying  construction,  according  to  whether  the  object 
in  view  is  a  rapid  output  of  lead  without  regard  to  loss,  or  a  slower 
production,  accompanied  by  the  smallest  possible  loss,  producing  in 
tlie  one  case  residues  rich  in  lead,  and  in  the  other  residues  contain- 
1  Schnabel,  AUgemcine  Hiittenlunde,  p.  499. 
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ing  a  small  percentage  of  metal.  These  processes  may  be  divided  into 
three  classes,  known  as  the  Carinthian,  the  English,  and  the  Tarnowitz 
or  Silesian  processes.  Formerly  a  fourth,  or  French  process,  was  in 
use  for  the  working  of  ores,  containing  as  much  as  6  per  cent,  of  silica, 
but  this  has  now  been  abandoned. 

The  Carinthian  process  proper  (the  process  as  worked  elsewhere 
has  undergone  modification)  has  for  its  object  the  production  from 
pure  ores,  of  a  very  high  percentage  of  the  lead  contained  in  them  in 
a  pure  state.  It  is  carried  out  with  small  charges  in  small  furnaces, 
the  process  being  conducted  slowly  and  so  arranged  that,  for  every 
molecule  of  lead  sulphide  present,  as  nearly  as  possible  one  molecule 
of  sulphate  and  two  molecules  of  oxide  shall  be  formed,  the  reaction 
proceeding  according  to  the  equations : — 

PbS  +  PbSO,  =  2Pb  +  2S0., 
PbS  +  2PbO  -  8Pb  +  SO2." 

The  recovery  of  lead  from  tlie  residue  is  effected  by  the  addition 
of  coal  in  the  same  furnace  at  the  end  of  the  period  of  reduction.. 

The  process  involves  a  large  expenditure  for  both  fuel  and  labour. 

The  English  process  aims  at  producing  a  large  amount  of  lead  in 
a  short  time  with  a  small  outlay  for  fuel.  It  is  accordingly  conducted 
in  large  furnaces,  working  quickly  at  a  high  temperature,  and  in  such 
a  way  that  the  period  of  reduction  begins  when  only  one  molecule  of 
lead  sulphate  is  present  for  every  two  molecules  of  lead  sulphide  in 
the  charge.  According  to  some  metallurgists  a  subsulphide  is  formed 
during  the  reaction  in  addition  to  the  lead,  and  this  decomposes  into 
lead  and  monosulphide  when  the  temperature  is  lowered.  The 
reaction  would  consequently  be  represented  by  these  equations : — 

2PbS  +  PbSO,  =  Pb  +  Pb.S  +  2SO2 
Pb2S  =  Pb  +  PbS. 

As  the  existence  of  a  subsulphide  has  not  been  firmly  established, 
the  reaction  may  also  be  represented  as  follows  : — 

2PbS  +  PbSO^  =  2Pb  +  PbS  +  280,, 

When  the"  reaction  resembles  the  Carinthian  one,  the  recovery 
of  lead  from  the  residues  is  conducted  in  small  blast  furnaces  (slag- 
hearthsj.  Considerable  loss  of  lead  by  volatilisation  takes  place  in 
the  English  process  owing  to  the  high  temperature  employee!. 

The  Tarnowitz  process  has  for  its  object  a  large  output  of  metal, 
as  in  the  English  process,  with  the  employment  of  a  small  proportion 
of  fuel  and  a  reduction  of  the  losses  of  metal  to  a  minimum.     It  is 
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accordingly  carried  out  in  large  furnaces  at  the  lowest  possible  tem- 
perature. As  a  consequence  of  this  latter  condition  the  amount  of 
lead  remaining  behind  in  the  residues  is  o-reat. 

The  chemical  reactions,  with,  the  exception  of  those  attendant  on 
the  working  up  of  the  residues  which  is  done  in  blast  furnaces,  are 
the  same  as  in  the  Carinthian  process. 

This  process  is  preferable  to  the  others  on  account  of  the  smaller 
loss  of  lead  as  compared  with  the  English  process,  and  the  larger 
charges  used  and  consequent  smaller  expenditure  for  labour  as 
compared  with  the  Carinthian  process. 

The  French  process  formerly  employed  aimed  at  obtnining  most 
of  the  lead  from  ores  containing  np  to  6  per  cent,  of  silica  in  rever- 
beratory  furnaces.  The  ores  were  heated  at  a  very  low  temperature 
for  a  long  period,  so  that  a  large  excess  of  sulphate  of  lead  was 
obtained  in  proportion  to  the  undecomposed  sulphide.  In  addition 
to  the  production  of  lead  according  to  the  reactions  given  under  the 
Carinthian  process,  lead  oxide  was  also  formed,  thus: — ■ 

PbS  +  SPbSO,  =  4PbO  +  4SO2. 

By  mixing  the  residue  with  coal  and  reheating  after  the  reaction, 
the  lead  oxide  was  reduced  to  metal,  and  a  part  of  the  remaining 
sulphate  to  sulphide. 

On  account  of  the  attendant  losses  of  lead  and  the  length  of  time 
necessary  for  the  jDrocess  it  has  been  entirely  superseded  by  the  other 
air-reduction  processes. 


THE    CARINTHIAN    PROCESS 

In  its  simple  form  it  is  carried  out  at  Bleiberg  and  Raibl  in 
Carinthia,  and  with  some  alterations  it  has  been  employed  in  Belgium, 
France,  Switzerland  and  the  United  States  of  North  America,  but  is 
now  no  longer  used,  partly  in  consequence  of  the  exhaustion  of  the 
ore  deposits  (as  at  Engis  in  Belgium  and  Davos  in  the  Engadine), 
and  partly  in  consequence  of  the  introduction  of  other  processes, 
as  in  Missouri. 

THE   CARINTHIAN   PROCESS   AS   CONDUCTED   AT   BLEIBERG 

At  Bleiberg  the  raw  material  is  a  calcareous  galena  poor  in  silver, 
in  the  form  of  concentrates,  and  containing  from  60  to  75  per  cent, 
of  lead. 
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The  arrangement  of  the  furnace  in  ^Yhich  the  process  is  con- 
ducted is  shown  in  Figs.  181-1S4< ;  a  is  the  sloping  heating  chamber, 
narrowed  at  the  front  end.  The  hearth  has  the  form  of  a  shallow  inclined 
basin  narrowing  at  the  lower  end,  and  is  composed  of  a  mixture  of 
clay,   poor  slag  and   similar  waste,   or   of   old   hearths  broken  into 


Fig.  183. 


Fig.  184. 


small  pieces,  and  the  whole  fritted  together.  It  is  6  inches  thick, 
11  feet  6  inches  long,  5  feet  broad  at  the  upper  and  1  foot  broad  at 
the  lower  end.  The  hearth  is  inclined  at  an  angle  of  9|°  in  order 
thai  the  lead  may  flow  down,  whilst  the  solid  or  pasty  residues 
remain  behind.  At  the  lower  end  of  the  hearth  is  the  one 
working  door  /.  Below  this  is  a  spout  through  which  the 
separated  lead  flows  from  the  furnace  into  a  heated  cast-iron  pan  g  ; 

u  2 
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it  is  through  this  Avorking  door  that  the  charge  is  introduced,  the 
residues  withdrawn,  and  the  charge  stirred  during  the  process. 

The  fireplace  is  placed  parallel  to  the  longer  axis  of  the  furnace. 
The  grate  h,  if  wood  is  used  as  fuel  as  in  the  present  instance,  is 
constructed  of  stonework,  the  so-called  girdle  grate  (gurtenrost), 
whilst  if  lignite  is  burnt,  as  is  also  done  in  Carinthia,  iron  bars 
are  used.  The  fire  bridge  and  the  space  for  the  passage  of  the  flame 
c  are  at  the  further  end  of  the  fireplace  and  are  only  8  feet  6  inches 
in  length.  The  air  necessary  for  combustion  as  well  as  that  required 
for  the  oxidation  of  the  charge  enters  through  the  holes  in  the  grate. 
As  a  consequence  of  this  the  air  passing  over  the  hearth  is  rarefied 
and  diluted  with  combusiion  products,  and  the  roasting  proceeds 
but  slowly.  The  flue  d  is  at  the  front  part  of  the  working  chamber 
and  communicates  by  means  of  the  inclined  channel  e  with  the 
stack  z ;  the  flames  thus  pass  over  the  hearth  from  back  to 
front.  The  lead  fume  escaping  from  the  furnace  is  led  back  through 
the  opening  v  into  the  flue  e,  and  so  into  the  stack. 

The  process  is  divided  into  three  stages,  (1)  roasting,  (2)  rabbling 
{ruhrperiode),  and  (3),  slag-reduction  {Pt^essperiode).  In  the  first 
stage  the  partial  oxidation  of  the  galena  is  brought  about,  in  the 
second  the  reaction  between  oxide,  sulphate  and  sulphide  occurs, 
and  in  the  last  stage  lead  is  reduced  from  the  residues  by  means  of 
carbon. 

The  actual  working  is  conducted  as  follows : — The  charge,  which 
usually  weighs  from  3^  to  4  cwt.,  is  introduced  through  the  working 
door  into  the  furnace,  previously  heated  to  dull  redness,  and  is  spread 
on  the  hearth  so  as  to  form  a  layer  one  to  one  and  a  half  inches  in 
thickness. 

During  the  first  or  roasting  stage,  firing  is  conducted  very  gently 
so  as  not  to  fuse  the  ore.  As  soon  as  the  mass  becomes  hot  (after 
about  one  hour)  it  is  raked  and  stirred  about  from  time  to  time. 
After  the  roasting  has  gone  on  for  about  three  hours,  reckoning  from 
the  beginning  of  the  whole  operation,  it  is  usually  far  enough 
advanced  to  have  formed  the  requisite  amount  of  oxide  and 
sulphate  in  proportion  to  the  unaltered  sulphide  (one  molecule  of 
sulphate  and  two  of  oxide  to  every  molecule  of  lead  sulphide).  The 
exact  point  is  ascertained  by  the  disappearance  of  the  sulphur  flame, 
by  the  trickling  away  of  some  lead  from  the  mass,  as  well  as  by  the 
gritty  feel  which  the  roasted  mass  has  under  the  tool. 

The  second  stage,  in  which  the  reaction  between  oxide,  sulphate 
and  unaltered  sulphide  occurs,  now  begins.  The  temperature  is 
increased  so  that  the  charge  becomes  pasty  and  it  is  well  stirred 
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so  as  to  effect  a  thorough  intermingling  of  the  whole  mass.     The 
following  reactions  take  place  : — 


PbS  +  PbSO,  =  2Pb  +  2S0, 
PbS  +  2PbO  =  3Pb  +  S0," 


and  the  lead  set  free  flows  out  of  the  furnace  into  the  iron  pan 
placed  at  the  front  to  receive  it.  The  separation  of  the  lead  ceases 
after  from  3i  to  5  hours'  rabbling,  and  this  ends  the  second  stage. 
At  this  period  about  half  the  total  lead  in  the  charge  will  have  been 
obtained  as  metal,  the  remainder  being  contained  as  oxide  and  sul- 
phate in  the  residue  left  in  the  furnace. 

This  residue  is  worked  up  at  once  in  order  to  obtain  as  much  as 
possible  of  the  lead  contained  in  it.  This  constitutes  the  last  or  slag- 
reduction  (blcipressen)  stage,  and  is  effected  by  taking  pieces  of  coal, 
or  logs  of  wood,  from  the  grate  and  mixing  them  with  the  mass  in 
the  furnace,  at  the  same  time  raising  the  temperature.  The  lead 
oxide  is  reduced  to  metal,  and  a  portion  of  the  sulphate  is  partially 
reduced  to  sulphide,  thus  : — 

PbSO,  +  2C  =  PbS  -f  2C0, 

The  sulphide  thus  formed  reacts  with  the  remaining  sulphate, 
forming  lead  and  sulphur  dioxide. 

This  slag-reduction  stage  lasts  4  hours  and  is  finished  when  no 
more  lead  runs  out  from  the  furnace.  In  order  to  save  fuel  it  is 
usual  to  work  up  the  residues  from  two  charges  together.  In 
this  case,  as  soon  as  the  rabbling  of  the  first  charge  is  finished,  the 
residue  is  raked  out  of  the  furnace  and  the  next  charge  inserted  ; 
when  the  rabbling  of  this  is  finished,  the  residue  from  the  first 
operation  is  put  back  and  the  two  residues  worked  together,  the 
operation  now  taking  7  to  8  hours. 

The  lead  obtained  during  the  slag-reduction  stage  ("PressS/e?") 
is  less  pure  than  the  lead  formed  in  the  rabbling  period,  because  the 
oxides  of  other  metals  such  as  antimony  and  copper  are  reduced  at  the 
higher  temperature  prevailing,  and  the  reduced  metals  contaminate 
the  lead.  This  impure  lead  is  submitted  to  a  process  of  liquation  at 
the  lower  end  of  the  furnace. 

The  residue  left  in  the  furnace  after  the  slag-reduction  period 
still  contains,  according  to  the  nature  of  the  ore,  from  3  to  9  per  cent 
of  lead.  This  is  concentrated  by  crushing,  sieving  and  washing,  until 
it  contains  from  50  to  60  per  cent,  of  lead,  and  it  is  then  either  added 
in  small  quantities  to  the  ordinary  ore  charges  or  is  treated  by  itself 
omitting  the  first  and  second  stasres. 
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-111  the  slag-reduction  period  considerable  amounts  of  lead  are  lost 
by  volatilisation,  and  the  consumption  of  fuel  is  twice  as  great  as  in 
the  rabbling  stage.  It  is  consequently  preferable  not  to  attempt  to 
extract  the  lead  completely  from  the  residues,  but  to  submit  them 
to  an  after-treatment  in  the  blast  furnace.  The  loss  of  lead  in  the 
process  is  variously  stated  as  being  between  5  and  14  per  cent. ;  in- 
cluding the  lead  recovered  from  the  residues,  the  loss  may  be  taken 
as  between  6  and  9  per  cent. 

The  amount  of  fuel  necessary  in  the  case  of  ore  containing  from 
64  to  70  per  cent,  of  lead  is  said  to  be  from  11  to  12  cubic  feet  of 
wood  for  every  cwt.  of  ore.  One  smelter  and  one  assistant  are 
required  for  each  furnace. 

The  Carinthian  process  is  one  which  cannot  be  recommended  for 
several  reasons.  The  charges  worked  are  small  (4  cwt.  in  12  hours), 
and  the  expenditure  in  wages  is  high  ;  during  the  slag-reduction  period 
the  consumption  of  fuel  is  great  and  there  is  a  heavy  loss  of  lead 
during  that  stage.  It  seems  likely  that  its  employment  even  in 
Carinthia  will  in  time  be  discontinued.  In  most  other  places  where 
it  is  carried  on  much  larger  charges  are  used  and  the  extraction  of 
lead  from  the  residues  is  much  less  thorough. 

At  Engis  in  Belgium  the  Carinthian  process  was  formerly 
worked,^  but  with  some  modifications,  much  laro^er  charges  being 
used,  and  a  larger  quantity  of  lead  allowed  to  remain  in  the 
residue,  which  was  afterwards  smelted  in  blast  furnaces.  The 
furnace  also  differed  from  the  ordinary  Carinthian  furnace  as  regards 
the  position  of  the  grate,  the  number  of  working  doors,  and  the 
method  of  admitting  the  air  required  during  the  roasting.  The 
grate  was  placed  at  the  shorter  side  of  the  furnace,  and  not  in  the 
direction  of  its  lencjth.  In  addition  to  the  working  door  at  the 
narrow  end  of  the  hearth,  as  in  the  ordinary  Carinthian  furnace, 
there  was  another  opening  in  one  of  the  longer  sides  of  the  furnace, 
and  the  air  necessary  for  oxidation  was  admitted  through  this  opening 
instead  of  through  the  spaces  between  the  grate  bars.  The  inclined 
hearth  was  6  feet  6  inches  long,  4  feet  broad  at  the  fire  bridge, 
narrowing  down  to  2  feet  3  inches  at  the  other  end.  The  hearth 
was  composed  of  a  mixture  of  two  parts  of  clay  and  one  part  of  coke- 
breeze  fritted  together  with  a  certain  amount  of  ore.  Ordinary  coal 
was  used  as  fuel. 

The  ore  smelted  was  a  mixture  of  93'56  per  cent,  of  galena,  3'74 
per  cent,  of  zinc  blende,  2-31  per  cent,  of  pyrites,  and  0'35  per  cent, 
of  caloite.     Each   charge  weighed    12^  cwt.     The   process  differed 

^  Bouhy,  Anna/es  de3  3Iines,'l8"0,  xvii.  p.  1.59. 
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from  the  Carintliian  in  that  the  extraction  of  the  lead  in  the  slao-- 
reduction  stage  was  not  carried  out  as  completely,  from  17  to  20 
per  cent,  of  lead  having  been  left  in  the  residue,  which  was  after- 
wards smelted  in  blast  furnaces  with  tap  cinder.  The  residue  thus 
worked  up  formed  about  12  per  cent,  of  the  weight  of  the  initial 
charge. 

Each  charge  required  12  hours  to  work  off  with  one  furnaceman 
and  one  assistant.  For  the  charge  of  12|  cwt,  I'l  tons  of  coal  were 
used.  The  loss  of  lead  after  working  up  the  residues  amounted  to 
3"98  per  cent. 

In  America  (Missouri)  the  galena  from  the  Mississippi  valle^^ 
containing  from  70  to  84  per  cent,  of  lead,  was  formerly  smelted  by 
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the  Carinthian  process,  using,  however,  larger  charges  and  omitting 
the  slag-reduction  stage. ^ 

The  furnace  employed  is  shown  in  the  Figures  185  and  186, 
dimensions  being  given  in  feet  and  inches.  The  working  chamber 
had  two  doors — a  and  h — the  ore  beinc'  charg-ed  in  through  h, 
whilst  the  lead  flowed  from  the  furnace  through  the  hole  at  the 
bottom  of  a  into  pot  c,  and  the  residue  was  also  removed 
through  this  door.  The  working  of  the  charge  was  effected 
through  the  opening  l>.  The  grate  lay  with  its  length  at  right 
angles  to  the  longer  axis  of  the  hearth,  which  was  composed  of 
melted  up  ore  residues,  and  was  supported  on  a  cast-iron  plate.^ 

1  Williams,  Geol.  Survey  of  llUsouri,  Industrial  Report,  1877,  pp.  S-101. 
'^  Broaahead,  Geol.  Surimj  of  Missouri,  1874,  p.  492. 
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The  charge  consisted  of  14  to  16  cwt.  of  ore,  in  pieces  varying  in 
size  from  that  of  peas  to  hazel  nuts.  The  roasting  stage  occupied 
only  an  hour  and  a  half,  the  reaction  period  (rabbling  stage)  extending 
over  7  hours.  The  residvie  was  then  drawn  out  of  the  furnace, 
the  slag-reduction  stage  being  omitted.  From  9  to  11  hours 
were  occupied  in  working  each  charge,  which  required  the  labour  of 
a  smelter  and  one  assistant,  and  consumed  one  and  a  half  cords  of 
wood.  No  mention  is  made  of  the  extent  of  the  loss  of  lead,  and  the 
process  is  now  superseded  by  the  air-reduction  process  conducted  in 
hearths. 

THE    ENGLISH    PROCESS 

The  characteristic  features  of  this  process  are  as  follows.  Large 
charges  of  galena  are  subjected  to  comparatively  rapid  roasting  at  a 
high  temperature,  not,  however,  sufficient  to  render  the  mass  pasty, 
and  then  the  reaction  between  sulphate  and  sulphide  is  allowed  to 
begin,  when  the  former  is  present  in  the  proportion  of  only  one  mole- 
cule to  two  molecules  of  unaltered  sulphide,  thus  : — 

2PbS  +  PbSO,  =  2Pb  +  PbS  +  SO,. 

After  this  reaction  is  complete,  the  cycle  of  operations  is 
repeated  with  the  residue  in  the  furnace.  It  is  cooled  and  air 
freely  admitted,  so  as  to  produce  a  further  quantity  of  sulphate,  and 
then  on  shutting  oflf  the  air  supply  and  raising  the  temperature,  the 
reduction  again  takes  place.  If  necessary  the  operation  is  repeated 
as  long  as  any  lead  is  obtained  from  the  residue.  The  temperature 
in  the  reaction  period  is,  as  a  rule,  so  regulated  that  the  mass  only 
becomes  pasty  ;  if  it  becomes  unduly  fluid,  it  is  stiffened  and 
cooled  by  mixing  slaked  lime  with  it.  In  the  case  of  ores  which 
contain  large  percentages  of  heavy  spar,  an  addition  of  fluor  spar  is 
made  with  the  object  of  producing  a  readily-fusible  slag,  poor  in  lead, 
which  can  easily  be  separated  from  the  residue.  Ores  which  contain 
fluor  spar  yield  a  fluid  slag  without  other  addition.  A  considerable 
quantity  of  residue  is  left  in  this  process,  consisting  chiefly  of  lead  sul- 
phate and  oxide,  together  with  the  gangue  of  the  ore.  With  the  view 
of  avoiding  excessive  losses  of  lead  a  large  amount  (up  to  50  per  cent.) 
is  allowed  to  remain  in  the  residue,  which  is  worked  up  in  small  blast 
furnaces. 

The  Cornish  process  of  smelting  cupriferous  lead  ores  is  a  modi- 
fication of  the  English  one,  being  a  combination  of  the  air-reduction 
and  the  iron- reduction  processes.  The  ores  are  first  roasted  in  a 
special  reverberatory  furnace,  and    the    roasted    material  is  subse- 
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quently  treated  in  a  reverberatory  melting  furnace  {flowing  furnace). 
In  the  latter  the  reaction  between  oxide,  sulphate  and  sulphide  is 
effected,  and  the  lead  still  remaining  in  the  residue  is  obtained 
partly  by  the  reducing  action  of  coal  which  is  added  to  it,  and  even- 
tually by  the  action  of  metallic  iron  on  the  remaining  lead  sulphide. 
Most  of  the  lead  in  the  ore  is  obtained  in  the  metallic  state, 
but  a  part  of  it,  together  with  most  of  the  copper,  goes  to  form 
a  regulus  or  matte,  from  which  the  lead  is  recovered  by  the  roasting- 
and  carbon-reduction  process.  The  furnace  in  which  the  English 
process  is  conducted  has  in  its  interior  a  sump  or  well  for  the 
purpose  of  collecting  the  lead  produced.  This  is  situated  at  the 
front  of  the  furnace,  usually  near  the  flue  or  occasionally  nearer  to 
the  centre,  and  is  connected  by  a  tap-hole  with  a  vessel  placed  in 
front  outside  the  furnace. 

The  hearth  is  rectangular  or  trapezoidal,  sloping  in  all  directions 
towards  the  sump,  the  slope  in  the  Flintshire  furnace  being  a  steep 
one.  In  England  the  bed  is  usually  composed  of  residues  or  gray 
slags,  or  of  a  mixture  of  clay  and  slag.  At  the  back  and  front  of 
the  furnace  are  working  doors,  up  to  the  number  of  three  on  each 
side.  The  lead  which  collects  in  the  well  is  allowed  to  flow  from 
time  to  time  into  the  vessel  placed  in  front  of  the  furnace  to  receive 
it,  whilst  the  residues  are  drawn  out  through  the  workingf  doors. 
The  ore  is  usually  introduced  into  the  furnace  through  the  arch  at  the 
top  by  means  of  a  hopper. 

The  construction  of  an  English  furnace,  as  employed  at  Stiper- 
stones  in  Shropshire,  is  shown  in  the  accompanying  figures  (Figs. 
187  to  190).  It  is  trapezoidal  in  shape,  having  three  working  doors 
i,  i,  i  along  each  of  the  longer  sides.  The  hearth  H  is  11  feet 
long  and  9  feet  broad  in  the  middle,  and  is  composed  of  residual 
gray  slags.  It  has  a  thickness  of  4  inches  at  the  back,  12  inches 
at  the  fire  bridge,  14  inches  at  the  flue,  2  feet  6  inches  at  the 
front  of  the  sump,  and  8  inches  at  the  back  of  the  same.  An  arched 
roof  provided  with  an  opening,  with  a  hopper  /  for  introducing 
the  charge,  covers  the  fireplace  and  hearth.  The  fireplace  is 
on  the  longer  of  the  two  short  sides  of  the  furnace,  the  grate  s 
lying  nearer  to  the  back  than  the  front  of  the  furnace,  so  that  the 
flame  does  not  pass  across  the  well.  The  stoke-hole  g  is  at  the 
back  of  the  furnace,  and  a  small  chimney  d  is  placed  here  to  convey 
away  the  steam  from  the  ashpit,  the  bottom  of  which  is  covered  with 
water.  The  grate  is  2  feet  6  inches  broad  and  4  feet  6  inches  long. 
The  fire  bridge  P  is  air-cooled,  and  is  4  feet  long  and  2  feet  broad. 
Opposite  the  fireplace  are  two  flues,  c,  c,  which  communicate  with 
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the  chimney  by  means  of  the  passage  e.  The  flue  at  the  back  i^ 
shghtly  larger  tliau  the  front  one,  so  that  the  flame  passes  chiefly 
over  the  upper  part   of  the    hearth,  avoiding    the   well ;  both   flues 
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are  provided  with  damj)ers  for  regulating  the  draught.  The  tap- 
hole/  is  situated  8  inches  above  the  bottom  of  the  hearth;  over  it 
is  an  opening,  which  can  be  closed  by  a  door,  for  the  purpose  of 
admitting  air  into  the  furnace. 
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The  charge  for  such  a  furnace  weighs  about  1  ton,  the  smallest 
charge  worked  in  an  English  furnace  being  one  of  16  cwt.  The  ore 
is  spread  in  a  layer  of  from  4  to  6  inches  in  thickness  on  the 
hearth. 


The  actual  conduct  of  the  process  varies  in  different  works  and 
depends  chiefly  upon  the  foreign  substances  present  in  the  ores,  the 
weight  of  the  charge,  and  the  amount  of  lead  which  it  is  considered 
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desirable  to  allow  to  remain  ia  the  residue.  In  many  works  a  single  re- 
action stage  follows  a  shorter  roasting  period,  whilst  at  other  places  the 
residue  is  submitted  to  a  series  of  roastings  followed  by  periods  of 
reaction  at  short  intervals.  The  roasting  is  conducted  with  the 
working  doors  open  or  only  partly  closed,  the  reaction  stage  with  the 
doors  shut  and  the  temperature  raised.  The  cooling  and  stiffening 
of  the  mass  rendered  fluid  during  the  reduction  period  is  effected  by 
mixing  slaked  lime  with  it.  The  more  carel'ully  the  initial  roasting 
is  conducted,  the  greater  is  the  direct  yield  of  lead. 

The  duration  of  the  process  is  from  5  to  9  hours,  depending  upon 
the  nature  of  the  ore,  the  weight  of  the  charge,  and  the  degree  of 
removal  of  the  lead  from  the  residue.  The  time  occupied  in  the 
roasting  or  in  the  reaction  period  is  very  variable,  and  only  in  few 
instances  is  the  working  of  the  charge  effected  by  a  single  roasting 
and  reaction.  Usually  the  charge  is  roasted  for  from  2  to  3  hours, 
then  the  reaction  period  follows  at  a  higher  temperature.  Then  the 
mass  is  stiffened  or  set  u'j)  by  the  addition  of  lime,  again  roasted  at  a 
lower  temperature  for  a  short  time,  the  roasting  being  followed  by 
another  reaction  period,  and  the  operations  are  repeated  in  this 
order  until  no  more  lead  can  be  obtained  from  the  residue.  The 
fuel  used  varies  from  50  to  80  per  cent,  of  the  weight  of  the 
charge. 

The  English  process  is  in  use  in  Flintshire,  Shropshire,  Derbyshire, 
Cornwall,  and  at  Linares  and  Cordova  in  Spain. 

At  Stiperstones  the  process  is  conducted  as  follows.-^  The  ore 
in  charges  of  little  over  a  ton  is  placed  into  the  furnace,  still 
red-hot  from  the  preceding  operations.  This  is  roasted  at  an 
increasing  temperature  with  constant  and  thorough  stirring  for  about 
2  hours,  only  the  two  doors  nearest  to  the  flue  being  kept  open 
during  this  period.  The  other  two  doors  are  now  opened,  as  well  as 
the  ashpit  and  fireplace  doors,  the  damper  is  raised,  and  the  highly 
heated  charge  is  allowed  to  cool  for  half  an  hour.  The  sintered  mass 
lying  close  to  the  fire  bridge  is  broken  up  and  well  mixed,  the 
working  doors  are  closed,  the  damper  partially  lowered,  and  the  first 
reaction  stage  is  brought  about  by  urging  the  fire.  This  lasts  from 
55  to  60  minutes.  Then  the  mass  is  again  cooled,  and  undergoes 
a  fresh  roasting  with  the  working  doors  open,  and  the  firing 
slackened  ;  the  cooled  mass  is  stirred  up,  the  cooling  and  stirring 
taking  about  half  an  hour.  Durino;  this  time  the  lead  collected  in 
the  well  is  tapped  off  into  the  cast-iron  pot  in  front  of  the  furnace, 
the  tap-hole  being  then  stopped  from  the  inside  by  a  clay  plug.  After 
1  B.-  u  H.  Ztg,  1S63,  pp.  243,  251,  261,  265. 


LEAD 


301 


2  hours'  heavy  firing  with  closed  doors  the  second  reaction  stage  is 
ended.  Then  follows  a  cooling  period  of  20  minutes.  The  portions  of 
the  mass,  which  in  spite  of  all  care  have  been  liquefied  and  have 
flowed  into  the  well,  are  set  up  Avith  lime  and  pushed  back  on  to 
the  hearth.  The  residue  is  collected  together  as  near  as  possible  to 
the  firebridge  and  some  small  coal  is  mixed  with  it.  It  is  now 
strongly  heated  with  closed  doors  for  about  a  quarter  of  an  hour  in 
order  to  extract  the  remaining  lead,  and  it  is  then  drawn  out  of  the 
furnace.  The  duration  of  the  entire  process  is  7  hours,  the  coal  used 
being  11  cwt.  to  1  ton  of  ore.  Two  workmen  are  required,  and  the 
loss  of  lead  is  stated  to  be  12  per  cent. 

At  Holywell,  in  Flintshire,  a  similarly  arranged  furnace  is  used, 
and  the  charge  is  the  same.  According  to  Percy  ^  the  charge  is  first 
roasted  for  an  hour  and  a  half,  all  doors  being  open.  Then  the  fire 
is  urged  with  two  only  of  the  doors  open  for  2  hours,  the  mass  being 
occasionally  stirred,  when  the  reaction  between  the  oxide,  sulphate 
and  sulphide  takes  place.  At  the  end  of  this  time  firing  is  carried 
on  vigorously  for  40  minutes,  so  as  to  melt  most  of  the  charge  down 
into  the  sump  or  well  of  the  furnace.  Then  the  doors  are  opened 
and  the  charge  cooled  and  raked  over,  the  molten  mass  in  the  well  is 
set  up  with  lime,  and  pushed  back  on  to  the  hearth  near  to  the 
fireplace,  together  with  the  mass  remaining  on  the  hearth.  A  further 
reaction  stage,  lasting  about  50  minutes,  now  ensues,  the  temperature 
being  raised  during  the  last  20  minutes  so  that  the  mass  fuses,  and 
after  the  expiration  of  this  period  the  fluid  residue  is  stiffened  with 
lime  and  raked  out  of  the  furnace.  The  lead  produced  is  tapped 
from  the  well  into  the  pot  as  at  Stiperstones,  and  at  both  places  it  is 
purified  by  poling.  The  working  of  a  charge  occupies  6  hours. 
According  to  Percy  ^  the  amounts  of  lead  oxide,  sulphate  and  sulphide 
present  in  the  charge  at  different  stages  of  the  process  as  well  as  the 
quantity  present  in  the  residue  are  as  follows : — 


state  of  combination  of  the 
Lead. 

Percentages  of  Lead  present,  counting  from  the  time 
of  the  introduction  of  tlie  charge. 

Percentage 
of  Lead  in 
the  residue. 

PbS 

PbO 

PbS04 

after  1^  hrs 
63-82 
27-25 
3-82 

after  3i  hrs. 
53-32 
31-49 

4-78 

after  4i  hrs. 

24-76 

43-12 

6-94 

after  4J  hrs. 

4-35 

47-50 

14-02 

0-90 

48-87 

9-85      i 

1 

1 

Total  metallic  lead      .    . 

83-16 

78-66 

66-22 

47-86 

52-88 

1  Lead,  p.  232. 


2  Lead,  p.  235. 
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At  Alport,  in  Devonshire/  the  English  process  was  carried  on  as 
at  Stiperstones  and  Hotywell,  but  with  smaller  charges  (16  cwt.)  and 
in  a  smaller  furnace.  The  ores  contain  76  to  80  per  cent,  of  lead, 
partly  present  as  carbonate,  which  shortens  the  roasting  period.  The 
j)rocess  is  conducted  as  in  Flintshire,  only,  owing  to  the  ores  con- 
taining heavy  spar,  an  addition  of  fluor  spar  is  made,  whereby  a 
freely-fluid  slag  is  produced,  which  is  run  out  of  the  furnace  by  a 
special  slag  tap-hole  placed  over  the  one  for  the  lead.  As  in  Flint- 
shire an  addition  of  lime  is  made  for  the  purpose  of  stiffening  the 
charge.  The  residue  is  drawn  out  of  the  furnace  by  the  working 
door,  and  the  fluid  slag  is  tapped  off.  The  process  lasts  from  4|  to  5 
hours,  and  it  is  attended  with  a  loss  of  10  per  cent,  of  lead.  Only 
the  richer  slags,  with  at  least  6  per  cent,  of  lead,  are  worked  up  in 
the  slag-hearth. 

At  Snailbeach,  near  Shrewsbury,  according  to  the  same  authority, 
the  process  was  conducted  more  slowly  in  order  to  obtain  a  higher 
yield  of  lead.  The  reverberatory  furnace  is  provided  with  5  working 
doors,  2  at  the  front,  and  3  at  the  back.  The  well  is  situated  at  the 
flue  end  of  the  front  side  of  the  furnace,  and  consequently  the  charge 
can  be  spread  and  heated  evenly,  and  the  lead  in  the  well  is  better 
protected  from  the  action  of  the  hot  gases.  The  charge  amounts  to 
1  ton,  and  it  is  first  submitted  to  2  hours'  roasting  with  frequent 
stirring,  followed  by  a  period  of  reaction  lasting  15  minutes  This  is 
then  followed  by  a  4  hours'  roasting  and  a  reaction  period  of  15  minutes. 
The  temperature  is  then  increased,  and  with  frequent  stirring  the 
mass  enters  on  a  reaction  stage  of  2  hours'  duration.  The  remainder 
is  then  stiffened  with  lime,  thrown  up  in  front  of  the  fire  bridge  and 
the  lead  in  it  liquated  out.  The  residue,  amounting  to  one  eighth  of 
the  charge,  and  containing  40  per  cent,  of  lead,  is  afterwards  smelted 
in  a  low  slag-hearth. 

The  working  of  a  charge  occupies  9  hours,  10  parts  of  coal  being 
used  to  168  parts  of  ore,  each  furnace  requiring  2  men.  The  loss  of 
lead  is  stated  to  be  about  6  per  cent. 

The  English  process  is  not  to  be  recommended,  on  account  of 
the  quick  but  incomplete  roasting,  and  the  large  loss  of  lead  on 
account  of  the  high  temperature  employed.  With  certain  modifica- 
tions, it  can,  however,  be  made  very  suitable  for  rich  ores  free  from 
silica,  these  modifications  being  that  still  larger  furnaces  should  be 
employed  (see  the  Tarnowitz  furnace,  page  804),  the  roasting  con- 
ducted at  a  low  temperature  as  slowly  as  possible,  until  for  one  mole- 
cule of  sulphide  there  are  formed  one  molecule  of  sulphate  and  two 

1  Perc}''s  Lead,  p.  240. 
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molecules  of  oxide  ;  the  reaction  period  should  not  be  carried  on  so 
as  to  melt  the  charge,  and  the  residue  should  only  be  deprived  of  its 
lead  as  far  as  this  can  be  effected  without  much  loss  of  metal,  the 
rest  of  the  lead  being  obtained  from  it  by  smelting  with  a  reducing 
agent  in  the  slag-hearth. 

THE   TARXOWITZ    PROCESS 

This  process  is  the  Carinthian  process  worked  in  an  English 
furnace  with  very  large  charges,  the  last  or  slag-reduction  (bleijrressen) 
stage  being  either  omitted  or  considerably  curtailed.  By  con- 
ducting the  process  according  to  the  Carinthian  method,  and 
interrupting  it  at  the  end  of  the  ralMing  stage,  a  pure  lead  is 
obtained  with  only  a  small  loss,  whilst  the  loss  of  lead  which  takes 
place  during  the  subsequent  process  for  the  extraction  of  the  lead  from 
the  residue  is  done  away  with,  and  the  various  foreign  metals  (anti- 
mony and  copper),  w^hich  would  be  reduced  by  carbon  in  this  latter 
stage  and  pass  into  the  lead,  remain  behind  in  the  residue. 

By  employing  a  lai'ge  furnace,  the  advantages  of  the  English 
IDrocess  are  secured,  viz.,  a  large  output  and  a  small  expenditure  for 
fuel  and  wages.  It  is,  however,  impossible  to  avoid  leaving  a  large 
percentage  of  lead  (33  to  50  per  cent.)  in  the  residues,  which  are, 
therefore,  smelted  in  shaft  furnaces,  in  which  the  loss  of  lead  is 
considerably  smaller  than  in  the  slag  reduction,  as  carried  out  in 
the  reverberatory  furnace.  If  the  ore  is  argentiferous,  the  silver  is 
concentrated  in  the  portion  of  the  lead  first  produced. 

The  process  is  employed  at  Friedrichshiitte,  Tarnowitz,  and  at  the 
Walther-Kroneck  Works  at  Schoppinitz,  in  Upper  Silesia.  At  Mons, 
in  Belgium,  a  similar  process,  developed  independently  of  the 
Friedrichshiitte  method,  is  employed. 

The  process,  as  worked  at  Friedrichshiitte,  is  peculiar,  inasmuch 
as  a  fourth  of  the  ore  employed  contains  a  considerable  proportion  of 
zinc  blende,  and  has  consequently  to  be  submitted  to  a  preliminary 
roasting  in  a  long-bedded  calciner  {furtschavfelungsofen),  plumbiferous 
slags  or  residues  being  added  to  assist  the  process. 

LEAD    SMELTIXG    AT  FRIEDRICHSHUTTE 

The  ores  smelted  at  present  contain  on  an  average  70  per  cent,  of 
lead,  0'003  per  cent,  of  silver,  4  to  5  per  cent,  of  zinc  (present  as 
blende),  in  addition  to  small  amounts  of  pyrites,  spathic  iron  ore, 
calcite,  magnesite  and  zinc  carbonate.  They  are  free  from  copper, 
arsenic  and  antimony. 
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The  construction  of  the  furnace  is  shown  in  the  Figs.  191  to  194. 
It  differs  from  the  Stiperstones  furnace  in  having  four  working  doors  on 


Fig.  191. 
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Fig.  104. 


each  of  its  longer  sides,  whilst  the  hearth  has  a  gradual  slope  towards 
the  well, instead  of  a  sudden  fall,  and  the  well  itself  is  not  placed  in  the 
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centre  of  the  front  of  the  furnace,  but  at  the  end  nearest  the  flue. 
The  hearth  is  16  feet  6  inches  long  and  9  feet  broad.  It  was  formerly 
composed  of  iron  refinery  slag  melted  over  a  brasque  bottom,  Avhilst 
it  is  now  made  by  heating  together  reverberatory  furnace  residues 
and  lime  until  the  mass  becomes  pasty.  The  brasque  bottom  rests 
on  a  layer  of  bricks,  resting  in  turn  on  a  bed  of  sand.  The  hearth 
proper  is  3  to  4  inches  thick,  as  also  is  the  bed  of  brasque  composed  of 
3  parts  coke  and  one  part  clay. 

The  fireplace,  situated  at  one  of  the  shorter  ends  of  the  furnace, 
can  be  fired  from  either  of  the  longer  sides  of  the  same.  The  grate 
is  20  inches  broad  and  8  feet  long.  The  fire-bridge,  which  is  hollow 
for  air-cooling,  is  6  feet  3  inches  long  and  29  inches  broad.  The  flue 
lying  opposite  the  fireplace,  4  feet  6  inches  broad  and  151  inches 
high,  is  divided  into  4  slits  by  brick  partitions.  The  furnace  gases 
passing  through  it  are  conducted  through  an  extensive  system  of  flue 
dust  chambers  and  thence  into  the  stack.  The  lead  which  collects  in 
the  well  is  tapped  out  into  a  pot  placed  in  front  of  the  furnace. 
The  charge  is  introduced  into  the  furnace  through  a  hole  in  the 
arched  roof,  and  the  residue  is  pushed  through  an  opening  in  the 
hearth  bottom,  covered  during  working  with  an  iron  plate,  into  a  vessel 
placed  beneath  the  furnace  to  receive  it. 

The  charge  worked  at  present  weighs  2^  tons. 

The  ore  first  undergoes  a  4  hours'  roasting,  being  spread  in  a  layer 
3  to  4  inches  thick,  the  temperature  being  kept  at  a  dull  red  heat 
(500-600°  C),  and  the  mass  being  rabbled  from  8  to  10  times.  The 
fire  is  then  urged  and  the  reaction  stage  follows,  the  mass  being 
thoroughly  mixed  by  stiiTing.  At  this  stage,  in  order  to  assist  the 
reaction,  10  to  12  cwts.  of  various  kinds  of  residues  from  the  smel ting- 
works,  but  all  containing  lead  oxide,  are  added.  These  consist  of 
flue  dust,  lead  oxide  containing  zinc  from  the  purification  of  the  lead 
remaining  after  its  silver  has  been  removed  by  Parkes's  process, 
skimmings  containing  lead,  litharge,  and  formerly  cerussite. 

The  reaction  period  lasts  altogether  7  hours.  During  this  time 
the  fusion  of  the  mass  is  prevented  by  regulating  the  air  supply  and 
by  additions  of  lime.  By  thoroughly  stirring  the  mass  with  the  doors 
open,  it  is  cooled  from  time  to  time,  and  though  the  production  of 
lead  is  thereby  interrupted,  oxidation  of  the  undecomposed  lead 
sulphide  is  simultaneously  promoted.  By  urging  the  fire  and  closing 
the  doors,  the  mass  is  again  brought  to  the  temperature  at  which 
the  formation  of  lead  begins  afresh. 

The  cooling  of  the  charge  and  the  subsequent  reheating  are 
repeated  several  times,  at  intervals  of  1|  to  2  hours.     Three  hours 
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from  the  commeucement  of  the  reaction  staoe  so  much  lead  has 
collected  in  the  Avell  that  the  first  tapping  takes  place.  The  lead 
produced  (virgin  lead)  is  proportionately  rich  in  silver  (0"17  to  0"2 
per  cent.).  Other  tappings  follow  at  intervals  of  from  Ih  to  2  hours, 
yielding  each  time  less  lead,  which  is  also  j^oorer  in  silver.  When 
no  more  lead  is  formed,  which  is  the  case  after  the  reaction  jjeriod 
has  lasted  for  7  hours,  the  residue  is  removed  by  being  jjushed 
through  a  vertical  Hue  in  the  hearth  into  a  crucible  placed  in  a  recess 
underneath.  In  this  way  the  exposure  of  the  workmen  to  lead  fumes, 
Avhicli  takes  place  when  the  residue  is  drawn  out  through  the  working 
doors,  is  prevented. 

The  residue,  which  constitutes  25  to  30  per  cent,  of  the  weight  of 
the  charge,  contains  40  to  56  per  cent,  of  lead,  60  to  65  per  cent,  of 
the  total  lead  in  the  ore  being  obtained  as  metal,  the  remainder 
being  in  the  residue,  which  also  contains  about  0'02  per  cent,  of 
silver.     It  is  worked  up  in  a  slag-hearth  for  the  recovery  of  its  lead. 

The  process  occupies  from  11  to  12  hours,  and  requires  90  lbs.  to 
1  cwt,  of  coal  for  every  2  cwts.  of  ore  smelted.  Two  men  are  required 
to  attend  to  the  furnace  in  each  12-hour  shift.  The  lead  loss  is 
4*45  per  cent.,  but,  counting  the  lead  obtained  from  the  residues  and 
the  flue  dust,  only  1*5  per  cent. 

At  the  Walther-Kroneck  Works,  at  Schoppinitz,  in  Upper  Silesia, 
the  furnace  is  constructed  with  a  fireplace  on  each  of  its  shorter 
sides,  the  waste  gases  beinsr  drawn  off  in  the  middle  of  the  furnace 
arch.  The  charge  consists  of  4  tons  of  ore  containing  75  per  cent,  of 
lead.  The  roasting  stage  occupies  4  hours,  the  reaction  period 
6  hours.  About  60  per  cent,  of  the  amount  of  lead  present  is 
obtained  in  the  reverberatory  furnace,  and  the  residue  is  smelted  in  a 
Pilz  furnace  to  recover  the  remainder  of  the  lead. 

The  fuel  used  amounts  to  55  to  60  per  cent,  of  the  weight  of  the 
charge. 

THE   BLEIBERG   PROCESS   AT   MONS,    IN    BELGIUM^ 

This,  like  the  Friedricbshtitte  process,  is  a  combination  of  the 
Carinthian  and  English  processes.  The  ore  worked  is  galena,  from 
Bleiberg,  near  Mons,  containing  80  per  cent,  of  lead,  0*76  per  cent,  of 
antimony,  0-006  per  cent,  of  copper,  0'0145  per  cent,  of  silver,  and 
small  admixtures  of  zinc  blende,  pyrites  and  quartz. 

The  furnace  differs  from  the  Friedrichshlitte  furnace,  in  that  it 
possesses  two  fireplaces,  one  on  each  short  side,  and  the  waste  gaseous 
products  are  drawn  off  through  two  flues  in  the  centre  of  the  furnace 

^  Habet,  Industrie  beige,  Liege,  1878.     Revue  tinivers,  1877,  No.  1. 
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roof,  the  arrangement  being  shown  in  Figs.  195  to  197.  The  hearth 
is  15^  feet  long  and  9  feet  6  inches  broad,  the  two  grates  being 
each  6  feet  6  inches  long  and  16  inches  broad.  The  fire-bridges  are  2 
feet  broad  and  1  foot  below  the  roof.  On  each  of  the  longer  sides 
of  the  furnace  are  3  working  doors,  a,  a,  a.  The  hearth  slopes  uniformly 
from  each  fire-bridge  towards  the  centre,  so  that  a  channel  is  formed 
which  slopes  down  towards  the  pot  s,  placed    at   the    front   of  the 


Fig.  195. 


Fiu.  IM. 


furnace  before  the  middle  working  door.  The  waste  gases  pass 
through  the  openings  n,  n,  into  the  flue  v,  and  away  to  the  chimney. 
Two-ton  charges  are  worked,  the  whole  operation  lasting  16 
liours,  6  of  which  are  occupied  by  the  roasting,  and  8  by  the 
reaction  stage.  The  process  is  so  conducted  that  two  thirds  of  the 
lead  content  of  the  ore  are  obtained  in  this  furnace,  the  remainder 
being  allowed  to  go  into  the  residue.  After  the  reaction  stage  is 
finished,  the  residue  is  fritted  together  by  urging  the  fires  and  is  then 
-drawn  out.     It  contains  66-36  per  cent,  of  lead  and  0-0024  per  cent. 
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of  silver,  and  is  worked  up  together  with  flue  dust  and  waste  from  the 
refining  furnace  in  the  slag  hearth. 

One  ton  of  ore  with  79*34  per  cent,  of  lead  yields  IO-2  cwts.  of 
work  lead,  containing  0*0258  per  cent,  of  silver,  and  Qh  cwts.  of  residue 
with  66*36  per  cent,  of  lead  and  0*0024  per  cent,  of  silver.  The  coal 
used  amounts  to  40  per  cent,  of  the  weight  of  the  ore,  and  tlie  total 
loss  of  lead  to  5*09  per  cent. 

The  Tarnowitz  process  is  the  most  suitable  of  all  the  air-reduction 
processes  for  rich  ores  free  from  silica,  and  is  to  be  preferred  for 
working  these,  if  raw  fuel  is  to  be  had  cheaply. 

THE   FRENCH    OR   BRITTANY   PROCESS 

This  process  is  a  modification  of  the  Carinthian  processes,  from 
which  it  differs  in  that  larger  charges  (over  1  ton)  are  employed,  the 
period  of  roasting  is  much  longer,  the  residvies  are  richer  in  lead,  and 
the  loss  of  metal  is  greater.  It  is  suitable  for  ores  containing  up 
to  6  per  cent,  of  silica,  but  is  no  longer  employed  on  account  of 
the  attendant  large  loss  of  lead.  It  was  formerly  in  use  at 
PouUaouen  in  Brittany,  Corfalie  in  Belgium,  Albertville  in  Savoy, 
St.  Louis  and  Escallotte  near  Marseilles,  and  at  the  Binsfeldhammer- 
hlitte  at  Stolberg. 

In  consequence  of  the  prolonged  roasting  (7  hours)  at  a  low 
temperature,  necessitated  by  the  presence  of  silica,  more  lead  sulphate 
is  obtained  in  proportion  to  unaltered  sulphide  than  in  the  Carinthian 
process,  consequently  in  the  reaction  stage  lead  oxide  is  formed  in 
addition  to  the  metal,  according  to  the  equation  : — 

PbS  +  3PbS0,  =  4PbO  +  4S0, 

This  lead  oxide  in  its  turn  acts  upon  the  unaltered  sulphide  still  present 
forming  lead  and  sulphur  dioxide.  As,  however,  oxide  and  sulphate 
are  finally  left,  being  present  in  excess,  carbon  in  the  form  of  coal  or 
wood  billets  is  mixed  in  with  the  mass  in  order  to  reduce  the  lead 
oxide  to  metal,  and  a  part  of  the  sulphate  to  sulphide,  according  to 
the  equations  : — 

4PbO  +  2C  =  4Pb  +  2C0., 
2PbS0,  +  2C  =  PbS  +  PbSO,  +  2C0., 

The  sulphide  and  sulphate  then  react  upon  each  other,  so  that  either 
metallic  lead  is  obtained  or  a  mixture  of  lead  and  lead  oxide,  depend- 
ing upon  the  proportions  in  which  the  two  bodies  were  present.  The 
lead  oxide  either  reacts  with  more  sulphide  or  is  reduced  by  carbon. 
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In  many  cases  the  temperature  during  the  reaction  stage  is  raised 
so  as  to  melt  the  charge,  which  is  subsequently  stiffened  by  the 
addition  of  lime. 

As  larger  charges  are  worked  by  this  method  thau  in  the 
Carinthian  process,  and  as  the  formation  of  lead,  silicate  cannot  be 
altosether  avoided,  the  residues  obtained  are  richer  in  lead.  The 
high  temperature  necessarily  employed  in  the  working  of  these  large 
amounts  of  rich  residue  also  makes  the  loss  of  lead  greater  than  in  the 
Carinthian  process.  The  furnaces  in  which  the  process  was  conducted 
had  either  one  or  two  hearths.  In  the  latter  case  the  roasting  was 
carried  out  on  the  upper  hearth,  and  the  reaction,  as  well  as  the 
extraction  of  the  lead  from  the  residue,  on  the  lower  one.  The  final 
residues  were  worked  up  either  in  slag-hearths  or  reduced  by  iron  in 
reverberatory  furnaces. 

As  an  example  of  the  process,  the  method  of  Avorking  formerly 
employed  at  Poullaouen,  in  Brittany,^  may  be  briefly  considered. 

The  ore  was  galena  with  5  per  cent,  of  quartz,  and  a  small 
admixture  of  zinc  blende  and  pyrites.  The  furnace  had  one  hearth 
having  three  Avorking  doors  in  the  front  longer  side  only,  the  tapping 
pot  being  placed  under  the  centre  one.  The  hearth  composed  of 
clay  saturated  with  molten  ore  was  11  feet  long  and  6  feet  6  inches 
broad.  The  fireplace  was  on  one  of  the  shorter  sides  of  the  furnace  and 
the  flue  opposite  to  it,  the  grate  being  4  feet  3  inches  long  20  inches 
broad,  and  the  fire-bridge  22  inches  broad. 

The  charge  weighed  26  cwts.,  and  was  first  roasted  at  a  low 
temperature  for  5  or  6  hours.  Crusts  of  lead  sulphate  formed  on  the 
surface  of  the  ore,  and  were  broken  up  and  mixed  in  with  the  rest  of 
the  charge.  When  the  roasted  mass  began  to  cake  together,  and  the 
first  drops  of  lead  appeared,  in  consequence  of  the  action  of  the 
sulphate  on  the  galena,  the  fire  was  urged  so  as  to  render  the  mass 
pasty,  but  not  sufficient  to  make  it  fluid,  and  the  reaction  stage 
set  in. 

For  the  purpose  of  reducing  the  lead  oxide  and  the  excess  of  lead 
sulphate  produced,  pieces  of  Avood  or  of  lean  coal  were  added,  and 
the  mass  stirred  at  short  intervals.  The  first  tapping  took  place  4  to 
5  hours  after  the  commencement  of  the  reaction  stage,  and  was 
followed  after  an  interval  of  1|  to  2  hours  by  a  second  tapping,  the 
residue  being  then  drawn  out  of  the  furnace.  The  latter  amounted 
to  33  per  cent,  of  the  charge,  and  contained  38  to  39  per  cent,  of  lead. 
The  reaction  stage  lasted  8  hours,  and  the  whole  operation  16  hours  ; 
176  cubic  feet  of  wood  and  6  cwts.  of  coal  were  used,  and  the  labour  of 

1  B.  u.  H.  Zt(j.,  1863,  pp.  .S67,  368.     Ann.  des  Mines,  6th  series,  13,  p.  335. 
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two  men  was  required.  The  residues  were  smelted  with  iron  in  a 
reverberatory  furnace,  together  with  silver  ores  and  plumbiferous 
furnace  products. 

Of  the  lead  in  the  ore  71  per  cent,  was  obtained  in  the  reverbera- 
tory furnace;  19  per  cent,  of  the  lead  in  the  residues  was  recovered, 
and  the  entire  loss  of  lead  amounted  to  10  per  cent,  of  the  total  lead 
present  in  the  ore. 

The  French  process  is  no  longer  used,  partly  on  account  of  the 
exhaustion  of  the  ore  deposits,  and  partly  because  it  has  been  super- 
seded by  the  roasting  and  carbon-reduction  process,  which  is  superior 
to  it  in  every  respect. 

According  to  the  foregoing  statements  it  will  be  seen  that  the  air- 
reduction  process  is  chiefly  employed  where  fuel  can  be  cheaply 
obtained  and  the  ores  are  rich  and  free  from  quartz,  the  Tarnowitz, 
or  a  method  conducted  on  similar  lines,  being  the  best  way  of 
carrying  it  out. 

SMELTING   BY   THE   AIR-REDUCTION    PROCESS    IN    HEARTHS 

The  air-reduction  process,  when  worked  in  hearths,  is  attended 
with  a  larger  loss  of  lead  than  when  it  is  conducted  in  reverberatory 
furnaces,  and  is  more  injurious  to  the  health  of  the  workmen  on 
account  of  their  exposure  to  the  lead  fumes. 

The  hearths  are  worked  with  a  blast  of  air,  and  either  natural 
fuels,  such  as  wood,  peat  or  coal,  can  be  employed,  or  a  carbonised 
fuel  like  charcoal. 

The  hearth  processes  are  distinguished  from  others  by  the  fact 
that  the  charge  and  the  fuel  do  not  rest  on  a  solid  bed  but  float  on 
a  bath  of  molten  lead,  with  which  the  hearth  is  almost  filled,  other- 
wise the  iron  of  which  the  sides  of  the  hearth  are  composed  would 
be  attacked.  A  further  difference  between  these  and  reverberatory 
furnace  processes  is  that  the  lead  is  obtained  from  the  ore  by  the 
reducing  action  of  the  carbon  of  the  fuel,  in  addition  to  that  pro- 
duced by  the  interaction  of  sulphide  with  sulphate  and  oxide. 

The  two  stages  of  roasting  and  subsequent  reaction  are  not 
distinct,  but  the  various  reactions  are  all  taking  place  at  the  same 
time  ;  part  of  the  ore  is  being  roasted,  the  reaction  between  sulphate 
and  oxide  and  unaltered  galena  is  going  on,  as  well  as  the  reduction 
of  lead  oxide  by  carbon. 

The  ore  must  be  of  the  size  of  peas  or  better  still  in  pieces  as 
large  as  a  hazel  nut.  Smaller  pieces  are  to  be  avoided,  otherwise 
the  ore  readily  falls  to  powder.     Ores  in  fine  powder  must  first  be 
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sintered  together  before  treatment  in  the  hearth.     From  11  to  83  lbs. 
is  the  quantity  treated  at  one  time. 

The  process  is  so  conducted  that  the  charge  on  the  hearth  never 
melts.  Tn  order  to  prevent  this  occurring,  the  blast  is  stopped, 
portions  of  the  charge  are  withdrawn  at  short  intervals  from  the 
furnace,  the  poor  slag  separated  from  them,  and  after  subsequent 
cooling,  usually  with  an  addition  of  lime  to  stiffen  them,  they  are 
returned  to  the  hearth. 

In  order  to  protect  the  workmen  from  the  considerable  amount  of 
lead  fume  which  is  produced,  an  arrangement  is  fixed  over  the  hearth 
in  order  to  carry  it  away,  the  fume  being  deposited  afterwards  in 
capacious  condensers. 

The  hearth  is  a  rectangular  cavity,  the  bottom  and  sides  of  which 
are  made  of  cast  iron.  In  many  cases  the  front  side  is  composed 
of  a  mixture  of  bone  ash  and  crushed  galena,  this  being  impervious 
to  metallic  lead.  In  front  is  a  sloping  plate,  the  so-called  icorh- 
stone,  and  in  it  is  a  narrow  channel  along  which  the  lead,  flowing 
over  from  the  hearth,  finds  its  way  into  a  heated  cast  iron  pot. 
Over  the  hearth  are  placed  hoods  in  connection  with  flues,  in  order 
to  carry  off  the  lead  fume.  In  many  hearths  there  are  extensions 
of  the  back  and  side  walls  made  of  cast  iron,  which  are  either  air-  or 
water-cooled.  When  air-cooling  is  employed,  the  blast  is  led  through 
the  parts  to  be  cooled,  though  by  employing  the  blast  thus  heated 
the  loss  of  lead  by  volatilisation  is  considerably  increased.  On  this 
account  air-cooling  has  in  most  cases  been  replaced  by  water-cooling, 
except  in  those  cases  where  a  part  of  the  lead  is  purposely  volatilised 
and  the  fume,  after  cooling,  collected  in  bags  and  afterwards  worked 
up  for  paint  (Bartlett's  process). 

Hearths  can  be  divided  into  four  classes  : 

1.  The  Scotch  hearth. 

2.  The  air-cooled  American  hearth  (Rossie  furnace). 

3.  The  water-cooled  American  hearth. 

4.  The  Jumbo  hearth  or  Mofifet  hearth  with  both  air-  and  water- 
cooling. 

The  Scotch  hearth  is  shown  in  the  accompanying  Figs.  198  to 
202.  The  first  two  figures  represent  a  hearth,  the  front  wall  of 
which  is  made  up  of  a  mixture  of  bone  ash  and  crushed  galena. 
A  is  the  hearth  proper,  22  inches  long,  19  inches  broad,  and  12 
inches  deep.  The  bottom  (2i-  inches  thick),  both  sides,  and  the 
back  are  of  cast  iron,  the  front  wall  of  the  mixture  just  mentioned. 
Against  this  front  side  or  so-called  dam  fits  a  sloping  cast  iron  plate 
(vjorkstonc)  with  tvirned  up  edges  and   a  channel  b,  and  in  front  of 
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this  is  placed  the  cast  iron  pot  C  which  is  kept  hot.  The  lead 
reduced  from  the  ore  overflows  the  dam  when  the  hearth  is  full  and 
finds  its  way  along  the  channel  I  into  the  pot  C.  The  blast  is 
introduced  at  the  back,  the  nozzle  of  the  tuyere  resting  on  the  square 
cast  iron  prism  or  hackstone  d,  upon  which  lies  the  cast  iron 
piece  e,  the  so-called  j^Wcsionc,  which  is  provided  Avith  a  hole 
for  the  tuyere.  On  the  sides  of  the  hearth  are  similar  cast  iron 
pieces.  Twelve  inches  above  the  dam  is  placed  theforestone  of  cast 
iron.  Over  the  hearth  is  an  open  hood  connected  Avith  the  fume 
chambers. 
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Fig.  199. 


Figs.  200  to  202  represent  a  furnace  constructed  entirely  of  cast 
iron,  with  fume  collector  and  a  sliding  door  in  front  of  the  hearth, 
formerly  in  use  at  the  works  of  Messrs.  Cookson  &  Co.  near  New- 
castle-on-Tyne.^ 

The  hearth  a  is  constructed  entirely  of  cast  iron,  and  with  the 
cast   iron  workstone  g,  rests    on  brickwork.     The  channel  h  in  the 

1  Eighth  Annual  Report  of  the  Loral  Government  Board,    18/8-79.     .Supplement 
containing  the  Report  of  the  Medical  Officer  for  1878.     London,  1879,  p    281. 
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work  stone  conveys  the  lead  flowing  over  from  the  hearth  into  the 
cast  iron  pot  i.  The  hearth  holds  2  tons  of  lead.  On  each  side  are 
cast  iron  pieces  n,  and  on  the  back  the  cast  iron  block  o  rests,  having 
a  space  in  it  for  the  tuyere  h,  the  nozzle  of  which  lies  2  inches  above 
the  level  of  the  lead  surface  on  the  hearth.  On  the  block  o  a  wider 
cast  iron  piece  p  rests,  and  m  is  a  cast  iron  bar  placed  over  the  front 
of  the  hearth  ;  c  is  the  chimney  for  the  fume,  and  d  is  a  dust- 
collecting  chamber,  the  flue  dust  being  removed  by  means  of  the 
door  e.      The  fuel   can   be  dropped  on  to  the    hearth  through  the 
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Figs.  200,  201,  and  202. 


door  k,  while  the  ore  is  added  from  the  front  of  the  hearth,  which 
can  be  closed  or  opened  by  the  sliding  door/. 

The  disadvantage  of  this  hearth  is  that  uninterrupted  work  in  it 
is  not  possible,  as  the  sides  become  heated,  and  it  is  necessary  to 
allow  time  for  cooling  after  the  working  up  of  each  charge.  It  is 
employed  in  England  and  Scotland,  peat  or  bituminous  coal  being 
used  as  fuel. 

The  American  air-cooled  hearth  or  Rossie  furnace  was  formerly 
employed  in  New  York  State,  but  was  abandoned  on  account  of  the 
large  loss  of  lead  by  volatilisation  ;  it  is  still  employed  at  Bleiberg, 
in  Carinthia. 

The  construction  of  this  furnace  is  shown  in  Figs.  203  and  204. 
The   hearth   is  composed   of  cast  iron  plates,  the  cavity  being  2  feet 
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long,  2  feet  broad,  and  1  foot  deep.  In  the  front  it  is  furnished 
with  a  workstone  C,  in  which  is  a  channel  d,  to  convey  the  lead  from 
the  hearth  into  the  heated  iron  pot  D.  At  the  back  and  both  sides 
of  the  hearth  is  the  double  walled  air  space  B,  formed  partly  by  an 
extension  of  the  sides.  Into  this  space  the  blast  enters  at  a  and 
leaves  it  at  h,  passing  along  the  tube  in  the  direction  of  the  arrows 
to  the  tuyere  c.  At  Rossie,  wood  was  used  as  fuel.  In  a  similar 
furnace  at  Bleiberg  2  tons  of  lead  ore  were  worked  in  12  hours. 


^^- ,  "^ 


Fig.  203. 


Fig.  204. 


The  water-cooled  American  hearth  is  shown  in  the  Figs.  205  and 
206.  It  has  a  cast  iron  hearth  set  in  masonry.  Above  the  back 
and  both  sides  is  a  hollow  cast  iron  chamber  through  which  water 
circulates,  the  water  entering  by  the  tube  h  and  flowing  away  through 
c.  At  the  back  of  the  water  casing  is  the  air  chamber  d  communi- 
cating with  the  blowing  apparatus  and  delivering  the  air  through 
three  nozzles  on  to  the  hearth.  Wood,  coal  or  charcoal  is  em- 
ployed as  fuel. 

This  furnace  is  employed  in  Missouri,  U.S.A.^ 

1  Williams,  "Industrial  Report,"  (reol.  Survey  of  Missouri,  1877,  p.  36.      Trans. 
A.I.M.E.  V.  p.  324.     Broadhead,  Geol.  Surrey  of  Missouri,  1873-74,  p.  492. 
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The  Moffet  hearth  or  Jumbo  furnace  is  also  employed  in  the 
United  States  and  in  England,  and  consists  of  a  double  hearth  partly- 
air-  and  partly  water-cooled.     Figs.  207  to  209  show  its  construction.^ 

The  furnace  is  supported  on  cast  iron  pillars,  so  that  the  cavity  of 
the  hearth  is  cooled  underneath  by  the  air.     The  hearth  is  divided 


Fig.  205. 


Fig.  206. 


into  two  parts  by  means  of  a  hollow  cast  iron  partition  lying  on  the 
bottom,  so  that  each  part  forms  a  separate  hearth  which  can  be  worked 
independently  of  the  other      This  partition  box  serves  as  the  back  of 

1  Dewey,  Trans.  A.I.M.E.  xviii.  p.  674.  Clerc,  Engin.  and  Min.  Journal,  July  4, 
1885.  Ramsay,  Sc.  American  Supijlement,  May  14,  No,  593,  1S87.  Trans,  of  the 
A.I.M.E.  Feb.,  1890. 
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both  lieartlis,  and  has  a  hole  in  its  lower  part  by  which  it  is  filled  with 
molten  lead.  Upon  this  a  hollow  cast  iron  box  rests  in  which  water 
circulates,  and  above  this  is  the  air  chest,  also  of  iron,  divided  length- 
wise into  two  parts.  From  both  of  these  parts  the  air  passes  through 
a  series  of  seven  copper  nozzles  through  the  water-box  and  delivers 
warm  air  on  to  the  hearth.  This  hearth  is  used  mainly  for  the  ex- 
traction of  lead,  but  also  serves  for  the  manufacture  of  white  paint 
from  the  fume  (at  Joplin  in  Missouri). 
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Figs.  207 


208,  and  209. 


The  manner  of  conducting  the  process  in  the  various  hearths 
is  almost  identical,  as  long  as  the  object  is  not  to  obtain  the  fume  for 
use  as  a  pigment. 

On  to  the  hearth,  which  has  previously  been  almost  filled  with  lead, 
some  coal  is  strewn  and  then  the  fuel  (coal,  peat,  wood  or  charcoal)  is 
piled  upon  it.  When  the  fuel  is  well  ignited  and  in  a  glowing  state 
the  residue  from  the  previous  operation,  called  browse  in  England 
and  Scotland,  is  put  on  to  it.  As  soon  as  lead  begins  to  separate  out, 
a  quantity  of  ore,  varying  according  to  the  size  of  the  hearth  from  11 
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to  33  lbs.  mixed  usually  with  a  little  lime  (1|  to  2  per  cent.),  is 
thrown  on  to  the  glowing  mass  and  covered  with  a  small  portion  of 
fuel.  After  10  or  15  minutes  the  underside  of  this  mass  is  sintered 
together,  and  it  is  then  broken  up  and  withdrawn  on  to  the  work- 
stone,  the  top  portion  of  the  charge  now  sinking  do\vn  in  the  hearth. 
On  the  workstone  the  slag  is  separated  from  the  incompletely  decom- 
posed ore  (bro'wse)  and  the  latter,  mixed  with  a  fresh  quantity  of  ore 
and  a  little  slaked  lime,  is  put  back  into  the  hearth,  the  separated  slag 
being  collected  and  afterwards  worked  up  in  the  slag-hearth.  After 
5  or  10  minutes  the  mass  is  again  broken  up,  the  lower  partially 
smelted  portion  being  withdrawn  from  the  hearth  and  treated  as 
before. 

The  various  operations  of  breaking  up  the  charge,  drawing  out 
the  residue,  and  separating  the  slag  from  it  and  then  replacing  it  in 
the  hearth  are  repeated  at  intervals  of  from  5  to  10  minutes. 

In  those  Scotch  hearths  which  are  not  provided  with  any  cooling- 
arrangement,  after  8  to  12  hours  working  the  hearth  becomes  so  hot 
that  an  interval  of  some  5  hours  is  necessary  in  order  to  allow  it  to 
cool  down,  this  interruption  of  work  being  unnecessary  in  hearths 
which  are  cooled.  The  separated  lead  trickles  throvigh  the  fuel 
into  the  hearth,  and  when  this  is  quite  full  it  overflows  and  passes 
along  the  channel  in  the  workstone  to  the  vessel  placed  in  front  to 
receive  it. 

A  hearth  with  a  large  output  requires  the  labour  of  three,  a 
smaller  one  of  two,  men. 

In  a  Scotch  hearth  at  Wensleydale  (Yorkshire)  ^192  cwts.  of 
ore  were  smelted  in  a  week  in  shifts  of  from  6  to  8  hours,  with  a 
consumption  of  6  cwts.  3  qrs.  of  coal  and  24  bushels  of  peat.  The 
yield  of  lead  was  142  cwts.  3  qrs,  18  lbs.,  or  74*-14  per  cent.,  and 
12  cwts.  2  qrs,  14  lbs.  of  grey  slags  were  produced  and  3  cwts.  of 
browse,  which,  however,  was  the  same  as  the  amount  of  browse  avail- 
able at  the  beginning  of  the  operation.  In  each  8  hours  shift 
32  cwts.  of  ore  were  treated. 

In  an  American  air-cooled  hearth  (Rossie  furnace)  at  Rossie, 
New  York,  4J  tons  of  ore  were  worked  in  24  hours,  producing 
31  tons  of  lead,  with  a  consumption  of  2  cords  of  wood,  the  direct  yield 
of  lead  being  73"88  per  cent.  At  Bleiberg  in  Carinthia  2  tons  of  ore 
were  worked  every  12  hours  in  a  Rossie  hearth,  the  loss  of  lead  being 
about  2  per  cent,  greater  than  in  the  Carinthian  process. 

In  an  American  water-cooled  hearth  at  Granby,  Missouri,  4|^  tons 
of  ore  were  smelted  in  24  hours,  using  27'G  bushels  of  charcoal,  and 

J  Percy's  Lead,  p.  28.3. 
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the  direct  yield  of  lead  Avas  not  greater  than  75  per  cent.  The  slags 
worked  up  in  a  slag-hearth  contained  30  to  40  per  cent,  of  lead,  and 
three  men  were  required  for  each  shift. 

At  the  Hopewell  works  in  Missouri  a  similar  furnace  was  used, 
8  tons  of  ore  being  worked  in  24  hours  with  a  direct  yield  of  73"2  per 
cent,  of  lead,  three  men  being  employed  for  each  shift. 

In  the  double  hearth,  with  air-and  water-cooling,  ISA  tons  of  ore 
are  worked  in  24  hours  with  a  consumption  of  1  ton  of  coal,  both 
metallic  lead  and  lead  fume  for  use  as  a  pigment  being  produced. 
This  process  is  used  at  the  Lone  Elm  Mining  and  Smelting  Company's 
works  at  Joplin,  Jasper  County,  Missouri.  The  ore  is  galena,  contain- 
ing blende  with  70  to  73  per  cent,  of  lead.  It  is  first  smelted  at  a 
high  temperature  with  an  addition  of  2|  per  cent,  of  lime,  the  pro- 
ducts being  lead,  lead  slags  and  fume.  A  portion  of  the  sulphide  is 
converted  by  the  oxygen  of  the  blast  into  sulphate  and  oxide  which 
react  with  the  remaining  sulphide,  producing  lead  and  sulphur  dioxide. 
Part  of  the  lead  remains  in  the  hearth  and  a  portion  is  volatilised 
and  oxidised,  and  a  portion  of  the  sulphide  behaves  similarly. 

The  lead  fume  after  being  cooled  is  collected  in  woollen  bags, 
and  forms  a  greyish  powder,  which,  on  being  heated  to  burn  off  any 
soot  or  particles  of  coal,  yields  white  crusts  which  are  smelted  in 
small  slag-hearths,  together  with  the  slag  from  the  first  smelting  of 
the  galena.  The  lead  and  zinc  volatilised  are  oxidised  by  air  from  a 
series  of  tuyeres  placed  at  the  upper  part  of  the  furnace.  Metallic 
lead,  slag  and  lead  fume  are  formed  in  this  furnace,  and  the  fume 
after  cooling  is  caught  in  woollen  bags  and  forms  a  commercially 
valuable  white  pigment. 

Of  the  entire  amount  of  lead  in  the  ore,  68  per  cent,  is  obtained 
as  metal,  whilst  part  of  the  remainder  is  converted  into  fume,  and  a 
part  finds  its  way  into  the  slag. 

The  slags  obtained  by  the  hearth  processes  are  smelted  in  shaft 
furnaces,  usually  in  small  furnaces  known  as  slag-hearths,  which  will 
be  described  in  detail  in  the  chapter  dealing  with  the  methods  of 
obtaining  lead  from  plumbiferous  residues. 

Of  the  various  forms  of  hearth  that  are  in  use,  the  one  most  to 
be  recommended  is  the  water-cooled  hearth,  provided  that  the  object 
aimed  at  is  to  obtain  the  lead  as  metal  and  not  partly  as  flue  dust 
for  the  preparation  of  white  pigments.  If,  however,  in  addition  to 
lead  it  is  desired  to  prepare  these  white  pigments,  as  in  the  Bartlett 
process,  then  the  hearth  with  air-  and  water-cooling  is  preferable. 

Comparing  together  the  hearth  and  reverberatory  furnace  methods, 
the  disadvantages  possessed  by  the  former  are  the  greater  loss  of  lead 
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by  volatilisation,  the  greater  danger  to  the  workmen  from  the  fume, 
and^the  necessity  for  employing  a  blast  of  air. 

The  total  loss  of  lead  has  not  been  exactly  determined,  but  has 
been  found  to  be  about  2  per  cent,  greater  in  the  Bleiberg  hearths 
than  in  the  Carinthian  furnace  in  use  there.^ 

As  regards  the  yield  of  lead  the  hearth  stands  on  a  level  with  the 
processes  that  are  carried  on  in  large  reverberatory  furnaces,  and  in 
consumption  of  fuel  has  the  advantage  over  the  latter,  though  requiring 
more  labour  and  that  of  a  trained  character. 

The  air-reduction  process  should,  therefore,  as  a  rule  be  carried 
out  in  reverberatory  furnaces,  hearths  only  being  employed  when  it 
is  desirable  to  volatilise  part  of  the  lead  with  a  view  to  making  pig- 
ments, or  when  motive  power  for  the  blast  can  be  cheaply  obtained, 
or  when  smelting  is  only  carried  on  periodically,  as  happens  when 
the  ore  is  only  delivered  at  long  intervals.  For  argentiferous  ores 
the  hearth  process  cannot  be  recommended  on  account  of  the 
considerable  loss  of  silver  by  volatilisation. 

The  Roasting  and  Reduction  Process  (Edstreductionsarheit) 

This  method  can  be  employed  for  galena  containing  an  admixture 
of  various  bodies.  Ores  rich  in  silica  and  in  bases  which  could  not  be 
smelted  by  the  air-reduction  process  can  be  used,  as  well  as  galenas 
containing  antimonial  and  arsenical  compounds  which  could  not  be 
dealt  with  by  the  iron-reduction  method. 

The  process  consists  in  first  roasting  the  ores  in  a  specially  con- 
structed furnace  and  then  smelting  the  roasted  ore  with  fluxes  and 
reducing  agents  in  a  shaft  furnace,  usually  a  blast  furnace. 

In  the  roasting,  the  lead  sulphide  is  as  far  as  possible  converted  into 
oxide.  At  the  same  time  the  sulphides  of  other  metals  are  oxidised, 
and  antimony  and  arsenic  are  as  far  as  possible  volatilised.  In  the 
roasting  of  galena  it  is  impossible  to  prevent  the  formation  of  con- 
siderable quantities  of  sulphate;  Plattner^  obtained,  by  most  careful 
roasting  of  powdered  galena,  66*3  per  cent,  of  oxide  and  33-7  per 
cent,  of  lead  sulphate.  This  lead  sulphate,  which  would  be  reduced 
-again  in  the  blast  furnace  to  sulphide,  is  in  most  cases  converted 
into  silicate  at  the  conclusion  of  the  roasting. 

In  the  smelting  of  the  roasted  ore  in  the  shaft  furnace,  the  lead 
present  as  oxide   is  reduced   by   carbon,   that  present  as  silicate  by 

^  Oesterr  Zeitschr.  1883.      Vereinsmittheihingen^  No.  9. 
^  Metallurg.  JRostprozesse. 
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iron  and  carbon  combined.  The  sulphide  present  in  the  roasted  ore, 
or  formed  in  the  furnace  by  the  reduction  of  lead  sulphate,  is  reduced 
by  metallic  iron,  forming  lead  and  ferrous  sulphide.  The  other 
constituents,  with  the  exception  of  gold  and  silver,  must  either  be 
volatilised  or  slagged  off,  the  gold  and  silver  going  into  the  metallic 
lead. 

Of  the  various  foreign  substances  present  in  the  ores,  zinc  blende 
when  in  large  amounts  acts  the  most  injuriously. 

In  the  operation  of  smelting,  zinc  sulphide  will  find  its  way  partly 
into  the  slag  and  partly  into  the  matte  if  any  be  formed,  making 
both  substances  less  fluid,  and  carrying  silver  with  it  if  the  ores 
contained  silver  sulphide.  In  consequence  of  the  less  fluid  condition 
of  the  matte  and  slag,  they  separate  much  less  perfectly,  and 
frequently  a  mixture  of  the  two  is  obtained.  Owing  to  the  presence 
of  iron  a  portion  of  the  zinc  is  reduced  from  the  blende,  sulphide  of 
iron  being  formed,  and  the  free  zinc  volatilising,  burns  and  increases 
the  production  of  furnace  fume.  According  to  Plattner,^  oxide  and 
silicate  of  iron  should  decompose  blende,  the  zinc  oxide  produced 
going  into  the  slag,  but  this  reaction  appears  only  to  take  place 
incompletely. 

As  oxide  of  zinc  is  more  easily  slagged  off  than  the  sulphide,  the 
latter  must,  as  far  as  possible,  be  converted  into  the  former  during 
the  roasting. 

Zinc  oxide  alone  forms  an  infusible  silicate  with  silica,  though  it 
is  easily  taken  up  by  basic  ferrous  silicate  slags  and,  provided  that 
the  percentage  of  zinc  is  not  too  great,  the  resulting  slag  still  re- 
mains sufficiently  fluid  to  separate  easily  from  the  lead  and  matte. 
With  large  percentages  of  zinc  oxide,  the  slag  becomes  thick  and 
mechanically  encloses  some  of  the  lead  and  lead  matte.  To  a  certain 
extent  the  ferrous  oxide  in  the  slag  may  be  replaced  by  lime  or 
baryta.  A  not  inconsiderable  proportion  of  the  zinc  oxide  does  not 
pass  into  the  slag,  but  is  reduced  in  the  hottest  part  of  the  furnace 
to  metallic  zinc.  This  is  volatilised  and  oxidised  in  the  upper  por- 
tions of  the  furnace  by  water  vapour  and  carbon  dioxide,  and  the 
oxide  is  partly  deposited  in  the  cooler  parts  of  the  furnace  forming 
the  so-called  furnace  accretions  (ofenbrtcch),  the  furnace  becoming 
so  choked  up  in  a  comparatively  short  time  that  it  has  to  be 
blown  out.  The  zinc  which  is  not  deposited  as  ofenhruch  or  furnace 
^  calamine  escapes  with  the  waste  gases  carrying  lead  and  silver  along 
V  with  it. 

In  consequence  of  these  various  ways  in  which  zinc  would  inter- 

^  Berg-%md  Hiittenm.  Ztg.  1854,  p.  81. 
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fere  with  the  smelting  operations  it  must  be  got  rid  of  as  far  as 
possible  before  the  ores  are  smelted.  If  it  is  not  possible  to  effect 
this  by  proper  dressing  operations,  it  must  be  separated  from 
the  roasted  ore.  This  can  be  done  by  converting  the  zinc  into 
sulphate  and  lixiviating,  either  roasting  the  ore  and  then  dissolving 
out  the  neutral  sulphate  with  water  and  the  basic  sulphate  and  the 
oxide  with  sulphuric  acid,  or  roasting  it  completely  to  oxide  and 
dissolving  this  with  sulphuric  acid  or  other  solvents,  or  else  the  zinc 
may  be  reduced  and  volatilised  with  a  portion  of  the  lead,  as  in  the 
Bartlett  process. 

Compounds  of  arsenic,  when  present  in  large  amounts,  give  rise  to 
the  formation  of  a  speiss  during  the  smelting,  containing  copper,  silver 
and  some  lead,  in  addition  to  arsenic,  these  metals  beino-  extractible 
only  with  difficulty,  and  then  incompletely  from  the  speiss.  Part  of 
the  arsenic  is  also  volatilised  in  the  smelting,  carrying  with  it  lead 
and  silver,  and  it  is  therefore  necessary  to  eliminate  arsenic  as  com- 
pletely as  possible  during  the  roasting  stage.  Small  quantities  of 
arsenic  also  find  their  way  into  the  lead  produced. 

Antimony  has  less  tendency  to  give  rise  to  the  formation  of  a 
speiss  than  it  has  to  alloy  with  the  lead  which  mixes  with  it  in  all 
proportions.  In  the  smelting  it  is  partially  volatilised,  carrying  with 
it  both  lead  and  silver.  Unless  it  is  specially  desired  to  produce  an 
antimonial  lead,  it  should  be  got  rid  of  as  far  as  possible  in  the 
roasting,  as  even  in  small  quantities  it  acts  injuriously  upon  the 
softness  of  the  metal  produced. 

Copper,  provided  there  is  not  any  sulphur  present  during  the 
smelting  process  for  it  to  combine  with,  finds  its  way  into  the  lead, 
from  which  it  has  to  be  separated  by  a  special  process  of  purification. 
If  it  is  present  in  the  ores  in  quantity  sufficient  to  make  it  worth 
while,  the  process  is  modified,  the  ore  being  submitted  to  a  less 
thorough  roasting  and  a  part  of  the  sulphur  being  retained,  so  that  in  \^ 

the  smelting,  a  regulus  is  formed  containing  the  copper,  together  with     0    c    ^^ 
some  silver  sulphide,  if  the  latter  be  present,  as  well  as  other  metallic  ^ 

sulphides. 

From  this  regulus  the  lead  and  copper  are  obtained  by  a  special 
roasting  and  smelting  process,  the  silver  passing  partly  into  the 
copper,  partly  into  the  lead. 

The  roasting  and  reduction  jirocess  yields  a  less  pure  lead  than 
the  air-reduction  method,  because  portions  of  the  oxides  of  foreign 
metals  are  reduced,  and  the  reduced  metals  allov  with  the  lead. 
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The  Roasting  of  the  Ohes 


The  ores  are  roasted  either  in  the  state  of  lumps  or  of  powder, 
lump  roasting,  which  was  formerly  the  chief  method,  being  now  only 
resorted  to  under  special  circumstances. 

In  roasting  a  jjulverulent  mixture  of  galena  with  copjier  pyrites,  zinc 
blende,  quartz,  spathic  iron  ore  and  gangue,  which  usually  forms  the 
raw  material  for  the  roasting  and  reduction  method,  the  sulphur  of 
the  sulphides  forms  sulphur  dioxide  as  soon  as  the  requisite  tempera- 
ture is  attained,  and  the  metals  are  oxidised.  A  portion  of  the 
sulphur  dioxide  is  converted  into  suljihuric  acid,  forming  sulphates 
with  the  metallic  oxides.  As  the  temperature  increases  the  sulphates 
of  iron,  copper,  a  part  of  the  zinc  sulphate,  and  finally  the  silver  sul- 
phate are  decomposed  one  after  the  other.  Zinc  sulphate  gives  up  only 
part  of  its  sulphuric  acid,  forming  basic  sulphate,  which  is  only  com- 
pletely decomposed  into  zinc  oxide,  sulphur  dioxide  and  oxygen  at 
a  white  heat.  Lead  sulphate  remains  unchanged,  as  it  only  parts 
with  its  sulphuric  acid  at  a  temperature  about  the  melting  point  of 
iron.  Antimony  and  arsenic  compounds  lose  a  portion  of  their 
antimony  and  arsenic  in  the  form  of  arsenious  and  antiraonious  acids, 
but  a  larger  part  remains  in  the  form  of  arseniates  and  antimoniates 
which  are  not  further  decomposed.  Spathic  ironstone  is  converted 
into  magnetic  oxide,  calcium  carbonate  partly  into  calcium  sulphate, 
whilst  heavy  spar  is  not  altered. 

The  lead  sulphate  which  is  produced  in  roasting  is,  except  in 
certain  special  circumstances,  converted  into  silicate  a,t  the  conclusion 
of  the  roasting  operation.  This  is  effected  by  adding  quartz,  if  it 
is  not  already  present  in  the  ore,  when,  by  raising  the  temperature 
until  the  mass  melts,  the  silica  drives  off  the  sulphur  trioxide  of  the 
sulphate,  leaving  lead  silicate  behind.  If  calcite  be  j^resent  in  the 
ore,  or  calcium  or  barium  sulphates  in  the  roasted  material,  calcium 
and  barium  silicates  will  be  formed,  whilst  the  presence  of  spathic 
ironstone  or  of  magnetic  iron  oxide,  formed  in  roasting,  would  give 
rise  to  the  production  of  ferrous  silicate.  By  this  combined  roasting 
and  melting,  known  as  schlackenrostung,  a  fused  mixture  of  oxides 
and  silicates  is  obtained. 

If  the  ores  contain  much  copper,  sufficient  sulphur  is  allowed  to 
remain  in  the  roasted  material  to  combine  with  it  Avhen  in  the  blast 
furnace.  In  this  case  the  conversion  of  lead  sulphate  into  silicate 
and  the  melting  of  the  ore  at  the  end  of  the  roasting  operation  are 
omittod,  the   roasted  mass  being  only  just  sintered  together   so   as 
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to  avoid  the  inconvenience  of  smelting  pulverulent  ore  in  the  blast 
furnace.  In  the  same  Avay  with  ores  with  a  high  percentage  of 
silver,  loss  of  silver  through  volatilisation  is  avoided  by  not  fusing 
the  mass  at  the  conclusion  of  the  roasting,  it  being  only  sintered 
together,  or  in  rarer  cases  allowed  to  remain  in  the  pulverulent 
form.  In  the  pulverulent  form,  portions  of  the  ore  are  easily  carried 
away  mechanically  by  the  furnace  gases,  and  as  just  nientioned, 
pulverulent  ore  is  more  difficult  to  smelt  in  the  blast  furnace  than 
lump  ore.  The  two  methods  are  called  respectively  sinterroshmg, 
when  the  charge  is  fritted  together,  or  staubrostung,  when  it  is 
allowed  to  remain  in  the  pulverulent  state. 

The  schlackenrostung  and  the  sinterrostung  are  carried  out  in 
reverberatory  furnaces,  whilst  the  stcmhrostung  can  be  conducted 
either  in  reverberatory  furnaces,  shaft  furnaces  or  in  muffle  furnaces. 
In  roasting  lead  ores  in  the  lump  form,  neither  the  lead  sulphate  nor 
the  sulphide  can  be  completely  decomposed,  so  that  the  roasted  mass 
will  always  contain  some  undecomposed  sulphide  and  sulphate,  in 
addition  to  the  oxides  of  the  metals  present.  This  method  of  roasting 
is  employed  with  ores  comparatively  poor  in  lead  but  rich  in  pyrites, 
as  well  as  wuth  ores  rich  in  pyrites  and  zinc  blende.  The  roasting  is 
performed  in  heajDs,  in  stalls  and  in  shaft  furnaces. 


THE    PREPARATORY   ROASTING   OF   THE   ORE 

The  roasting  of  the  ores  is  carried  out  in  heaps  or  stalls,  and  in 
shaft  furnaces,  reverberatory,  muffle  and  rotating  cylinder'  furnaces, 
though  the  operation  is  best  effected  in  reverberatory  furnaces. 

The  employment  of  reverberatory  furnaces  enables  the  galena  to 
be  roasted  both  quickly  and  completely,  and  the  lead  sulphate  to  be 
converted  into  silicate,  w^hich,  as  previously  mentioned,  is  effected 
by  melting  the  roasting  charge.  The  tall  chimney  which  can  also 
be  used  in  connection  with  it  serves  to  render  the  escaping  gases 
less  harmful.  It  has  the  disadvantage  that  the  waste  gases,  beino- 
mixed  with  the  products  of  combustion  and  diluted  with  nitrogen 
from  the  air,  cannot  be  employed  for  the  production  of  sulphuric 
acid.  This  drawback  is,  however,  only  felt  when  the  ores  are  rich 
in  pyrites,  as  the  gases  given  off  in  roasting  galena  alone,  even  when 
special  arrangements  may  be  adopted,  are  too  poor  in  sulphur 
dioxide  to  be  used  for  sulphuric  acid  making.  Pyritic  lead  ores  are 
accordingly  treated  in  shaft  furnaces,  and  the  evolved  suljjhur 
dioxide  thus  made  available  for  the  manufacture  of  the  acid. 
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The  advantages  and  disadvantages  of  heap  and  stall  roasting 
have  already  been  considered  in  connection  with  the  roasting  of 
copper  ores  (pages  26  et  scq.).  These  methods  are  only  occasionally 
employed  >vith  lead  ores,  when,  for  instance,  pyritic  ores,  or  ores 
containing  blende,  poor  in  lead,  are  to  be  roasted,  or  for  the  purpose 
of  completing  the  roasting  of  ores  which  have  already  been  treated 
in  lumps  in  shaft  furnaces.  Lead  ores  containing  copper  pyrites  or 
fahl-ore,  which  only  require  to  be  partially  roasted,  used  also  to  be 
treated  by  this  method. 

On  account  of  the  disadvantages  attending  it,  such  as  the  length 
of  time  required,  the  incomplete  separation  of  the  sulphur,  and  the 
annoyance  caused  in  the  neighbourhood  by  the  waste  gases,  it  has 
been  superseded  by  the  reverberatory  furnace  method,  and  is  now 
only  employed  for  roasting  poor  ores,  where  the  furnace  process 
would  be  too  costly,  or  for  the  final  roasting  of  ores,  which  have  been 
previously  treated  in  shaft  furnaces. 

Shaft  furnaces  are  only  employed  for  roasting  when  the  galena  is 
associated  with  so  much  iron  pyrites,  or  with  copper  pyrites  and  zinc 
blende  also,  that  the  gases  from  the  roasting  can  advantageouslv  be 
employed  in  the  production  of  sulphuric  acid.  The  roasting  of 
galena  in  these  furnaces  is,  nevertheless,  incomplete,  and  it  is  neces- 
sary to  finish  the  roasting  in  the  case  of  lump  ores  by  an  after 
roasting  in  heaps,  or,  when  the  ore  is  in  a  fine  state  of  division,  in 
reverberatory  furnaces. 

Pyritic  lead  ores  which,  on  account  of  their  being  easily  sintered, 
cannot  be  treated  in  shaft  furnaces,  are  quite  exceptionally  roasted 
in  muffle  furnaces,  the  evolved  gases  being  used  for  the  production 
of  sulphuric  acid.  The  production  of  lead  silicate  by  the  reaction 
with  silica  cannot  be  carried  out  in  such  furnaces. 

Roasting  in  Heaj)S 

Only  lump  ores  can  be  roasted  in  heaps.  Finely  divided  ore.s 
can  to  a  certain  extent  be  used  as  a  cover  ;  if  they  must  be  roasted 
in  large  quantities  by  this  method,  it  is  necessary  to  previously 
agglomerate  them  by  mixing  lime  or  ferrous  sulphate  liquors  with 
them. 

The  object  of  roasting  is  not  usually  attained  by  a  single  opera- 
tion, the  process  having  usually  to  be  repeated  several  times. 

Heap  roasting  is  employed  with  advantage  at  the  Herzog  Julius- 
hlitte,  near  Astfeld,  and  attheFrau  Sophienhiitte,  near  Langelsheim, 
in   the  Lower  Harz.     At  these   places  poor    lead    ores,    containing 
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pyrites,  zinc  blende  and  heavy  spar,  the  roasting  of  which  in  rever- 
beratory  furnaces  would  be  too  costly,  are  roasted  three  times  in 
heaps.  The  zinc  sulphide  is  converted  as  far  as  possible  into  neutral 
zinc  sulphate,  which  is  extracted  from  the  roasted  mass  with  water, 
basic  zinc  sulphate  being  only  soluble  in  acids.  During  the  first 
roasting  a  portion  also  of  the  sulphur  of  the  pyrites  is  eliminated. 
The  ores  have  the  following  composition : — 

(Talena 9  to  12% 

Zinc  blende 27-5  to  30% 

Copper  pyrites 1  to  1  "69% 

Iron  pyrites 11  to  16% 

Gangue 44  to  47% 

The  gangue  consists  principally  of  barium  sulphate  (heavy  spar). 

The  average  content  of  metal  and  sulphur  in  the  ores  in  recent 

jears  may  be  taken  as  follows  : — 

Sulphur 16  to  18% 

Silver 0-011  to  0-015% 

Copper 0-45  to  0-55% 

Lead 9-98  to  105% 

Zinc 18  to  19-5% 

Iron 5  to  7% 

The  ores  are  subjected  to  three  roastings.  The  smalls  produced 
in  the  various  roastings  are  rich  in  zinc  sulphate,  and  are  therefore 
extracted  with  water  to  dissolve  out  the  neutral  salt  before  being 
smelted.  The  liquors  are  allowed  to  crystallise,  and  are  also  worked 
up  for  calcined  zinc  sulphate. 

The  foundation  for  the  heap  consists  of  abed,  1  foot  thick,  of  well- 
rammed  clay,  upon  which  a  layer  of  small  roasted  ore  is  spread  to  a 
depth  of  4  inches.  The  heaps  contain  from  800  to  500  tons  of  ore. 
The  ore  is  piled  on  a  quadrangular  bed,  composed  of  cord-wood 
and  brushwood  36  to  40  feet  long  on  each  side,  channels  being  left 
for  the  access  of  air. 

The  largest  pieces  of  ore  which  constitute  the  greater  portion  of 
the  heap  are  first  placed  in  position,  then  follow  pieces  of  the  size  of 
the  fist,  then  pieces  as  large  as  eggs,  and  then  ore  of  the  size  of  peas 
or  hazel  nuts,  and  lastly,  if  present,  finely  granular  ore.  The  entire 
heap  is  covered  with  the  fine  roasted  ore  or  smalls  obtained  by  sifting 
the  product  from  the  first  roasting,  and  has  the  appearance  of  a  trun- 
cated pyramid  of  square  horizontal  section  having  a  length  of  side  at 
the  base  of  36  to  40  feet,  and  at  the  top  of  12  feet  6  inches. 

The  shape  of  the  heap  and  the  arrangement  of  the  bed  will  be 
gathered  from  the  Figs.   210  and  211,  where  r  is  the   bed   and  D 
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the  cover,  1"he  semicircular  depressions  v  in  the  top  of  the  cover^ 
serve  to  collect  the  sulphur  arising  from  the  decomposition  of 
iron  pyrites. 

When  the  heap  is  ready  it  is  ignited  on  the  windward  side.  In 
this  way  the  air,  which  is  only  admitted  at  the  foot  through  the 
channels  left  in  the  bed,  is  deprived  of  most  of  its  oxygen  in 
the  lower  portions  of  the  heap,  and  the  hot  gases  given  off  from 
the  top  consist  chiefly  of  nitrogen  and  sulphur  dioxide.     These  hot 


gases  cause  a  decomposition  of  the  pyrites  in  the  upper  portions, 
part  of  the  sulphur  of  the  same  being  driven  off,  and  condensing  in 
the  liquid  state  on  the  upper  surface  of  the  heap.  This  is  collected 
in  the  semicircular  depressions  v,  which  are  formed  by  means  of  a 
leaden  block  and  are  lined  with  pyritic  slimes  or  ore  smalls;  from 
these  it  is  ladled  out  from  time  to  time.  The  first  portions  of 
sulphur  collect  in  fourteen  days  from  the  time  of  lighting  the  heap. 

The  first  roasting  lasts  6  to  7  months.  Then  follow  second  and 
third  roastings  in  stalls  provided  with  roofs.  By  employing  this 
method    of  roasting,   the  dissolving  away  of  zinc    sulphate,  or    the 
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extinction  of  the  heap  which  is  now  poor  in  sulphur,  by  rain,  is 
avoided.  The  heaps  have  a  sqviare  horizontal  section,  and  contain 
over  500  tons  of  ore  ;  on  account  of  their  low  sulphur  content,  a 
covering  of  smalls  is  unnecessary. 

After  the  first  firing  the  lumps  are  separated  from  the  smalls  by 
sieving,  and  broken  up  in  order  to  expose  fresh  surfaces  in  the  next 
firing.  The  small  ore  is  partly  used  as  a  cover  for  fresh  heaps,  and 
part  of  it  is  lixiviated.  The  same  operations  are  gone  through  after 
the  second  or  third  roastings.  The  second  roasting  lasts  6  to  8 
weeks,  the  third  a  month  to  six  weeks.  The  smalls  produced  in 
the  different  roastings  contain  large  quantities  of  neutral  zinc 
sulphate.  Those  portions  not  employed  as  a  covering  in  the  first 
roastings  are  deprived  of  their  zinc  sulphate  by  extracting  with 
water.  The  residue  is  dried  in  reverberatory  furnaces  and  then 
smelted  in  shaft  furnaces,  together  with  the  lump  ore  froia  the  third 
roasting,  which  now  contains  only  4  to  5  per  cent,  of  sulphur. 

The  following  is  an  analysis  of  the  roasted  smalls  : — 

Silver 0015% 

Cupric  oxide 1  '34% 

Lead  oxide 1J:'44% 

Zinc  oxide      19"  12% 

Ferric  oxide 2-2-95% 

Sidphuric  anhydride 15 '95% 

Sulphur 0-6% 

Insoluble  residue 17 '08% 

Alkaline  earths,  carljon  dioxide,  water,  traces  of  manganese  S'505% 

An  analysis  of  the  roasted  lump  ore  gave  : — 

Silver ,    .    0-013% 

Cupric  oxide 0'93% 

Lead  oxide 10-02% 

Zinc  oxide 28-14% 

Ferric  oxide      13 '64% 

Sulphuric  anliydrido 16-62% 

Sulphur      .    / 0-17% 

Heavy  spar 24-66% 

Earthy  matter 5-807% 

The  lixiviation  of  the  roasted  smalls  is  effected  in  cylindrical 
drums  placed  horizontally,  and  mechanically  rotated,  the  sides  being- 
made  of  wrought  iron  and  the  bottoms  of  cast  iron  ;  they  are  4<  feet 
long,  and  3  feet  in  diamete)-,  and  hold  1  to  IJ  ton  of  ore.  The 
extraction  is  repeated  3  or  4  times,  using  for  the  first  lixiviation  the 
weak  liquors  from  the  previous  operation  and  finishing  with  hot 
water.    The  first  liquor  at  50°  B.  is  mixed  with  the  second  at  20°  B.,  the 
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density  of  the  mixture  being  3U°  B.,  and  this  is  then  heated  in  pans 
of  sheet  lead  resting  on  a  cast  iron  plate  to  80"  or  90°  C.  for  24  hours 
and  allowed  to  stand  for  4  to  6  days.  By  this  means  (the  process  is 
known  as  scMcren)  the  iron  is  separated  out  as  a  basic  salt,  and 
gypsum  and  other  difficultly  soluble  bodies  are  precipitated.  The 
liquor  is  now  concentrated  up  to  50°  B.  in  boiling  pans  and  then 
cooled  in  pans,  in  which  the  zinc  sulphate  crystallises  in  the  course 
of  5  or  6  days.  For  the  complete  roasting  of  100  tons  of  ore  490 
cubic  feet  of  cord  wood  and  212  faggots  of  brushwood  are  used. 

Roasting  in  stalls,  like  heap  roasting,  is  only  occasionally  resorted 
to  ;  like  the  latter  it  can  be  employed  for  the  final  roasting  of  lump 
ore  which  has  undergone  a  jDreliminary  roasting  in  shaft  furnaces. 

The  Wellner  stall  without  roasting-bed  employed  at  Freiberg  has 
already  been  described  on  p.  43. 

At  Fahlun,  galena  mixed  with  copper  and  iron  pyrites  and  con- 
taining 6  to  10  per  cent,  of  lead  is  roasted  in  quantities  of  78  tons  in 
ordinary  stalls  18  to  IG  feet  long,  9  to  12  feet  broad,  and  3  to  6  feet 
high,  3  to  4  weeks  being  required.  Coal  is  mixed  with  it  to  decom- 
pose the  zinc  sulphate,  and  the  78  tons  of  ore  require  300  cubic  feet 
of  wood. 

Boasting  in  Shaft  Furnaces 

Shaft  furnaces  are  only  employed  for  roasting  purposes  in  the 
case  of  pyritic  galena  or  galena  containing  pyrites  and  zinc  blende, 
when  the  gases  are  to  be  used  for  making  sulphuric  acid  or  must 
be  rendered  harmless.  The  ores  must  not  be  too  rich  in  lead,  other- 
wise partial  fusion  is  apt  to  occur. 

If  the  ore  is  in  lumps,  kilns  are  employed.  Pyrites  burners  are 
less  serviceable  for  this  purpose,  because,  on  account  of  their  lesser 
height,  the  layer  of  ore  is  not  sufficiently  deep  to  secure  a  high 
enough  temperature  for  comj^lete  roasting. 

Ores  in  the  state  of  powder  are  roasted  in  dust  furnaces 
(schilUofcn),  shelf  furnaces  not  being  emjiloyed  for  lead  ores. 

The  roasting  of  the  ores  in  shaft  furnaces,  though  consuming  very 
little  fuel  as  the  temperature  is  maintained  by  the  burning  of  the 
sulphur,  involves  a  large  expenditure  for  labour,  and  suffers  especially 
from  the  disadvantage  of  not  being  able  to  effect  a  thorough  roasting, 
the  operation  having  consequently  to  be  followed  by  a  second  roasting 
in  heaps  or  stalls,  or  in  reverberatory  furnaces  for  the  small  ore. 
Pyritic  ores  are  roasted  in  kilns  at  Oker  and  at  Freiberg. 

At  Oker,  the  ores  containing  11  per  cent,  galena,  15  per  cent, 
copper  pyrites,  28  per  cent,  zinc  blende,  25  per  cent,  iron  pyrites,  14 
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per  cent,  heavy  spar,  and  7  per  cent,  of  gangue,  are  first  broken 
into  pieces  from  2  to  2i  inches  square  by  a  stone  breaker,  and  then 
roasted  in  kilns  until  the  sulphur  content  reaches  10  to  12  percent. 
The  construction  of  the  kilns  has  already  been  described  on  page  51. 
Each  kiln  roasts  1'8  to  2  tons  of  ore  in  24  hours.  The  roasted 
ores  undergo  two  roastings,  in  heaps  of  150  to  200  tons,  the  sulphur 
content  being  thereby  reduced  to  6  or  7  per  cent.  The  first  roasting 
occupies  4,  and  the  second  3  weeks. 

At  Freiberg,  pyritic  lead  ores  are  also  roasted  in  kilns,  the  con- 
struction being  shown  on  page  50.  One  and  a  half  tons  of  ore  are 
treated  in  24  hours.  The  roasted  ores  mixed  with  others  are  again 
roasted  in  reverberatory  fnrnaces. 

At  Freiberg,  finely  divided  ore  is  roasted  in  the  Gerstenhofer 
furnace.  Tlie  Gerstenhofer  furnace  has  been  described  and  illustrated 
on  page  52.  Ores  containing  over  20  per  cent,  of  lead  are  difficult 
to  roast  in  dust  furnaces  on  account  of  their  readily  sintering 
together. 

At  Freiberg,  ores,  containing  18  per  cent,  of  galena,  60  per  cent, 
of  pyrites,  and  22  per  cent,  of  gangue,  are  first  roasted  in  Gerstenhofer 
furnaces  12  feet  high,  4  feet  6  inches  wide  and  deep,  having  15  rows 
of  fireclay  bearers  placed  alternately  six  and  seven  in  each  row.  In 
these  the  sulphur  is  reduced  to  6  or  7  per  cent.,  and  then  a  further 
roasting  in  reverberatory  furnaces  follows,  unroasted  ore  being  mixed 
with  half  as  much  roasted  ore  in  order  to  avoid  sintering.  Each 
furnace  roasts  1*2  tons  of  ore  in  24  hours. 

At  Oker,  a  form  of  muffle  furnace  (the  Hasenclever  furnace 
described  on  page  83)  is  used  for  roasting  pulverulent  ore  of  the  com- 
position given  above. 

Roasting  in  Reverberatory  Furnaces 

The  furnaces  employed  are  ordinary  reverberatory  furnaces, 
i3xternally  fired  shaft  furnaces  not  being  used  for  roasting  lead  ores. 
The  Stetefeldt  shaft  furnace,  which  has  proved  to  be  excellent  for 
the  chloridising  roasting  of  silver  ores,  is  of  little  service  in  the 
oxidising  roasting  of  lead  ores,  because  the  time  occupied  by  the  ore 
in  falling  through  the  furnace  is  too  short  to  effect  a  thorough 
oxidation. 

Reverberatory  furnaces  with  stationary  hearths  are  preferable 
to  those  in  which  the  hearth  is  kept  in  motion.  The  latter  are  only 
used  for  dust  roastinff  and  have  to  be  worked  in  connection  with 
stationary  furnaces  when  it  is  necessary  to  sinter  or  fuse  the  charge 
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They  are  seldom  used  and  only  in  places  where  the  price  of  labour  is 
excessive  ;  in  England  they  have  been  abandoned  as  unsuccessful. 

The  reverberatory  furnaces  used  for  roasting  are  connected  with 
dust  chambers  for  collecting  the  fume  and  the  dust  which  is  carried 
over  mechanically.  These  are  of  special  importance  where  the 
roasting  charge  is  fused  at  the  end  of  the  operation  as,  in  consequence 
of  the  high  temperature  prevailing  near  the  firebridge,  volatilisation 
of  the  lead,  which  is  formed  by  the  interaction  of  oxide,  sulphate  and 
sulphide,  readily  takes  place. 

Reverberatory  furnaces  with  fixed  hearths  are  of  two  kinds, 
those  which  are  worked  by  hand  and  those  worked  by  machinery.  The 
latter  are  only  occasionally  used  where  the  price  of  labour  is  high  and 
have  to  be  worked  in  connection  with  a  reverberatory  melting  furnace 
when  it  is  necessary  to  sinter  or  fuse  the  charge. 

Furnaces  worked  by  hand  may  also  be  divided  into  two  classes ; 
in  the  one  worked  discontmuously  the  ore  is  charged  in  all  at  once, 
and  the  whole  of  this  charge  is  withdraw^n  at  the  conclusion  of  the 
roasting ;  in  the  other  (the  long-bedded  calciner  or  foTtschaufclung.^ 
furnace)  the  work  is  carried  on  continuously.  In  the  latter  form  of 
furnace,  which  has  a  very  long  hearth,  the  ore  is  first  charged  in  at 
the  coolest  end  (nearest  the  flue)  and  is  moved  along  at  intervals,  so 
that  by  the  time  it  reaches  the  firebridge  end  the  roasting  is  com- 
plete. This  form  of  furnace  is  the  one  which  is  most  in  use  and,  as 
the  older  form  is  rapidly  going  out  of  use  on  account  of  its  excessive 
expenditure  in  fuel  and  wages,  it  will  not  be  further  considered. 

As  in  the  roasting  of  copper  ores,  so  in  roasting  lead  ores,  the 
fortschaufclungs  furnace  usually  used  has  a  single  long  hearth  and 
workinsf  doors  in  each  of  the  longer  sides.  Furnaces  with  two  hearths 
one  above  the  other  are  only  used  when  it  is  absolutely  necessary  to 
economise  floor  space  as  the  upper  hearth  is  awkward  to  work,  the 
roasting  in  it  is  incomplete,  and  repairs  to  either  hearth  necessitate 
the  stoppage  of  the  entire  furnace. 

If  the  roasted  mass  has  to  be  melted  together  at  the  conclu- 
sion of  the  roasting  (schlackcnrdstung),  either  a  shallow  depression 
or  well  is  formed  in  the  end  of  the  bed  nearest  the  firebridge,  or 
else  the  level  bed  of  the  furnace  at  that  end  is  placed  in  com- 
munication with  a  reverberatory  melting-furnace  by  a  perpendicular 
or  inclined  channel,  the  hot  gases  from  this  furnace  passing  over  the 
hearth  of  the  roasting  furnace  and  out  by  the  flue  at  the  end.  In 
Europe  the  well  or  sump  at  the  firebridge  end  is  used,  whilst  in 
America,  and  in  most  of  the  smelting  works  of  the  West,  a  special 
meltinsf  furnace  is    attached   to    the    roasting    furnace.     This   latter 
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arrangement,  first  introduced  in  Colorado,  has  an  advantage  over  the 
former,  in  that  it  allows  of  the  charge  being  kept  in  a  pulverulent  con- 
dition over  the  whole  length  of  the  hearth,  so  that  it  can  be  easily 
stirred  up  and  a  thorough  roasting  ensured,  the  rise  of  temperature 
requisite  for  fusion  only  taking  place  rapidly  on  the  hearth  of  the 
melting  furnace.  In  furnaces  provided  with  a  well,  the  charge 
which  is  on  its  way  to  that  end  of  the  furnace  begins  to  soften  and 
become  pasty  when  it  reaches  the  third  or  fourth  working  opening 
from  the  well,  consequently  thorough  mixing  of  the  mass  and  com- 
plete roasting  is  rendered  impossible.  In  order  to  avoid  this  the  heat 
is  concentrated  on  the  well  as  far  as  possible,  and  the  mass  just  in 
front  of  it  agglomerated  and  then  melted  down.  The  molten  charge 
is  tapped  out  of  the  sump  or  run  out  of  the  melting  furnace,  and 
is  drawn  out  through  the  working  doors  when  it  is  in  a  viscous 
condition. 

The  ore  is  usually  charged  into  the  furnace  through  an  opening 
in  the  roof. 

The  lenofth  of  the  hearth  includincj  the  well,  but  exclusive  of  the 
melting  furnace,  varies  according  to  the  amount  of  sulphur  in  the 
ore  from  40  to  64<  feet.  With  rich  non-pyritic  ores  a  length  of  40  to 
43  feet  is  sufficient,  whilst  with  poor  ores  rich  in  pyrites  it  is 
extended  to  60  or  64  feet,  the  pyrites  furnishing  some  of  the 
necessary  heat.  A  greater  length  than  this  is  useless,  only 
increasing  the  first  cost  and  the  working  expenses  without  a  corre- 
sponding improvement  in  the  roasting. 

The  hearth  is  made  as  broad  as  possible,  as  thereby  the  capacity 
of  the  furnace  is  increased,  but  it  must  not  be  made  so  broad  as  to 
interfere  with  proper  working  of  the  charge.  It  should  not  be  less 
than  10  feet  nor  more  than  16,  the  inside  measurement  in  the  United 
States  furnaces  being  from  13  feet  0  inches  to  16  feet. 

The  height  of  the  roof  of  the  working  chamber  is  usually  16  to  24 
inches  and,  in  order  to  better  utilise  the  heat,  the  roof  is  often  made 
to  slope  slightly  down  to  the  end  nearest  the  flue,  or  in  some  cases, 
the  hearth  itself  rises  somewhat  towcirds  the  flue-bridge,  either 
uniformly  or  in  3  or  4  steps  of  3  inches  in  height.  The  hearth 
bottom  is  made  of  common  brick,  except  in  the  neighbourhood  of 
the  firebridge,  where  firebrick  is  used,  the  well  for  the  reception  of 
the  fused  material  and  the  hearth  of  the  melting  furnace  being  also 
best  made  of  firebrick.  As  the  furnace  is  cooled  by  the  working 
doors  on  each  of  its  long  sides  these  should  be  as  few  as  possible. 
They  must  be  spaced  so  as  to  allow  of  the  charge  being  moved 
readily,  the  distance  between  adjoining  openings  being  not  less  than 
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6  feet  nor  more  than  8  feet.  The  brickwork  between  the  working 
door  should  project  into  the  furnace  as  little  as  possible,  and  the 
working  openings  themselves  are  provided  with  doors  of  cast  or  sheet 
iron. 
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The  amount  of  ore  which  can  be  roasted  in  a  long-bedded 
caieiuer  in  2-t  hours  depends  upon  the  character  of  the  substances 
mixed  with  the  ore,  the  size  of  the  furnace,  and  the  manner  of 
roasting— whether  the  product  is  to  be  obtained  in  the  pulverulent, 
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sintered  or  melted  condition.  Pyritic  ores  are  more  quickly  roasted 
than  those  containing  blende.  The  amount  varies  from  -i  to  15  tons 
in  24  hours,  and  the  consumption  of  fuel  from  1  5  to  30  per  cent,  of 
the  weight  of  the  ore,  depending  upon  the  character  of  the  coal 
employed  and  the  manner  of  roasting.  The  time  taken  to  work  off 
a  charge  is  from  2  to  6  hours,  being  dependent  upon  the  nature  of  the 
ore  and  the  form  in  which  the  product  is  to  be  obtained  ;  if  in  a 
pulverulent  form  the  time  required  is  shorter  than  if  the  charge  is  to  be 
melted.  A  furnace  of  averag^e  size  working  on  good  ores  should  turn 
out  three  charges  in  an  eight  hours'  shift. 

The  percentage  of  lead  in  the  ores  treated  in  the  roasting 
furnace  varies  within  wide  limits.  In  Europe  it  is  fairly  high,  seldom 
amounting  to  less  than  50  per  cent.,  whilst  in  America  argentiferous 
lead  ores  with  less  than  9  per  cent,  of  lead  are  worked,  the  lead  in 
this  case  serving  as  a  solvent  for  the  silver  in  the  silver  ore. 

The  construction  of  a  fortschaufeJungs  furnace,  in  use  at  Przibram 
in  Bohemia,  with  flat  bottom  and  without 

a  well  in  front  of  the  fire  bridge,  is  shown  'i  W<:^^^M^'""^^'^ 

in  tigs.  212  to  214.  }'"r/^e^mL^=J^l, 

E  is  the  heating  chamber,  F  the  fire-  Im^^""^     E^^^l 

place,  /  the  hollow  water-    or  air-cooled  " 

firebridge,  H  the  hearth,  47  feet  6  inches       ^=-     .     .  // /  ~   ^ 

long  and  8  feet  broad.     The  ore  is  intro-  fig.  214. 

duced    in  charges  of   1    ton  through    an 

opening  a  which  can  be  closed  at  will,  situated  in  the  roof  of  the  fur- 
nace near  the  flue-bridge,  and  is  then  gradually  worked  along  towards 
the  firebridge.  Arriving  there  it  can  be  withdrawn  through  the  tw^o 
last  working-doors  or  can  be  raked  through  the  perpendicular 
openings  cl  in  the  hearth  ordinarily  closed  by  bricks ;  m  m  are  the 
working  doors.  The  hot  gases  from  the  fire  pass  along  the 
entire  length  of  the  working  space,  and  after  leaving  it  by  the  flue 
z,  pass  along  the  top  of  the  furnace  through  the  flues  l,  h  to  the 
passage  c  leading  into  the  stack. 

As  soon  as  a  roasted  charge  is  withdrawn  from  the  furnace  (1  ton 
every  6  hours)  the  charges  which  are  lying  in  front  of  each 
working  door  are  each  in  turn  moved  a  step  nearer  to  the  firebridge 
and  a  fresh  charge  introduced  at  the  other  end  of  the  furnace. 

In  a  furnace  of  this  kind  seven  separate  lots  of  ore  of  1  ton  each 
are  undergoing  roasting  at  one  time,  the  ore  containing  51  to  58  per 
cent,  of  galena,  8  to  11  per  cent,  of  zinc  blende,  and  12  to  14  per  cent, 
of  silica,  and  the  roasted  mass  only  1  per  cent,  of  sulphur.  Every 
six  hours  one  lot  (of  1  ton)  is  withdrawn,  so  that  4  tons  of  ore  are 
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-worked  in  24  hours.  A  mixture  of  lignite  and  ordinary  coal  is  used 
as  fuel,  and  the  consumption  varies  from  35  to  38  per  cent,  of  the 
-\veisfht  of  the  ore  roasted. 

Figs.  215  to  217  illustrate  a  form  of  furnace  with  a  well  in 
front  of  the  firebridge  in  use  at  the  Mulden  Works  at  Freiberg. 

A  is  the  heating  space,/  the  hollow  air-cooled  firebridge,  H  the 
hearth  42  feet  6  inches  long  and  10  feet  8  inches  broad,  which  rests 
on  cast  iron  plates  in  order  to  prevent  any  of  the  molten  roasted 
charge  from  trickling  through.  The  grate  is  divided  by  means  of  a 
hollow  air-cooled  wall  jj  into  two  portions,  each  being  fired  indepen- 
dently of  the  other.  The  air  enters  the  hollow  wall  p  at  tv  and  passes 
through  openings  in  it  partl}'^  over  and  partly  behind  the  firebridge  ; 
z,  z,  c,  are  working  doors,  of  which  there  are  ten  on  each  of  the 
two  longer  sides  of  the  furnace.  S  is  the  well,  and  y  the  door 
through  which  the  viscid  roasted  mass  is  drawn  out  into  iron 
Avagons.  The  hot  gases  from  the  furnace  pass  through  the  flue  M  on 
their  way  to  the  system  of  condensing  flues  and  thence  into  the 
stack.  The  charge  is  introduced  into  the  furnace  through  the 
opening  x  in  the  roof. 

This  furnace  usually  holds  5  charges  at  one  time,  each 
weisfhino-  11  ton.  The  charge  consists  of  a  mixture  of  various  kinds 
of  ore,  which  have  undergone  a  jDrevious  roasting  in  shaft  furnaces, 
lead  ores  proper,  silver  and  copper  ores,  pyritic  ores  and  those 
containing  blende.  On  an  average  the  mass  to  be  roasted  contains 
20  to  80  per  cent,  of  lead,  20  per  cent  of  sulphur,  not  more  than  10 
per  cent,  of  zinc,  and  20  to  25  per  cent,  of  silica.  Every  three  hours 
a  charge  is  withdrawn  from  the  furnace,  so  that  12  tons  of  ore  are 
roasted  in  24  hours,  the  sulphur  content  of  the  roasted  ore  being 
3  to  4  per  cent.  This  amount  of  sulphur  must  be  left  in  on  account 
of  the  copper  present  with  which  it  has  to  combine  in  the  smelting 
process.  The  coal  used  amounts  to  25  per  cent,  of  the  weight  of  the 
charge,  and  six  workmen  are  required  for  each  furnace. 

Reverberatory  furnaces  with  two  hearths  placed  one  over  the  other 
are  used  at  Mechernich  (Rhenish  Prussia).  The  hearths  are  each 
48  feet  9  inches  long  and  13  feet  broad,  and  there  are  working 
doors  on  each  of  the  longer  sides  of  the  furnace.  One  furnace 
roasts  9  tons  of  ore  containing  50  to  60  per  cent,  of  lead  and  about 
20  per  cent,  of  siKca  every  24  hours,  15  per  cent,  by  weight  of  coal 
being  used. 

Figs.  218  to  223  show  the  arrangement  of  a  roasting  furnace,  to 
which  is  attached  a  special  furnace  for  melting  the  charge,  such  as  is 
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Fig.  215. 


/    iMjl 


Fig.  216. 
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employed  iu  the  Western  States  in  America.  Tlie  hearth  (exckisive 
of  the  melting  hearth)  is  60  feet  long  and  13  feet  9  inches  broad. 
The  fireplace  is  placed  at  the  end  of  the  melting  furnace.  The 
flames  pass  first  over  the  melting  hearth  and  then  ascend  through  a 
perpendicular  slot  at  the  end  into  the  roasting  furnace,  passing  along 
its  entire  length,  and  then  through  the  flue  into  the  dust  chambers 
and  away  to  the  stack.  The  hearth  bottom  is  divided  into  four 
terraces  rising  towards  the  flue  end,  each  division  being  3  inches 
higher  than  the  one  below  it.  The  furnace  I'oof  is  composed  of  fire- 
brick, except  the  portion  over  the  last  division  of  the  hearth,  which  is 
of  common  brick.  The  hearth  of  the  melting  furnace  is  made  of 
a  fire-resisting  stone,  quartz  linings  not  having  proved  successful,  and 
it  is  supported  on  two  masonry  arches,  which  allow  the  air  to  cool  it 
underneath.  The  charge  is  introduced  through  a  hole  in  the  furnace 
roof  close  to  the  flue  bridge.  The  molten  mass  is  drawn  out  of  the 
furnace  into  slag  pots  and  is  broken  up  after  cooling. 

Such  a  furnace  will  roast  and  melt  six  to  eight  charges  of  ore,  each 
weighing  one  to  one  and  a  half  ton,  in  24  hours  (6  to  12  tons  in  all),, 
with  a  consumption  of  25  to  30  per  cent,  of  coal.  Three  men  are 
required,  one  to  attend  to  the  firing  and  the  melting  furnace,  the 
other  two  working  the  roasting  furnace. 

At  the  time  of  the  author's  visit  to  the  Omaha  and  Grant 
Smelting  Works,  at  Denver,  Colorado,  U.S.,  a  furnace  of  this  kind 
was  roasting  and  melting  11  tons  of  ore  in  24  hours,  the  ores  con- 
taining 14  per  cent,  of  lead  with  60  to  75  ounces  of  silver  per  ton,  7 
to  10  per  cent,  of  zinc,  30  to  40  per  cent,  of  iron,  and  30  per  cent,  of 
silica.  The  product  contained  8  per  cent,  of  sulphur  ;  3  tons  of  coal 
were  used,  and  the  labour  of  three  men  was  required. 

The  working  of  the  roasting  furnace  is  conducted  as  follows  :  the 
ore  is  spread  on  the  hearth  in  a  layer  about  2  inches  thick,  and  as 
soon  as  it  attains  a  dull  red  heat  it  is  stirred  from  time  to  time, 
so  as  to  expose  every  portion  of  it  to  the  action  of  the  air.  When 
one  of  the  charges  corresponding  to  h  to  li  tons  of  ore  is  drawn  out 
of  the  furnace,  all  the  other  charges  are  turned  and  raked  over  and 
moved  along  towards  the  firebridge,  the  one  vacant  space  thus  left  at 
the  end  of  the  furnace  receiving  a  fresh  charge  of  pre.  The  drawing 
of  the  finished  charge  and  the  introduction  of  the  fresh  one  take  place 
at  intervals  of  from  2  J  to  6  hours,  the  time  depending  on  the  nature  of 
the  ores,  pyritic  ores  roasting  more  quickly  than  ores  containing  blende. 

During  their  passage  from  the  flue-bridge  to  the  firebridge  the 
charges  are  subjected  to  a  gradually  increasing  temperature.     If  it  is 
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desirable  to  melt  the  charge,  and  the  furnace  has  not  a  melting  fur- 
nace in  connection  with  it,  the  charge,  as  it  arrives  at  the  fire- 
bridge, is  heaped  up  in  the  well  and  there  melted  down.  If  there 
is  a  melting  furnace,  then  the  charge  lying  on  the  hottest  part  of  the 
hearth  is  pushed  down  on  to  the  hearth  of  the  former  and  there 
melted,  some  quartzose  ore  being  usually  first  sprinkled  on  the  hearth 
in  order  to  protect  it.  As  soon  as  the  surface  begins  to  show  signs  of 
fusion  the  whole  mass  must  be  stirred  up  so  as  to  expose  the  bottom 
portions ;  the  stirring  need  only  take  place  at  first  at  half-hourly 
intervals,  but  after  a  time  the  mass  must  be  stirred  every  five  or  ten 
minutes.  As  soon  as  the  charge  is  melted  it  is  drawn  out  into  slag 
pots  or  other  forms  of  iron  vessel. 


Side  Eleuation 


Elevation  of 
back  end  of  furnace 


J. 


Figs.  218—223. 
Dimetisions  in  MUllni 


When  the  roasted  charge  is  to  be  melted,  additions  of  iron  oxide 
or  iron  refinery  slags  are  often  made  which  render  the  mass  easily 
fusible,  and  facilitate  the  subsequent  smelting  in  the  blast  furnace. 
In  those  cases  where  the  charge  is  only  to  be  sintered  together 
(sinterrdsten)  or  to  be  left  in  a  pulverulent  state  (staulrosten),  the 
temperature  of  the  furnace  at  the  firebridge  end  is  kept  correspond- 
ingly lower. 

The  output  of  the  various  forms  of  reverberatory  roasting  furnace 
varies  from  4  to  15  tons  in  the  24  hours,  the  amount  depending  on 
the  materials  present  in  the  ore,  the  manner  of  roasting,  the  number 
of  workmen,  and  the  character  of  the  fuel. 

The  essential  constituents  of  various  ores  after  they  have  been 
subjected  to  slagging-roasting  and  sinter-roasting  are  shown  in  the 
following  table  : — 
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Constituents. 


Ore  .after  slagging-roastirij; 
(SclUackennisi  v.ny). 


Pb  . 

PbO 

Ag. 

Au  . 

Cu  . 

Cu„0 

Cub 

As 

AsA 

Sb  . 

Fe   . 

FeO 

Fe,0, 

Zn    . 

ZnO 

Al,03 

Cab 

MgO 

BaO 

SiOa 

CO2 

SO3 

S     . 

0     . 


Mechernich. 


Ore  after  sinter-roasting 
{Sinterrbstnng). 


Rodna 
(Transylvania). 


22 
"013 


0-3 


1-1 


33-3 
16 

1-8 
2-0 
0-5 

17-4 

traces 
3-6 


62-08 


014 


0-08 
0-56 


4-24 

1-18 


0-60 


54-27 

0-061 

0-0001 

0-02 


0-03 


Hall  Valley 
(Colorado). 


42-04 

Ag._,O  =  0-21 


1-71 


0-027 

— 

24  06 

— 

~ 

3-59 

0-87 

^ 

0-23 

8-11 

_ 

0-42 

— 

12-05 

0-80 

22-71 

2-25 

6-31 

2-72 

2-94 

13-41 

— 

Roasting  furnaces,  with  a  fixed  working  chamber,  but  in  which  the 
stirring  and  moving  of  the  charge  is  effected  with  the  aid  of  machinery, 
are  only  very  exceptionally  used. 

At  the  Globe  Smelting  Works,  Denver,  Colorado,  at  the  time  of 
the  author's  visit  (May,  1892),  the  O'Harra  furnace  described  on 
page  72  was  in  use  for  roasting  lead  ores.  A  melting  furnace  was 
worked  in  conjunction  with  it,  but  the  author  is  not  acquainted  with 
the  results  obtained. 

The  employment  of  such  furnaces  with  their  very  large  vrorking 
capacity  for  the  roasting  of  lead  ores  would  be  a  distinct  advance,  but 
only  those  ores  could  be  employed  which  would  not  easily  fuse  or  frit 
together,  such  as  pyritic  ores  or  ores  containing  zinc  blende  which  are 
at  the  same  time  poor  in  lead. 


Beverheratory  Furnaces  with  Movable  Hearths  {Rotating  Cylinders) 

These  are  only  rarely  used,  and  only  when  the  roasted  ores  are 
to  be  turned  out  in  the  pulverulent  state,  the  sintering  or  melting 
of  the  charge  having  to  be  performed  in  a  special  melting  furnace. 
Whilst  the  roasting  of  ores  which  do  not  sinter  can  be  readily  con- 
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ducted  in  such  furnaces  at  uniform  temperatures,  ores  which  sinter 
can  only  be  roasted  up  to  a  certain  point  and  not  completely. 

With  ores  which  roast  slowly  (those  containing  blende)  a  repeti- 
tion of  the  roasting  in  one  of  the  furnaces  previously  mentioned  is 
necessary.  The  combination  of  a  melting  furnace  with  a  furnace  of 
this  description  has  in  most  cases  proved  unsatisfactory.^ 

Bruckner's  cylindrical  calciner  (see  page  80),  in  which  the  roasting 
can  be  better  controlled  owing  to  its  intermittent  working,  has  proved 
better  adapted  for  roasting  ores  which  do  not  sinter  than  the  con- 
tinuously working  calciners  of  White,  Howell,  Hocking  and  Oxland 
{see  page  81). 

For  roasting  lead  ores  in  Utah,  Briickner  proposed  an  arrangement 
of  several  cylinders  one  over  the  other  with  a  melting  furnace  placed 
in  connection  with  the  lowest  2;  this  system,  however,  has  not  yet 
been  carried  out.-^ 

At  Spezzia,  a  Bruckner  furnace  is  said  to  be  used  in  conjunction 
with  a  melting  furnace  for  roasting  lead  ores.  Gas  firing  is  employed, 
and  the  air  for  burning  the  gas  is  heated  ;  by  periodically  reversing 
the  gas  current  a  uniform  temperature  can  be  maintained.*  The 
author  is  not  acquainted  with  the  result  of  this  arrangement. 

For  rich  lead  ores,  the  reverberatory  furnace  with  a  fixed  working 
chamber  is  in  all  cases  to  be  preferred  to  the  rotating  cylinder.  The 
use  of  the  latter  is  limited  to  those  cases  where  the  ores  are  poor  in 
lead,  not  easily  sintered,  and  mixed  with  blende  or  pyrites,  and  where 
labour  is  costly. 

Exact  information  with  regard  to  the  technical  and  economic 
success  of  these  furnaces  is  so  far  wanting. 

The  Smelting  of  the  Roasted  Ores  in  Shaft  Furnaces 

{Beduciionsarheit) 

Roasted  lead  ores  which  have  been  completely  calcined  in  rever- 
beratory furnaces  and  then  melted  up  with  silica  {schlaclcenrostung) 
contain  their  lead  as  oxide  and  silicate.  If  the  ruastinsj  which 
precedes  the  melting  has  been  incomplete,  as  is  the  case  fur  instance 
when  there  is  a  sufficient  amount  of  copper  present  to  make  its 
extraction  profitable,  unaltered  lead  sulphide  will  also  be  present.  In 
all  other  methods  of  roasting,  the  roasted  ores  contain  lead  sulphate  as 
well  as  oxide  and  unaltered  sulphide. 

The  foreign  substances  present  in  the  roasted  ores  are  usually 
oxides,  sulphates  and  sulphides  of  iron,  zinc,  copper  and  compounds  of 

1  Trans.  A.I.M.E.  x.  p.  42.  2  ^^^^   gj,j^  Mining  Journal,  Jan.  15,  1887 

^  Terhune,  Trans.  A.I.M.E.  xvi.  p.  20.      ■*  Eng.  and  Mining  Journal,  Dec.  20,  1884. 
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arsenic  and  antimony,  especially  arseniates  and  antimoniates,  quartz, 
silicates,  lime,  magnesia,  and  barium  and  calcium  sulphates. 

These  roasted  ores  are  then  smelted  in  shaft  furnaces  with  car- 
bonaceous fuel,  and  with  ferruginous  materials  and  other  suitable 
fluxes,  in  order  to  obtain  the  lead  in  the  metallic  state,  to  convert 
the  copper,  if  present  in  sufficient  quantity,  into  a  regulus  or  matte^ 
to  collect  any  silver  or  gold  present  in  the  lead  produced  (partly 
in  the  matte),  and  to  volatilise  or  to  slag  off  the  other  bodies. 

The  lead  is  reduced  from  the  compounds  which  are  present  in  the 
following  ways.  Such  lead  oxide  as  is  present  in  a  porous  condition  is 
reduced  to  metal  by  the  carbon  monoxide  existing  in  the  upper  regions 
of  the  furnace ;  if  the  mass  is  sintered  or  melted  together  the  carbon 
monoxide  is  unable  to  penetrate  to  the  interior,  and  in  such  cases 
the  reduction  of  the  oxide  is  etfected  by  contact  with  the  hot  solid 
carbon  in  the  lower  portions  of  the  furnace. 

Carbon  monoxide  alone  cannot  reduce  lead  silicate,  and  basic  lead 
silicates  only  yield  a  portion  of  their  lead,  being  converted  into  diffi- 
cultly fusible  acid  silicates  or  mixtures  of  free  silica  and  lead  silicate. 
Lead  which  is  present  as  silicate  is  accordingly  set  free  by  the  com- 
bined action  of  ferrous  oxide  and  carbon,  the  ferrous  oxide  convert- 
ing the  lead  into  oxide,  and  being  itself  converted  into  silicate,  and  the 
oxide  thus  produced  being  then  reduced  by  the  carbon.  The  requisite 
ferrous  oxide  is  either  formed  in  the  furnace  by  the  reduction  of 
ferric  oxide  by  carbon  monoxide,  or  is  added  as  a  ferruginous  slag 
containing  excess  of  ferrous  oxide,  or  else  it  is  produced  from  ferrous 
silicates  by  the  action  of  lime.  The  reduction  of  the  lead  is  accord- 
ingly effected  either  by  ferric  oxide  and  carbon,  or  by  carbon  and  slags 
containing  ferrous  oxide  in  excess,  or  by  a  ferrous  slag,  lime  and 
carbon,  the  lime  being  added  to  the  charge  in  the  form  of  limestone. 
Lead  is  only  reduced  from  its  silicate  by  carbon  and  lime  alone,  without 
ferrous  silicate,  at  a  very  high  temperature. 

Lead  is  also  reduced  from  the  silicate  in  small  quantities  in  the 
hottest  portions  of  the  furnace  by  metallic  iron  produced  by  the 
reduction  of  the  ferruginous  material  added,  the  iron  forming  ferrous 
silicate. 

Possibly  also  sulphides  of  iron,  barium  and  calcium  reduce  some 
of  the  lead  silicate  in  the  hotter  regions  of  the  furnace  forming  sul- 
phur  dioxide  and  silicates  of  the  metals.  Sulphide  of  iron  may  be 
present  owiug  to  imperfect  roasting  of  the  ore,  or  may  be  produced 
by  the  reduction  of  galena  by  metallic  iron,  or  by  the  action  of  galena 
on  basic  iron  silicate  in  presence  of  carbon  thus  : — 

Fe.SiOg  +  2PbS  +  2C  =  Fe.SiO,  -F  2FeS  +  2Pb  +  '2C0. 
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whilst  calcium  and  barium  sulphides  are  formed  by  the  reduction  of 
their  sulphates  by  carbon. 

The  lead  sulphide  present  in  the  charge  owing  to  imperfect  roast- 
ing, or  formed  in  the  furnace  by  the  reduction  of  lead  sulphate,  is 
mainly  reduced  to  metal  in  the  hotter  parts  of  the.  furnace,  either  by 
metallic  iron  formed  by  the  reduction  of  ferric  or  ferrous  oxides  by 
carbon,  or  by  basic  iron  silicates  and  carbon,  iron  sulphide  being  pro- 
duced at  the  same  time.  The  iron  sulphide  finds  its  way  into  the 
lead  matte  (hleistcin). 

A  certain  quantity  of  lead  is  also  produced  when  the  charge 
becomes  pasty  by  the  interaction  of  oxide  and  sulphate,  which  have 
escaped  reduction  with  unaltered  lead  sulphide. 

Lime  and  carbon  are  also  able  to  partially  reduce  lead  sulphide 
in  the  lower  portions  of  the  furnace  according  to  the  equation  (after 
Berthier) : — 

2PbS  +  CaO  +  C  =  Pb  +  PbS-CaS  +  CO. 

Lastly,  zinc  vapour,  formed  by  the  reducing  action  of  carbon  upon 
zinc  oxide  contained  in  the  charge,  is  able  to  decompose  lead  sulphide 
producing  metallic  lead  and  zinc  sulphide  (Percy  and  Smith).  The 
reasons  for  the  addition  of  ferruginous  materials  and  carbon  to  the 
charge  will  be  clear  from  a  consideration  of  the  above  reactions. 

Lead  sulphate  is  decomposed  in  various  ways  in  the  furnace.  The 
greater  part  of  it  is  reduced  by  carbon  to  sulphide  in  the  lower 
portions  of  the  furnace,  this  sulphide  being  subsequently  reduced  to 
metal  in  one  of  the  ways  mentioned.  Another  portion  reacts  with 
lead  sulphide  as  soon  as  the  charge  becomes  pasty,  producing  lead 
find  sulphur  dioxide,  and  a  third  portion  may  form  lead  silicate  in 
presence  of  free  silica  or  acid  silicates,  this  being  in  turn  reduced  as 
previously  shown. 

Ferruginous  and  carbonaceous  materials  are  accordingly  necessary 
for  the  production  of  the  metal  from  its  sulphate. 

Amongst  the  other  substances  contained  in  the  roasted  ores  the 
oxide  of  iron  is,  as  already  mentioned,  reduced  by  carbon  to  ferrous 
oxide  which  combines  with  silica,  a  portion,  however,  being  reduced 
to  metallic  iron,  which  is  required  for  the  decomposition  of  lead 
sulphide  and  the  separation  of  the  lead  contained  in  it. 

Ferrous  sulphate  is  decomposed  in  the  furnace  into  ferric  oxide 
and  sulphur  trioxide,  or  sulphur  dioxide  and  oxygen,  the  ferric  oxide 
thus  set  free  being  reduced  to  the  ferrous  state  and  then  passing  into 
the  slag. 

Ferrous  sulphide  partly  reacts  with  lead  silicate  in  the  manner 
previously  mentioned,  and  is  partly  dissolved  by  the  slag.     If  present 
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-^^  '^  in  laro-er  proportions  it  combines  with  a  portion  of  the  still  undecom- 

^^   >^      posed  sulphide  of  lead,  forming  a  lead  matte,  or  if  copper  sulphide  is 
present,  a  cupriferous  matte  or  regulus. 

The  behaviour  of  zinc  oxide  and  sulphide  in  the  smelting  process 
and  the  injurious  effects  of  these  substance  have  already  been 
considered  on  pages  320  and  321. 

Zinc  oxide  is  dissolved  by  highly  ferruginous  slags,  this  being  the 
more  easily  effected  the  richer  the  slags  are  in  iron.  As  the  reduc- 
tion of  zinc  oxide  to  zinc  is  undesirable  owing  to  the  injurious  action 
of  the  zinc  vapour  on  the  process  (except  in  those  cases  where  white 
pigments  are  prepared  from  the  flue  dust)  the  zinc  is  as  far  as  possible 
induced  to  pass  into  the  slag  by  keeping  the  furnace  temperature 
fairly  low  and  having  a  highly  ferruginous  easily  fusible  slag.  As 
before  mentioned,  zinc  vapour  is  partially  oxidised  by  carbon  dioxide 
and  water  vapour,  and  gives 'rise  to  deposits  of  furnace  calamine 
on  the  sides  of  the  furnace.  A  portion  of  the  zinc  may  also  be  con- 
verted by  carbon  and  sulphur  dioxide  into  zinc  sulphide,  which  is 
also  deposited  in  the  solid  state  on  the  furnace  walls. 

Any  zinc  sulphide  which  may  be  present  in  the  charge  behaves 
much  more  deleteriously  than  the  oxide,  as  it  is  only  taken  up  by 
the  slag  in  small  quantities,  rendering  the  latter  very  thickly  fluid. 
If  a  reo-ulus  or  matte  is  being  produced,  a  portion  of  the  sulphide 
finds  its  way  into  that  and  renders  it  also  difficultly  fusible.  In 
many  cases  the  presence  of  zinc  sulphides  renders  the  separation  of 
the  regulus  from  the  slag  impossible,  a  mixture  of  the  two  being 
obtained,  known  in  Sweden  as  skumnas.  Only  a  small  proportion  of 
the  zinc  sulphide  is  decomposed  in  the  hottest  portions  of  the  furnace 
by  iron,  with  formation  of  iron  sulphide  and  zinc  vapour. 

Zinc  sulphate  is  partly  decomposed  into  oxide  and  sulphur  trioxide, 
and  partly  reduced  to  sulphide. 

Cuprous  and  cupric  oxides  are  reduced  to  metal  which  then  com- 
bines with  sulphur,  and  together  with  iron  and  lead  sulphides  forms 
the  reo-ulus  or  matte.  If  the  matte  is  only  produced  in  small  quanti- 
ties it  is  absorbed  by  the  slag,  whilst  in  larger  quantities  it  separates 
out  from  it.  If  there  is  no  sulphur  for  the  copper  to  combine  with, 
it  finds  its  way  partly  into  the  lead  and  partly  goes  into  the  slag. 
Copper  sulphide,  present  as  such  in  the  roasted  ore,  combines  with 
iron  and  lead  sulphides,  and  also  with  a  part  of  the  zinc  sulphide  to 
form  a  regulus.  Copper  sulphate  is  partly  reduced  to  sulphide 
and  partly  decomposed  into  oxide  and  sulphur  trioxide. 

Arseniates  are  partially  reduced  to  metallic  arsenic,  losing  also  a 
portion  of  their  arsenic  by  volatilisation.     To  a  certain  extent  the 
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arsenic  goes  into  the  slag  and  into  the  regulus,  whilst  if  present  in 
large  amounts  it  gives  rise  to  the  formation  of  a  speiss,  carrying  with 
it  part  of  the  lead  and  silver,  the  chief  metal  in  the  speiss  being, 
however,  iron.  Small  quantities  of  arsenic  will  also  be  taken  up  by 
the  lead. 

Antinioniates  are  partially  reduced  to  metallic  antimony,  whilst 
a  portion  of  the  metal  is  volatilised.  The  antimony  alloys  with 
the  lead,  but  can  also  contribute  to  the  formation  of  a  speiss  if 
copper  be  present,  or  mix  with  the  arsenical  speiss  if  one  be  formed. 
Antimony  sulphide  is  decomposed  by  metallic  iron,  ferrous  sulphide 
being  produced,  the  sej)arated  antimony  alloying  with  the  lead. 

Any  gold  or  silver  present  in  the  roasted  ores  is  taken  up  by 
the  lead.  In  cases  where  a  regulus  or  a  speiss  is  formed,  a  portion 
of  the  precious  metals  would  also  be  found  in  them. 

Any  manganese  oxide  present  is  reduced  to  manganous  oxide 
and  goes  into  the  slag.  The  latter  is  rendered  very  fusible  by  the 
manganous  silicate,  but  may  thereby  lose  its  power  of  absorbing  zinc 
oxide,  magnesia,  and  barium  sulphide.^ 

Lime  goes  into  the  slag  and  is  able  to  replace  part  of  the  ferrous 
oxide  in  it,  so  that  an  addition  of  lime  (in  the  form  of  limestone)  to 
the  charge  permits  of  the  employment  of  a  smaller  quantity  of 
ferruginous  material.  The  proportion  of  lime  added,  however,  must 
not  be  excessive,  although  it  leads  to  a  diminution  in  the  specific 
the  slag,  because  it  renders  the  latter  less  fusible  and  thus  necessitates 
the  employment  of  an  increased  amount  of  fuel.  The  greater  the 
proportion  of  lime  replaced  by  iron  in  the  slag  the  better  the 
working  of  the  furnace. 

When  the  charge  does  not  contain  any  zinc,  the  percentage  of  lime 
present  in  the  slag  must  not  exceed  30  per  cent.,  whereas,  if  zinc 
be  present,  the  amount  of  lime  must  be  kept  as  small  as  possible,  as 
the  more  iron  the  slag  contains  the  more  easily  it  will  take  up  the 
zinc  compounds. 

With  high  percentages  of  lime  (28  per  cent.)  in  the  slag  it 
practically  ceases  to  absorb  zinc.  In  American  practice,^  if  the 
charge  contains  9  or  10  per  cent,  of  zinc,  it  is  not  considered  advisable 
to  have  more  than  16  per  cent,  of  lime  in  the  slag. 

Magnesia  passes  into  the  slag  in  the  same  manner  as  lime.  It 
renders  the  slag  very  refractory,  and  any  considerable  percentage  is 
to  be  avoided  if  zinc  be  also  present,  so  small  a  quantity  as  5  per 
cent,  interfering  with  the  successful  working  of  the  furnace.^ 

^  Hofman,  The  Metallurfjy  of  Lead.  ^  Ibid.,  p.  141. 

3  Hofman,  op.  cif. 
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Fluor  spar  is  very  fusible,  and  possesses  the  power  of  readily 
fluxing  difficultly  fusible  substances,  especially  heavy  spar  and 
gypsum. 

Silicates  and  quartz  j^ass  into  the  slag,  bases  or  basic  silicates 
being  added  to  serve  as  fluxes  for  acid  silicates,  whilst  basic  silicates 
require  siliceous  additions. 

Heavy  spar  is  partly  reduced  to  barium  sulphide,  partly  converted 
into  barium  siHcate  by  the  action  of  silica  and  ferrous  sulphide,  or  of 
silica  and  iron,  the  barium  silicate  combining  with  the  resulting 
ferrous  silicate  and  going  into  the  slag.  If  a  regulus  or  matte 
is  being  produced,  a  small  amount  of  the  barium  sulphide  passes 
into  it,  but  if  not,  then  the  whole  of  the  sulphide  goes  into  the 
slag. 

Calcium  sulphate  behaves  similarly  to  the  barium  salt,  calcium 
sulphide  being  soluble  in  the  slags,  particularly  if  they  are  rich  in 
lime. 

In  order  to  properly  carry  out  the  reactions  which  have  just  been 
considered,  and  in  order  to  ensure  a  complete  separation  of  the  lead 
produced,  from  any  regulus  or  speiss  which  may  be  formed,  the 
ingredients  in  the  charge  must  be  so  proportioned  that  a  readily 
fusible  slag  is  produced,  not  too  heavy,  and  containing  its  silica  as  a 
monosilicate  or  nearly  in  that  proportion,  the  base  being  chiefly  iron 
with  a  small  amount  of  lime.  If  large  amounts  of  zinc  are  present 
ihe  slag  will  have  to  aj^proximate  to  a  subsilicate  or  be  between 
that  and  a  monosilicate,  the  amount  of  iron  increasing  with  the 
amount  of  zinc  oxide  and  alumina  present.  If  alumina  is  present  in 
smaller  quantities,  then  the  slag  may  be  a  mixture  of  mono-  and 
bi-silicates,  forming  the  so-called  sesquisilicate. 

Siliceous  ores  require  the  addition  of  basic  materials,  and  ores  con- 
taining large  amounts  of  iron  require  correspondingly  large  additions 
of  siliceous  ores,  acid  silicates  or  slags,  Basic  iron  slags,  roasted  lead 
matte,  red  and  brown  hasmatite,  burnt  pyrites  may  all  be  employed 
where  basic  ferruginous  materials  are  indicated.  Limestone  in 
smaller  quantities  may  also  be  employed  as  a  basic  addition,  because 
as  already  mentioned,  it  sets  free  ferrous  oxide  from  basic  iron  slags 
in  the  presence  of  lead  silicate,  ferrous  silicate  being  formed  at  the 
same  time. 

Slags  from  the  same  process,  provided  they  are  fairly  free  from 
zinc,  may  be  used  as  a  flux  to  prevent  the  choking  of  the  furnace  by 
pulverulent  ore ;  slags  from  the  working  up  of  the  regulus  can  be 
used  for  the  same  purposes. 

It  is  not  advisable  to  introduce  more  than  36  per  cent,  of  silica 
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into  the  slag.  With  40  per  cent,  the  slag  begins  to  be  refractory, 
and  the  furnace  consequently  requires  more  fuel. 

With  still  larger  amounts  of  silica  the  furnace  yield  falls  off,  lead 
passes  into  the  slag  and  is  also  volatilised,  and,  as  shown  on  page  80 
(see  copper),  metallic  iron  maybe  reduced  from  the  slag  and  give 
rise  to  the  formation  of  furnace  "  bears." 

If  the  percentage  of  zinc  present  is  not  very  great,  it  is  not 
advisable  to  have  less  than  27  or  28  per  cent,  of  silica  in  the  slag,  as 
otherwise  large  additions  of  ferruginous  material  are  necessary,  and 
then  there  is  a  risk  of  the  reduction  of  metallic  ii'on  from  the  slag. 
In  addition  to  this  danger,  highly  ferruginous  slagfs  are  difficult  to 
separate  from  the  lead,  and  particularly  from  the  matte.  With  a 
large  amount  of  zinc  present,  then  the  percentage  of  silica  may 
be  considerably  reduced. 

If  heavy  spar  be  present  at  the  same  time,  the  silica  content 
may  be  reduced  to  as  little  as  15  per  cent,  without  the  slag  losing 
the  properties  which  it  must  possess  for  successful  working.  The 
most  satisfactory  proportion  of  silica  in  the  slag  lies  between  27 
and  36  per  cent. 

The  amount  of  lime  present  in  the  slag,  as  already  shown  on 
jKige  343,  should  not  exceed  30  per  cent,  with  ores  w^hich  are  free 
from  zinc,  as  otherwise  the  slag  becomes  too  refractory,  requiring  in 
consequence  a  larger  amount  of  fuel  and  enhancing  the  risk  of 
the  reduction  of  metallic  iron  owing  to  the  higher  working  tempera- 
ture. In  the  case  of  zinciferous  ores  the  lime  must  be  kept  low,  as 
zinc  will  not  pass  into  the  slag  if  it  contains  more  than  28  per  cent,  of 
lime. 

In  Europe  the  addition  of  lime  in  the  roasting  and  reduction 
process  is  never  practised,  or  only  to  a  very  slight  extent,  but  in 
America  considerable  amounts  of  lime  in  the  form  of  limestone  are 
employed,  owing  to  the  comparatively  high  price  of  ferruginous 
materials. 

The  proportion  of  ferrous  oxide  in  the  slag  should  not  exceed  50 
per  cent,,  as  otherwise  there  is  a  danger  of  iron  being  reduced  and 
the  specific  gravity  of  the  slag  becoming  too  high.  On  the  other 
hand,  the  percentage  should  not  fall  below  24,  as  the  earthy  bases, 
Avhich  in  such  cases  must  take  the  jDlace  of  the  iron,  render  the  slag 
too  refractory. 

The  relative  proportions  of  silica,  ferrous  oxide  and  lime,  which 
have  been  found  most  suitable  in  various  American  smeltinff  works, 
are  given  in  the  following  table,  the  authority  being  given  in  each 
case.     It  must  be  understood  however  that  the  slags  are  not  exclu- 


346 


METALLURGY 


sively  those  of  the  roasting  ami  reduction  process,  but  include  some 
formed  by  direct  smelting  of  carbonate  and  sulphide  ores. 


Metallurgist. 

Silica 
per  cent. 

Ferrou.s  and 

inaiiganous 

oxides  percent. 

Lime  (baryta, 
magnesia) 
per  cent. 

Total,  exclusive 
of  alumina,  zinc 
oxide,  and  simi- 
lar bodies. 

Eilers 

28 

m 

12 

90 

Eilers     

30 

40 

20 

90 

Schneider 

33 

33 

24 

90 

Rath 

35 

27 

28 

9(J 

Hahn 

34 

50 

12 

96 

Page 

33 

36 

16 

85 

Livingstone  .... 

30 

36 

20 

86 

Hahn 

36 

4(1 

20 

96 

lies 

32 

33 

23 

88 

Murray 

40 

34 

26 

100 

The  composition  of  various  European  slags  from  the  roasting  and 
reduction  process  is  given  in  the  following  table  : — 


1 

From  Freiberg  in  Saxony. 

Old  Slag.s. 

Slags  from 
recent  working. 

Silica 

Ferrous  oxide   .    . 
Zinc  oxide     .... 
Lead  oxide    .... 
Copper  oxide     .    .    . 

Alumina 

Lime 

Baryta    

Magnesia 

Sulphur 

1 
28-14 

37-23 

7-60 

7-35 

0-50 

5-78 
7-68 
3-87 
0-63 
2-47 

27-05 
41-21 

8-62 

3-90 

1-00        ^ 

6-85 

8-84 

0-90 
3-53      . 

27-2 

40-1 

10-1 

5-7 

not 
estimated. 
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8la(;  from  La  Pi.se  (France). 

SiO .SO  I  AUO3  and  MgO  ...  5-6 

FeO 40  Pb' 2-.S 

CaO 20  I 

In  successful  working,  the  slag  from  the  roasiing  and  reduction 
process  should  not  contain  more  than  0*5  per  cent,  of  lead  by  dry 
assay,  and  not  more  than  0'5  ounce  of  silver  per  ton,  assuming  that 
the  work  lead  does  not  carry  more  than  800  ounces  per  ton. 

The  fuel  used  is  a  carbonised  fuel,  either  coke  or  charcoal,  or  a 
mixture  of  the  two.  Natural  fuels  are  not  generally  used,  as  they 
undergo  a  coking  in  the  upper  parts  of  the  furnace,  altering  in 
volume  and  leading  to  irregular  working  and  volatilisation  of  lead. 
Anthracite  is,  however,  employed  to  a  certain  extent  in  admixture 
with  other  materials  in  the  United  States.^  As,  according  to  the 
researches  of  Schertel,-  the  reduction  of  the  lead  in  the  roasted  ore, 
when  the  latter  has  been  melted  or  sintered,  is  chiefly  brought 
about  b}'  contact  with  solid  carbon,  it  is  not  essential  that  large 
quantities  of  carbon  monoxide  should  be  produced  from  the  com- 
bustion of  the  carbon.  It  is  therefore  better  to  burn  the  carbon  as 
far  as  possible  to  carbon  dioxide,  in  order  to  obtain  the  greatest 
amount  of  heat  from  it.  For  this  reason  the  less  porous  coke  is  to 
be  preferred  to  the  more  porous  charcoal,  as  carbon  monoxide  is  less 
liable  to  be  produced  by  its  combustion.  The  temperature,  however, 
must  not  be  raised  to  such  a  degree  as  to  volatilise  large  quantities  of 
lead,  and  to  reduce  metallic  iron  from  the  oxide  and  silicate. 

SMELTING   FURNACES, 

The  smelting  furnaces  generally  used  are  shaft-furnaces,  which 
may  be  either  draught  furnaces  or  fed  by  an  air-blast.  The  employ- 
ment of  draught  furnaces  is  exceptional,  and  then  only  with  easily 
fusible  charges,  the  use  of  blast  furnaces  being  the  rule. 

DRAUGHT   FURNACES. 

In  draught  furnaces  the  air  is  drawn  into  the  furnace,  either  by 
means  of  a  stack  draught  or  with  the  aid  of  an  exhauster. 

Draught  furnaces  of  the  former  type,  or  air  shaft  furnaces,  were 
formerly  employed  in  the  Sierra  de  Carthagena  (Spain),  but  are  now 
mostly  replaced  by  blast  furnaces.  These  furnaces  are  connected  by 
flues  running  up  the  hillsides,  with  a  high   stack.     The  air  enters 

'   Trans.  A.I. M.E.,  xx.. 

-  Jahrhnrh  fi'ir  das  Berrj-und  Hiittenv:esen  im  Koniyreich  Sachsen,  1880. 
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the  furnace  through  nozzles  in  its  sides.  As  a  high  pressure  cannot  be 
obtained  (yV  of  an  inch  of  mercury  at  the  most),  the  height  of  the 
column  of  material  in  the  furnace  must  of  necessity  be  small.  The 
construction  of  such  a  furnace  is  shown  in  Fig.  224. 

It  will  be  seen  that  it  is  a  crucible  furnace  with  six  clay  tuyeres  /, 
the  upper  portion  being  protected  by  a  retaining  wall.  The  furnace 
shaft  terminates  in  the  flue  v,  which  connects  it  with  the  stack. 
The  charge  and  fuel  are  introduced  through  the  opening  e,  which 
can  be  closed  by  a  door,  in  order  not  to  interfere  with  the  draught. 
The  slag  flows  out  through  a  hole  into  the  slag-channel  in  the  fore- 
hearth  d,  and  the  lead,  which  collects  in  the  brasque  crucible  b,  is 


tapped  out  into  the  forehearth  c.  To  ensure  a  uniform  distribution 
of  air  to  the  tuyeres,  a  wall  z  is  built  round  the  lower  portion  of  the 
furnace. 

These  furnaces  can  only  be  employed  with  easily  fusible  charges ; 
they  are  extravagant  in  their  consumption  of  fuel,  and  require  careful 
attendance  to  prevent  any  irregularities  in  the  draught  from  upsetting 
the  working  of  the  furnace.  They  can  therefore  only  be  employed 
under  quite  exceptional  circumstances. 

The  Herbertz  furnace  is  an  example  of  furnaces  of  the  second 
class,  and  has  been  tried  experimentally  for  lead  smelting. 

In  this  furnace  the  necessary  draught  is  obtained  by  a  steam  jet 
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placed  in  the  furnace  throat.  The  air  is  drawn  in  through  an 
annular  slot,  which  can  be  widened  or  narrowed,  this  being  rendered 
possible  by  supporting  the  entire  hearth  on  strong  screws  and  raising 


Fig.  225. 


or  lowering  it.  The  construction  of  the  furnace  will  be  seen  from  Fig. 
225.  A  is  the  shaft,  the  uj^per  part  of  which  m  is,  constructed  of 
masonry,  whilst  the  lower  part  above  the  crucible  ^!  is  a  hollow  water- 
cooled  iron  cylinder.   The  upjDer  part  of  the  furnace  is  supported  on  the 
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columns  s.  Screws^),  resting  on  iron  feet/,  carry  the  crucible  of  the 
furnace  and  permit  of  its  being  raised  or  lowered ;  v  is  the  circular 
slot  for  the  entrance  of  the  air ;  lo  w  are  sight-holes ;  «  is  the  tap- 
hole  of  the  crucible,  and  y  the  running-off  spout.  The  waste  gases 
pass  along  the  pipe  r  into  condensing  chambers.  The  cooling 
water  for  the  hollow  iron  jacket  passes  from  the  cistern  g  by  the 
tube  n  into  the  lower  part  of  the  jacket,  passing  away  from  the  top  by 
the  tube  q.  The  partial  vacuum  in  the  furnace,  produced  by  steam  at 
4  or  0  atmospheres'  pressure,  amounts  to  1|  to  2h  inches  of  mercury, 
measured  3  feet  above  the  point  of  the  entrance  of  the  air. 

These  furnaces,  which  have  answered  well  for  melting  pig-iron, 
have  only  been  tried  experimentally  for  lead  smelting. 

BLAST    FURNACES 

are  chiefly  employed  in  the  smelting  of  lead  ores,  and  have  undergone 
extensive  changes  of  recent  years,  particularly  in  the  United  States 
during  the  last  decade. 

The  low  blast  furnaces  (krummofen)  formerly  employed,  with  all 
their  attendant  disadvantages — high  fuel  consumption,  large  loss  of 
lead  by  volatilisation,  small  capacity  and  short  life — are  now  replaced 
by  much  taller  furnaces.  Furnaces,  square  or  trapezoidal,  in  hori- 
zontal section,  are  also  being  replaced  by  circular,  elliptical  or 
rectangular  furnaces  on  account  of  their  greater  capacity. 

Instead  of  the  furnace  body  widening  from  the  throat  to  the 
tuyeres  (Vogel  furnace),  and  having  tuyeres  on  one  side  only,  the 
furnaces  now  used  contract  downwards  to  the  tuyeres,  the  latter  being 
arranged  symmetrically  all  round  the  furnace. 

In  the  older  form  of  furnace  volatilisation  of  lead  was  avoided  by 
maintaining  a  comparatively  low  temperature  in  the  zone  of  fusion 
and  a  complete  separation  of  the  lead  or  of  the  matte  from  the 
slag  was  ensured,  owing  to  the  distance  which  the  molten  mass  had 
to  traverse  from  the  tuyere  to  the  front  of  the  furnace.  These  advan- 
tages were  more  than  counterbalanced  by  the  incomplete  reduction 
of  lead  from  the  slag  and  matte,  in  consequence  of  the  low  tempera- 
ture in  the  crucible,  and  by  the  high  velocity  of  the  gases  in  the 
narrowed  throat  of  the  furnace,  resulting  in  a  very  incomplete 
transference  of  their  heat  to  the  charge,  and  a  large  escape  of  lead 
fume  and  flue  dust. 

The  furnaces,  with  a  narrow  crucible  widening  up  to  the  throat, 
enable  the  lead  to  be  more  perfectly  extracted  from  the  slag  owing 
to  the  higher  temperature,  loss  of  lead  is  to  a  certain  extent  pre- 
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vented,  and  the  descending  charge  abstracts  a  larger  proportion  of 
the  heat  of  the  waste  gases  owing  to  their  smaller  velocity.  The 
formation  of  furnace  accretions  is  to  a  great  extent  prevented  by 
the  friction  of  the  descending  charge  against  the  furnace  Avails. 
Occasionally  the  furnace  is  slightly  narrowed  again  towards  the 
throat,  after  Avidening  below,  in  order  to  quickly  carry  off  zinc  vapour 
through  a  tube  hung  in  the  centre  of  the  furnace  top. 

Furnaces,  with  easily  accessible  base  and  framework,  built  of  light 
masonry  or  cased  in  boiler  iron,  or  with  the  brickwork  wholly  or 
partially  replaced  by  waterjackets,  have  superseded  the  older  furnaces 
constructed  of  massive  masonry  and  difficult  of  access. 

The  output  has  also  been  greatly  increased  by  using  larger 
furnaces,  a  greater  number  of  tuyeres,  and  a  greater  amount,  as  well 
as  a  higher  pressure  of  blast.  The  height  of  the  furnace  has  a 
certain  definite  limit.  If  it  is  too  low,  then  volatilisation  and  an 
incomplete  transference  of  the  heat  of  the  waste  gases  to  the  charge 
occur :  if  too  hiwh,  then  iron  is  reduced  from  the  charge.  With 
charges  rich  in  iron,  lower  furnaces  are  used  than  in  those  cases 
where  the  charge  is  rich  in  lime  and  silica. 

With  charcoal  as  fuel  taller  furnaces  should  be  used  than  where  coke 
is  burnt,  because  with  charcoal  combustion  rapidly  spreads  upwards, 
and  consequently  with  a  low  furnace,  a  considerable  portion  of  the  fuel 
would  be  uselessly  burnt  at  the  throat.  If  the  ores  are  rich  in  zinc 
the  furnace  must  not  be  too  high,  as,  if  it  is  not  possible  to  pass 
all  the  zinc  into  the  slag,  the  volatilisation  of  part  of  it  is  aimed  at, 
and  with  a  high  furnace  this  might  lead  to  deposits  of  furnace 
calamine. 

The  distance  from  the  tuyere  level  to  the  upper  surface  of  the 
charge  has  an  important  influence  on  the  output,  and  varies  in 
modern  furnaces  from  10  to  18  feet.  In  the  Freiberg  Pilz  furnace 
of  circular  section  this  distance  is  17  feet  10  inches  up  to  the  flue 
level;  in  the  Schemnitz  Pilz  furnace  11  feet  6  inches;  in  the  new 
Pilz  furnace  at  Friedrichshiitte  12  feet  3  inches;  in  the  rectangular 
Raschette  furnace  at  Altenau  in  the  Harz  it  is  16  feet  6  inches; 
and  in  the  American  furnaces  of  rectangular  section  10  feet  to  17 
feet  10  inches.  In  the  United  States  at  the  present  time  the  most 
general  height  is  11  feet  6  inches  to  18  feet  9  inches,  furnaces  with 
a  height  of  17  feet  6  inches  being  only  occasionally  used  there  for 
charges  rich  in  silica,  one  at  the  Globe  Smelting  Works  at  Denver 
having  this  dimension. 

The  depth  from  the  tuyere  level  to  the  lowest  point  of  the  hearth 
(crucible  or   well)   varies  according  to   the   nature  and  size    of  the 


LEAD  353 

furnace  from  20  inches  to  3  feet.  It  must  not  be  more  than  3  feet, 
otherwise  the  lead  in  the  hearth  might  become  too  cold.  In  the 
Freiberg  Pilz  furnace  it  measures  2  feet ;  at  Friedrichshiitte,  near 
Tarnowitz,  2  feet  Ih  inches;  in  the  Raschette  furnace  of  Altenau 
2  feet  8  inches  to  the  hearthstone ;  and  in  American  furnaces  3  feet 
to  3  feet  3-i  inches. 

In  horizontal  section,  furnaces  of  the  present  day  are  circular  or 
rectangular. 

Circular  furnaces  must  not  exceed  a  certain  diameter,  otherwise 
the  air  at  the  pressure  employed  cannot  force  its  way  to  the  axis  of 
the  furnace,  and  a  cold  central  core  is  the  result.  If  the  air  pressure 
be  increased,  lead  is  volatilised,  iron  begins  to  be  reduced,  and  the 
melting  zone  extends  upwards  in  the  furnace. 

The  pressure  of  the  blast  in  circular  furnaces  lies  between  f  of  an 
inch  and  1^  inches  of  mercury,  varying  with  the  size  of  the  furnace 
and  the  fusibility  of  the  charge.  In  the  case  of  large  furnaces  of 
rectangular  section,  it  is  higher — from  2  to  2i  inches  of  mercury. 

The  diameter  of  the  furnace  at  the  tuyere  level  should  not  exceed 
5  feet.  The  Freiberg  Pilz  furnace  (Muldener  Works)  has  a  diameter 
of  5  feet,  and  a  blast  pressure  of  If  inches  of  mercury  ;  a  round  furnace 
at  Przibram  l^-  inches  pressure,  and  4  feet  7  inches  diameter;  the 
new  furnace  at  Friedrichshlitte  |  inch  j^ressure,  -i  feet  1  inch 
diameter  ;  the  Schemnitz  furnace  1  inch  pressure,  4  feet  diameter. 

In  the  United  States  the  diameter  does  not  usually  exceed  42 
inches,  a.nd  the  blast  pressure  1  to  2  inches  of  mercury.  One  exception, 
a  furnace  designed  by  Probert  of  6  feet  10  inches  diameter,  wilh 
water  cooled  tuyeres  projecting  2  feet  into  the  furnace,  does  not, 
however,  seem  to  have  come  into  actual  use.^ 

Furnaces  of  circular  horizontal  section  can  only  treat  a  certain 
quantity  of  ore,  as  they  must  not  exceed  a  certain  definite  area  at  the 
tuyere  level.  Furnaces  of  rectangular  section,  however,  permit  of 
their  area  at  the  tuyere  level  being  greatly  increased  as  compared 
with  a  circular  furnace,  as  the  two  longer  sides  may  be  extended 
without  altering  the  dimensions  of  the  shorter  side,  and  without  any 
consequent  increase  in  diameter  with  its  attendant  disadvantages. 
Where  a  large  amount  of  ore  has  to  be  quickly  worked,  it  is  therefore 
better  to  employ  rectangular  than  circular  furnaces. 

Such  furnaces  have  been  used  for  some  time  in  the  United  States, 
principally  in  smelting  lead  ore,  the  circular  furnaces  being  only  used 
for  working  up  the  bye  products.  The  short  sides  of  the  rectangle  are 
from  30  to  42  inches  in  length,  the  longer  sides  were  at  first  G  feet, 

^  Eissler,  Metallurgy  of  Arrjentiferoiis  Lead,  1891. 
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but  were  subsequently  increased  to  10  feet,  which  is  the  usual  size  of 
furnace  now  in  use.  The  extreme  length  of  11  feet  8  inches  is 
employed  in  a  furnace  of  the  Globe  Smelting  Works  at  Denver,  de- 
signed by  lies.  All  the  American  furnaces  are  furnished  with  water- 
jackets,  and  a  furnace  2  feet  9  inches  by  8  feet  3  inches  at  the 
tuyere  level,  with  five  tuyeres  3j  inches  diameter  on  each  side 
working  at  If '^  inches  pressure,  can  treat  40  tons  of  ore  in  the  24 
hour.s.  The  Altenau  Raschette  funiace  is  3  feet  2|  inches  by  6  feet 
C  inches  at  the  tuyere  level. 

In  vertical  section  the  furnace  expands  from  the  tuyere  level  to 
the  throat.  This  expansion  may  either  be  gradua',  or  else  the 
furnace  widens  sharply  from  the  tuyeres  upwards  to  a  certain  point 
(the  boshes)  and  then  widens  more  gradually  to  the  throat.  Some- 
times the  furnace  walls  go  vertically  upwards  above  the  boshes,  or 
possess  even  a  slight  inward  slope,  in  the  latter  case  usually  when 
zinciferous  ores  are  being  worked.  When  the  ores  are  very  rich  in 
zinc,  as  in  the  Lower  Harz,  it  is  usual  to  belly  out  the  furnace  above 
the  tuyere  level,  in  order  to  prevent  its  being  quickly  contracted  by 
zinciferous  deposits. 

Circular  furnaces  usually  widen  uniformly  from  the  tuyere  level 
to  the  throat,  but  rectangular  furnaces  are  generally  provided  with 
well-marked  boshes.  These  furnaces  have  proved  to  be  so  efficient 
in  the  States  that  it  seems  probable  that  lead  ore  smelting  will  soon 
be  entirely  effected  in  such  rectangular  furnaces  with  boshes. 

The  following  are  dimensions  of  various  furnaces  in  use  : 

As  examples  of  a  furnace  without  boshes,  the  circular  Pilz 
furnace  at  the  Muldener  Works,  Freiberg,  is  17  feet  7  inches 
high  from  the  tuyere  level  to  the  throat,  5  feet  in  diameter  at 
the  former,  and  6  feet  7  inches  at  the  latter ;  the  new  Schemnitz 
furnace  is  11  feet  6  inches  high,  4  feet  diameter  at  the  tuyeres,  and 
5  feet  at  the  throat ;  one  of  the  Friedrichshiitte  furnaces  at  Tarnowitz 
has  a  height  of  12  feet  4  inches,  is  4  feet  in  diameter  at  the  tuyeres, 
and  5  feet  8  inches  at  the  throat :  the  other  is  14  feet  9  inches  high, 

4  feet  in  diameter  at  the  tuyere  level,  and  6  feet  7  inches  in  diameter 
at  the  throat. 

Among;  the  rectano-ular  furnaces  without  boshes,  the  Altenau 
Raschette  furnace  is  16^  feet  high  from  the  tuyeres  to  the  throat, 
3  feet  2J  inches  by  6  feet   7   inches  at  the   tuyeres,  and    4  feet 

5  inches  by  7  feet  at  the  throat. 

Of  American  furnaces  rectangular  in  plan.,  and  furnished  with 
boshes,  the  furnace  of  the  Omaha  and  Grant  Smelting  Works  at 
D,enver  may  be  taken  as  an  instance.      It  measures  3  feet   by  6  feet 
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8  inches  at  the  lower  end  of  the  boshes,  and  4  feet  by  7  feet  10  inches 
at  the  upper  end  of  the  boshes,  which  are  3  feet  G  inches  high. 
It  then  widens  upwards  to  the  throat,  which  is  12  feet  3  inches 
high,  and  there  it  measures  4  feet  10  inches  by  8  feet  6  inches. 

In  recent  furnaces  the  tuyeres  are  arranged  symmetrically  round 
the  furnace.  Tuyeres  at  the  back  of  the  furnace  only  are  rare  now, 
though  they  were  formerly  used  in  that  way  when  smelting  with 
a  7iose,  the  ore  and  fuel  being  charged  in  vertical  columns. 

With  the  smaller  furnaces  previously  used,  only  1  to  3  tuyeres 
were  employed,  whilst  with  the  large  circular  and  rectangular 
furnaces  of  the  present  day,  8  and  12,  and  even  as  many  as  14 
tuyeres  are  used.  At  Freiberg  the  later  Pilz  furnaces  have  12  tuyeres, 
the  older  ones  only  eight ;  the  Raschette  and  American  furnaces 
have  12  to  14  tuyeres ;  furnaces  with  less  than  three  tuyeres  are  now 
never  used  Rectangular  furnaces  were  at  first  provided  with  a  tuyere 
in  each  of  the  shorter  sides,  but  this  arrangement  has  in  most  cases 
been  done  away  with  on  account  of  its  inconvenience,  and  practically 
the  same  result  has  been  attained  by  putting  a  tuyere  in  the  longer 
sides  close  to  the  ends  of  the  furnace. 

Construction  of  the  Fuenace 

The  type  of  furnace  that  should  be  used  as  a  rule  is  the  crucible 
furnace.  Furnaces  provided  with  a  fixed  forehearth  (sumpfofeoi)  are 
occasionally  used  in  the  smelting  of  highly  zinciferous  ores,  where  the 
hearth  has  often  to  be  freed  from  various  accretions  and  bears. 
Furnaces  with  independent  forehearths  in  which  the  lead  produced 
ran  out  continuously  instead  of  accumulating  inside  (spuro/cn),  are 
now  no  longer  used,  as  the  separation  of  the  lead  from  the  molten 
mass  in  the  forehearth  was  very  incomplete. 

The  crucible  furnace  has  the  advantage  of  retaining  its  heat 
better  than  any  other  variety,  so  that  the  molten  mass  at  the  bottom 
of  the  furnace  is  maintained  in  a  perfectly  fluid  condition,  thereby 
ensuring  a  complete  separation  of  the  various  ingredients  composing 
it.  The  slag  in  particular  can  be  very  perfectly  separated  from  the 
lead,  it  being  either  allowed  to  flow  continuously  out  of  a  slag  notch 
and  down  the  slag  spout  into  iron  pots,  or  else  it  is  tapped  off  at 
intervals  of  from  5  to  10  minutes  through  a  tap  hole  made  up 
with  clay  or  brasque  and  provided  with  a  short  spout.  By  periodically 
tapping  the  slag,  which  is  the  method  chiefly  practised  in  the  United 
States,  the  heat  is  more  perfectly  retained  in  the  furnace,  and  the 
slag  is  rendered  so  completely  fluid  that  it  can  traverse  a  series  of  pots 
and  be  transported  considerable  distances  without  the  mass  solidifying. 
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Furnaces  of  medium  size  have  usually  ouly  one  slag  notch,  whilst 
furnaces  of  large  capacity  producing  large  amounts  of  slag  have  two, 
which  are  tapped  alternatel}-.  Rectangular  furnaces  are  provided 
with  two  slag  notches,  one  in  each  short  side,  in  order  to  prevent 
the  molten  mass  from  cooling,  as  it  would  do  on  the  farther  side  if 
there  were  only  one  tap  hole.  The  details  of  the  slag  notches  will 
be  shown  subsequently  under  the  head  of  American  furnaces. 

The  running  off  of  the  lead  from  both  crucible  and  well  furnaces  takes 
place  either  periodically  or  goes  on  continually,  the  matte  and  speiss 
being  only  withdrawn  at  intervals.  Periodical  tappings  are  made 
as  soon  as  the  crucible  or  well  is  full  of  molten  material ;  the  blast 
is  shut  off,  and  the  molten  lead,  matte  and  speiss  are  allowed  to  run 
through  a  tap  hole  in  the  lower  portion  of  the  crucible  into  a 
tapping  hearth  or  vessel  placed  to  receive  it.  The  sudden  with- 
drawal of  this  molten  mass  leaves  a  cavity  at  the  bottom  of  the 
furnace  into  which  the  unfased  charge  can  fall,  causing  a  risk  of  the 
formation  of  hears  or  furnace  accretions  on  the  hearth.  This  risk  is 
lessened  by  alloAving  some  lead  to  remain  in  the  hearth,  so  that  the 
portions  of  the  charge  fall  only  on  to  its  surface,  and  floating  there 
cannot  come  into  contact  with  the  hearth  bottom.  A  further  objec- 
tion to  periodical  tappings  is  that  the  stoppage  of  the  blast  and  the 
emptying  of  the  crucible  both  delay  the  process  and  cool  the  furnace. 

The  continual  withdrawal  of  the  lead  from  the  crucible  or  well  is 
effected  by  means  of  a  syphon,  the  fluid  mass  inside  the  crucible 
forming  one  leg,  the  other  being  a  sloping  hole  extending  down  to  it, 
with  its  open  mouth  outside  the  furnace.  The  molten  lead  thus 
stands  at  the  same  level  outside  the  furnace  as  it  does  inside,  or  on 
account  of  the  pressure  of  the  blast  or  of  the  superincumbent 
mass  of  the  charge  on  the  lead  inside,  it  Avill  always  be  found  to  be 
slightly  higher  on  the  outside.  By  widening  the  mouth  of  the  tube 
leading  outside  the  furnace  or  making  it  bowl-shaped,  the  molten 
lead  can  be  ladled  out  and  then  cast  into  moulds,  or  it  can  be  tapped 
from  this  or  allowed  to  flow  over  into  another  forehearth. 

This  contrivance  for  continuously  drawing  off  the  lead  known  as 
the  syphon  tap  or  automatic  tap  was  introduced  by  Arents,  a  Clausthal 
smelter,  and  first  employed  by  him  in  Nevada ;  it  has  since  been 
introduced  into  all  the  American  smelting  works,  and  a  certain 
number  of  the  European  ones.  The  arrangement  now  used  in 
America  is  shown  in  Fig.  226  ;  h  is  the  crucible  and  d  the  channel 
communicating  with  it,  at  the  upper  end  of  d  is  a  bowl  c  from 
which  the  spout  a  conveys  the  molten  lead. 

In  the  modern  American   furnace,  the  whole  arranoement   forms 
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part  of  the  furnace  base,  the  crucible,  communicating  pipe  and  its 
well  at  the  top  being  all  enclosed  by  the  iron  plates  and  buck  staves 
that  form  the  outer  wall  of  the  furnace  base,  whilst  in  the  older 
furnaces  the  mouth  of  the  pipe  lay  outside  the  wall  of  the  hearth.  This 
latter  arrangement  is  employed  in  European  furnaces  as  shown  in 
Fig.  227,  which  represents  the  Arents  tap  applied  to  a  Schemnitz 
round  furnace  ;  a  is  the  inner  portion  of  the  tube  communicating  with 
the  crucible,  h  is  the  expansion  at  the  mouth  of  this  tube  in  which 


Fig.  226, 


the  lead  collects  and  flows  over  into  the  cast-iron  forehearth  w.  In 
the  first  instance,  the  tubes  were  constructed  of  cast-iron,  ending  in 
a  cast-iron  basin  lined  with  clay.  Cast-iron  pipes  are  now  no  longer 
employed,  the  channel  being  made  of  the  same  material  as  that 
of  w^hich  the  hearth  itself  is  composed.  In  the  United  States,  where 
the  hearth  is  generally  made  of  fire-brick,  the  pipe  ^s  constructed 
of  a  similar  material  and  is  square  in  section  and  from  8  to  4  square 
inches  in  area.     The   hearth   walls  are  seldom    less  than   22   inches 
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thick.  In  tlie  case  of  brasque  hearths  the  connecting  pipe  is  cut  out 
of  the  substance  of  the  hearth  itself.  When  the  furnace  has  to  be 
blown  out,  the  lead  in  the  hearth  can  be  tapped  off  by  a  special 
tap-hole. 

The  syphon  tap  can  also  be  used  when  matte  and  speiss  are  being 
produced.  When  the  slag  is  tapped  off  at  intervals,  as  is  generally 
the  case  in  American  practice,  the  matte  and  speiss  go  with  it  into 
the  slag  pots,  and  there  arrange  themselves  according  to  their 
specific  gravities.  In  those  cases  where  a  periodical  tapping  of  the 
slag  is  not  made,  the  matte  can  be  run  off  through  a  special  tap 
hole  placed  below  the  slag  outlet. 

Arents's  tap  cannot  be  employed  if  the  charge  is  rich  in  copper,  as 
a  difficultly  fusible  copper-lead  alloy  is  formed,  which  is  liable  to 
solidify  on  the  hearth  bottom,  and  cause  a  stoppage  of  the  com- 
municating channel.  To  a  certain  extent  this  can  be  prevented  by 
leaving  sufficient  sulphur  into  the  charge  to  form  copper  sulphide 
which  then  goes  into  the  matte,  but,  if  the  copper  content  of  the 
charge  amounts  to  more  than  10  or  12  per  cent.,  the  formation  of  the 
copper-lead  alloy  cannot  be  prevented. 

The  advantages  attending  the  employment  of  the  automatic  tap 
are,  that  by  the  continuous  withdrawal  of  the  lead  the  unhealthy 
operation  of  tapping  is  dispensed  with,  that,  as  a  certain  amount  of 
molten  lead  is  always  left  in  the  hearth,  the  risk  of  the  formation  of 
bears  and  accretions  on  the  furnace  hearth  is  lessened,  and  the 
emptying  of  the  hearth  and  its  exposure  to  the  cold  blast  are  avoided. 
This  method  of  running  off  the  lead  is  consequently  to  be  preferred, 
except  in  those  cases  where  there  is  a  risk  of  the  passage  becoming 
blocked. 

In  the  recent  types  of  furnace  those  portions  of  the  furnace  walls 
surrounding  the  zone  of  fusion  are  water-jacketed,  being  made  hollow 
and  filled  with  water.  This  water-jacket  may  be  constructed  either 
of  cast-iron,  cast-steel  or  wrought-iron,  the  latter,  in  the  form  of 
boiler-plate,  being  usually  used  on  account  of  its  durability  ;  jackets 
of  cast-steel  have  answered  well  at  the  Hanau  Works  near  Salt  Lake 
City,  Utah.i 

Water-jackets  are  used  with  both  circular  and  rectangular 
furnaces ;  in  the  former  case  they  are  built  up  of  hollow  segments  of 
a  circle,  and  in  the  latter  of  rectangular  boxes  connected  one  to  the 
other  by  bolts,  in  each  case  being  provided  with  holes  for  the  passage 
of  the  tuyeres  through  them. 

The  water-jackets  of  circular  furnaces  are  usually  placed  vertically, 

J   Tmu.s.  A.I.M.E.  xvii.  p.  131. 
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those  of  the  rectangular  furnaces  sloping  outwards  to  the  boshes, 
this  form  being  the  one  mainly  adopted  in  the  recent  forms  of  rect- 
angular furnace  employed  in  the  States.    Where  cast-iron  is  employed 
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Figs.  228—230. 


the  jacket  is  bent  to  correspond  with  the  angle  of  the  boshes,  whilst 
with  wrought-iron  jackets  the  slope  is  uniform. 

The  construction  of  a  furnace  with  cast-iron  water-jackets  is  shown 
in  Ficrs.  228  to  230,  and  that  of  a  furnace  with  wrought-iron  jackets 
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in  Figs.  231  to  233.^      In  the  first  figures    e  is   the  water-jacket, 
constructed  of  a  series   of  cast-iron  boxes.     The  width  in  the  clear 


Figs.  2H1  and  2:i2. 


is  G  inches,   and  the  thickness  of  the  iron  h  an  inch.     The  separate 
sections   are  joined    to    each  other  by  bolts   passing    through    lugs 

^  Hofmami,  Mefalliiri/i/  0/  Lead. 
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y  and  secured  by  nuts.  The  cold  water  flows  through  a  common 
pipe  g  into  the  separate  pipes  h,  and  from  these  into  the  jackets  by  a 
feeder/,  fastened  on  to  the  outer  wall. 

The  cold  water  sinks  down  and  the  warmer,  lighter  water  overflows 
into  a  trough  j  running  round  the  furnace.  The  air  is  blown  in 
through  the  holes  o.  The  mud  which  accumulates  in  the  interior  of 
the  jackets  is  periodically  cleaned  out  through  openings  in  their  lower 
parts,  not  shown  in  the  drawing,  and  which  are  ordinarily  closed  by 
iron  doors.  The  slag  notch 
shoAvn  at  n  is  a  hole  made 
through  the  jacket  and  is  thus 
kept  cool  by  the  surrounding 
water.  The  entire  jacket  rests 
upon  the  top  of  the  hearth 
walls  and  its  height  averages 
about  3  feet.  The  centres  of 
the  holes  for  the  tuyeres  are 

10  inches  from  the  bottom  of 
the  jacket,  and  10  inches  above 
this  the  jacket  begins  to  slope 
outwards. 

Figs.  231  to  233  show  the 
arrangement  of  a  furnace  with 
wrought-iron  water-jacket.  F 
is  the  jacket,  o,  o  are  the  holes 
for  the  tuyeres,  /,  /  are  the 
feeders  screwed  on  to  each 
separate  compartment,  the 
latter  dischargino-  their  warm 
water  through  the  spouts  i,  i. 
There  are  four  separate  com- 
partments forming  the  jacket, 
one  on  each  side  of  the  fur- 
nace.     The   slag  notch   rn    is 

conical,  widening  from  2}  to  b  inches,  and  is  provided  with  a  water- 
jacket  n.  For  an  American  furnace  measuring  3  feet  by  3  feet 
6    inches  at  the  tuyere  level,   and   producing  a   slag  rich  in    lime, 

11  gallons  of  water  per  minute  are  required. 

Circular  furnaces  are  also  fitted  with  both  cast-  and  wrought-iron 
iackets,  wrought-iron  being  principally  used  in  the  States ;  as  many 
as  twelve  segments  may  be  employed.  The  cold  water  enters  at 
the  lower  part  of  each   segment,   the  hot    water   flowing    away  by 


Fig.  233. 
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another  tube  from  the  top.  The  water-jacket  of  the  earlier  Pilz 
furnaces  at  Freiberg  was  made  up  of  eight  segments,  the  later  ones 
having  twelve  made  of  iron  plate.  They  are  19h  inches  high  and 
8  inches  wide  inside.  Figs.  234  to  236  represent  the  Freiberg  furnace 
with  eight  segments.  Water  cooling  sliould  always  be  employed 
whenever  a  sufficient  supply  of  clean  water  can  be  procured. 

The  pressure  of  the  blast  varies  according  to  the  nature  of  the 
charge  and  the  size  of  the  furnace,  from  ^\  to  2h  inches  of  mercury. 

The  tuyere  nozzles  vary  from  2  to  8^  inches  in |  diameter,  the 
average  size  in  use  in  America  being  3  inches  diameter,  a  tuyere 
of  this  size  sufficing  according  to  Hahn^  for  an  area  of  2  square  feet 
at  the  tuyere  level. 

The  blast  is  generally  produced  by  a  blower,  as  these  are  in- 
expensive and  furnish  air  at  the  requisite  pressure.  In  Europe 
Root's  blowers  are  exclusively  employed,  Baker's  blower  being 
chiefly  used  in  America  and  Australia.  Latterly,  however,  Root's 
blowers  have  come  into  use  in  the  States. 

The  blast  is  introduced  into  the  furnace  through  tuyeres  or,  in 
some  of  the  water  jacketed  furnaces,  simply  through  holes  in  the 
jacket,  a  wind  chest  running  round  the  jacket  connected  with  the  main 
supply  pipe,  and  the  blast  passing  through  the  holes  without  the 
intervention  of  tuyeres.  This  arrangement,  shown  in  Figs.  231  and 
232,  possesses  the  advantage  of  preventing  any  loss  of  blast.  The 
blast  chamber  is  furnished  on  the  far  side  with  two  openings  which 
can  be  closed  at  will ;  through  the  upper  one  tools  can  be  introduced 
into  the  tuyeres,  whilst  the  blast  and  furnace  gases  escape  through 
the  lower  one. 

Hot  blast  is  not  advantageous  in  lead  smelting  as  it  is  in  the 
case  of  iron  smelting,  a  high  temperature  not  being  necessary.  The 
saving  in  fuel  which  would  be  effected  by  its  employment  would  be 
more  than  counterbalanced  by  the  increased  loss  of  lead  through 
volatilisation  owing  to  the  high  temperature,  and  there  would  be  the 
danger  of  producing  iron  hears  owing  to  the  reduction  of  metallic 
iron. 

Examples  of  furnaces  which  have  been  and  are  actually  in  use 
will  be  found  in  the  following  pages. 

OLDER   FORMS   OF   FURNACE 

The  earlier  furnaces  in  which  the  charge  was  introduced  in 
vertical    columns   are    now    generally   replaced  by   large    furnaces 

1  Mineral  I't-iourcc-i  of  the  United  States,  1882,  p.  8.36. 
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Fig.  234. 


Fig.  23(3. 
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■which  are  charged  in  horizontal  layers,  and  they  consequently  are  only 
of  historical  interest  and  will  be  but  briefly  noticed. 

The  krummofen  were  low  furnaces  charged  from  the  floor  level, 
square  or  trapezoidal  in  horizontal  section  and  provided  with  one  or  two 
tuyeres  at  the  back,  the  charge  being  introduced  in  vertical  layers.  The 
process  was  so  conducted  that  the  furnace  top  was  bright  and  the 
fuel  consumption,  loss  of  metal,  and  expenditure  in  wages  were  all 
liiffh. 


Fit;.  23T. 


Of  the  older  forms  of  furnace  the  old  Lower  Harz  furnace, 
Wellner's  modification  of  the  Vogel  furnace,  and  the  Stolberg  furnace 
will  be  briefly  described. 

The  older  furnace  in  use  in  the  Lower  Harz,  shown  in  Figs.  237  and 
238,  was  a  furnace  of  trapezoidal  horizontal  section,  with  two  tuyeres, 
and  with  continuous  forehearth  or  well.  The  shaft  was  gradually 
narrowed  by  the  slope  given  to  the  back  wall.  A  is  the  furnace 
shaft,  c  the  retaining  Avails,  m  a  hood  for  carrying  off  the  fumes,  li 
the  tapping  pot,  1:  the  slag  channel,  g  the  forehearth,  /  the  well, 
cl  the  tuyere  arch,  and  I  the   charging  door.     At   the  lower  end  of 
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the  inner  front  wall  is  the  so-called  "  zinc  stool "  {ziiikstHld).  This 
consists  of  a  horizontal  plate  of  slate  placed  at  right  angles  to  the 
front  wall,  and  fastened  to  this  is  a  vertical  plate  of  slate.  Charcoal 
is  put  on  the  horizontal  plate  and  reduced  zinc  and  some  lead  collect 
there,  the  reduced  metals  flowing  through  a  spout  in  the  front  wall 
to  a  small  well  placed  outside  the  furnace.  When  coke  replaced 
charcoal    as    fuel,    zinc   no    longer    condensed    in    the    zinlcstuhl   on 
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account  of  the  higher  temperature  and  the  increased  amount  of 
carbon  dioxide  produced,  this  gas  exerting  an  oxidising  action  on 
the  zinc. 

The  ore  and  fuel  were  charged  in  vertical  columns,  the  ore  at 
the  back,  the  fuel  at  the  front.  The  blast  pressure  was  1  inch  of 
mercury.  The  process  was  carried  on  with  a  hot  top  in  order  to 
volatilise  the  zinc  in  the  ore.  The  furnaces  treated  about  7^ 
tons  of  ore  or  12  tons  of  total  charge  per  day,  but  the  campaio-n 
only  lasted  10  or  12  days,  as  by  that  time  the  furnace  had  become 
so  constricted,  owdng  to  zinciferous  deposits,  that  regular  workino- 
was  impossible.  These  furnaces  are  now  replaced  by  the  circular 
furnaces  described  on  page  369. 

Wellner's  modification  of  Vogel's  furnace,  formerly  in  use  at 
Freiberg,  is  represented  in  Figs.  239  and  240.  Wellner  modified 
the  furnace,  by  introducing  a  partition  wall  h,  in  order  to  secure  a 
regular  descent  of  the  vertical  columns  of  fuel  and  ore ;  k,  I  and  m 
are  channels  to  carry  away  any  moisture  from  the  foundations,  h  is 


366 


METALLURGY 


a  slag-  foundation,  and  resting  on  it  are  layers  of  loam  g  and  of 
brasque  c,  the  furnace  well  being  made  out  of  the  latter ;  n  is  the 
slag  channel,  i,  i  are  the  vertical  furnace  sides,  p  is  the  front  wall 
sloping  outwards  from  the  top,  o  is  the  breast  wall,  r  the  tuyere 
arch,  d,  d  the  charging  openings,  and  /,  /  the  tuyeres.  This 
furnace  is  now  replaced  by  the  Pilz  furnace  described  on  pages 
.363  and  368. 

A 


^    1  i"V 
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Figs.  239,  240. 

The  Stolberg  furnace,  also  formerly  in  use  at  Freiberg,  is  shown 
in  Figs.  241  to  243.  This  is  a  furnace  of  trapezoidal  section,  diminish- 
ing towards  the  base  and  furnished  with  a  sump  or  well ;  k  is 
the  lining  of  the  shaft,  r  the  retaining  wall,  s  the  sump,  and  h 
the  forehearth.  m,  m  are  two  tapping  pots  made  of  brasque,  n,  n 
are  the  tuyeres  in  the  back  wall,  z  is  the  charging  opening,  and  %v,  v 
are  drainage  channels  to  keep  the  foundations  dry.  These  furnaces 
Tiave  also  been  replaced  by  Pilz  furnaces. 
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Fig.  243. 
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RECENT   FURNACES 

Recent  furnaces  are  either  circular  or  rectangular  in  section.  If 
a  large  output  is  required,  rectangular  furnaces  have  the  advantage 
over  circular  ones. 

The  Freiberg  or  Pilz  furnace,  the  Przibram  furnace,  and  the 
recent  furnaces  in  use  in  the  Lower  Harz  will  be  taken  as  examples 
of  circular  furnaces,  and  the  Raschette  and  modern  American  furnace 
of  those  of  rectangular  section. 

The  Freiberg  or  Pilz  furnace  with  eight  tuyeres  has  already  been 
figured  (Figs  234  to  236).  In  these  illustrations  s  is  the  shaft,  c 
the  inner  lining  surrounded  by  boiler  plate,  v,  v  are  cast  iron  columns 
carrying  the  iron  jacket  and  most  of  the  brickwork.  Tis  the  crucible 
with  walls  of  fire-brick,  n,  n  are  spouts  for  running  off  the  matte, 
speiss,  and  lead  into  vessels,  o,  o,  placed  to  receive  them,  m,  m  are  slag 
spouts  through  which  the  slag  flows  alternately.  The  water  jacket 
g  is  composed  of  8  hollow  iron  segmental  boxes  bolted  together  sa 
as  to  form  a  circle,  each  section  being  8  inches  deep  and  20  inches 
high.  The  nozzles  y,y,  are  short  tubes  passing  through  holes  in  each 
water  jacket,  tv  is  a  cyliiider  of  iron  plate  hanging  in  the  throat  of  the 
furnace,  the  furnace  gases  passing  round  it  and  away  through  the 
flue  'p-  The  entire  shaft  is  26  feet  high,  6  feet  6  inches  in  diameter 
at  the  throat,  and  5  feet  diameter  at  the  tuyere  level.  The  newer 
furnaces  possess  12  tuyeres  instead  of  8,  their  height  from  the  hearth 
to  the  top  varies  from  17  to  27  feet  8  inches,  and  the  diameter  at  the 
tuyere  level  is  5  feet,  and  at  the  throat  6  feet  7  inches.  In  24  hours  30 
to  35  tons  of  ore  and  the  same  amount  of  slag  are  put  through  with 
a  blast  pressure  of  nearly  1  inch  of  mercury.  One  ton  of  coke  is 
required  for  every  15  tons  of  charge,  the  charge  containing  on  an 
average  20  to  30  per  cent,  of  lead  and  10  per  cent,  of  zinc. 

The  majority  of  lead  smelting  furnaces  on  the  Continent  are 
constructed  on  the  type  of  these  furnaces,  first  designed  by  the  late 
Bergrath  Pilz  of  Freiberg  and  called  after  him. 

Tlie  Przibram  (Bohemia)  furnace  illustrated  in  Figs.  244  and 
245  has  an  inner  lining  enclosed  in  a  retaining  wall,  8  tuyeres,  and  3 
sets  of  hollow  cast  iron  cooling  rings  placed  one  above  the  other  ;  the 
lead  is  continuously  withdrawn  from  the  furnace  by  means  of  Arents's 
automatic  tap.  ;  /  is  the  slag  spout,  d,  d  are  the  supporting  columns, 
and  h,h  su{)ports  for  blast  pipes,  which  are  not  carried  like  the  others 
by  the  supporting  columns ;  a  thick  iron  plate  forms  a  foundation 
for  the  interior  of  the  furnace  and  the  hearth  is  constructed  out  of 
brasque.  In  such  a  furnace,  29  feet  high,  4  feet  7  inches  in  diameter 
at  the  tuyere  level,  and  with  a  blast  pressure  of  1^  inches  of  mercury. 
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8  tuyeres  of  2h  inches  diameter  are  used,  31  tons  of  a  charge  con- 
taining 22  tons  of  ore  can  be  smelted  in  24  hours,  16"39   tons   of 
coke  and  155  bushels  of  charcoal  beinsf  consumed. 
.  The  modern  Lower  Harz  furnace  for  smelting  highly  zinciferous 
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ores  containing  heavy  spar  is  shown  in  Figs.  246  to  251.  It  is  provided 
with  a  fixed  forehearth  or  well  hollowed  out  of  brasque,  this  being  used 
on  account  of  the  large  amount  of  zinc  present,  and  has  5  tuyeres,  the 
tuyere  level  being  14  inches  above  the  hearth.     The  total  height  of 
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the  furnace  is  19  feet  6  inches,  and  18  feet  4  inches  from  the  tuyere 
level  to  the  throat.  Above  the  tuyeres  the  furnace  widens  so  as  to 
allow  for  the  contraction  inevitable  owiug  to  accretions  caused  by 
the  zinc ;  the  diameter  of  the  furnace  is  20  inches  at  the  base,  39 
inches  at  the  tuyere  level,  widening  to  49  inches  at  a  distance  of 
3  feet  above  the  tuyeres,  and  narrowing  again  to  39  inches  at  the 
throat.  The  furnace  is  made  narrower  at  the  throat  in  order  to 
increase  the  velocity  of  the  gases  there  and  so  carry  off  the  zinc 
vapour  quickly,  with  the  object  of  preventing  as  far  as  possible  the 
deposition  of  furnace  calamine.  The  waste  gases  pass  out  of  the 
furnace  through  a  tube  suspended  in  the  centre  of  the  throat.     The 

blast  pressure  amounts  to  ly\  to 
If  inches  of  mercury.  There  are 
no  water  jackets ;  the  tuyeres  are 
spray  cooled,  inclined  at  an  angle 
of  3",  and  2  inches  in  diameter 
at  the  nozzle.  In  a  furnace  of 
this  kind  8  to  lOi  tons  of  ore 
are  treated  in  24  hours,  with  a 
coke  consumption  amounting  to 
20  per  cent,  of  the  weight  of  the 
ore. 

The  Raschette  furnace  was  the 
first  of  the  rectangular  furnaces, 
and  is  called  after  its  inventor. 
It  has  two  shorter  vertical  sides 
and  two  longer  inclined  ones,  and 
is  provided  with  two  receivers  for 
the  molten  products  in  front  of 
the  two  shorter  end  walls.  It  is 
generally  constructed  as  a  well  furnace  with  a  brasque  hearth  and 
has  two  wells  one  at  each  shorter  end  of  the  hearth,  which  is  con- 
sequently saddle-shaped.  The  tuyeres  are  usually  placed  alternately, 
five  on  each  of  the  longer  sides,  either  parallel  to  the  sloping  surface 
of  the  hearth  or  horizontally,  and  the  furnace  is  often  furnished  with 
an  additional  tuyere  in  each  of  the  shorter  ends.  The  construction 
of  the  first  Raschette  furnace  is  shown  in  Figs.  252  and  253,  which 
represent  the  one  erected  at  the  Altenau  Works  in  the  Upper  Harz  ; 
e,  e  are  the  two  wells,  f,  v  the  two  working  ends,  h,  h  are  passages  in 
them  for  carrying  the  lead  fume  into  the  flues,  c,  c  are  the  tuyeres, 
and  a  is  the  throat. 

From  the  hearth  to  the  tuyeres  is  2  feet  8  inches  and  from  there 


Fig.  245. 
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to  the  throat  16  feet  6  inches.     The  interior  of  the  furnace  measures 
3  feet  2i  inches  by  6  feet  7  inches  at  the  tuyere  level,  and  4  feet 
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Fig.  246. 


5  inches  by  7  feet  at  the  throat.  The  blast  pressure  used  varies 
from  i^  to  f  of  an  inch  of  mercury  and  the  10  tuyeres  were  each 
2  inches  in  diameter.     At  the  present  time  the  tuyeres  are  placed 
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Front  Elevation 
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Fig.  247. 


horizontally  and  not  inclined  as  shown  in  the  drawing.  The  furnace 
smelts  10  tons  of  roasted  ore  in  24  hours  using  32  per  cent,  by 
weight  of  coke. 
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The    construction    of  the    American   furnaces  has    already  been 
illustrated  by  the  drav/ings  on  pages  359 — 361. 


Fig.  24S. 


The  furnace  in  use   at  the  Globe  Smelting  Works  at  Denver  in 
Colorado  erected  in  1891  and  visited  by  the  anther  in  1892  is  shown 
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in  the  acompanying  Figs.  254  to  256.  It  is  provided  like  all  raodern 
American  furnaces  with  a  water  jacket  and  automatic  tap.  Outside 
the  inner  lining  it  has  thick  retaining   walls  of  masonry  r,  thickened 


Section  6-1 


Section,  ff-h 


Fig.  249. 


Fig.  250. 


Section  "L—  n 


below  and  supported  on  cast  iron  columns.  By  increasing  the  thickness 
of  the  lower  part  of  the  retaining  walls  a  considerable  saving  of  fuel 
is  effected,  and  at  present  all  the  American  furnaces  are  being  built 
in  this  way.     vr  is  the  water  jacket,  li  the  hearth,  c  the   Arents  tap 
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with  the  enlargmeut  c,  I,  I  are  the  higs  by  which  the  separate  sections 
of  the  water  jacket  are  fastened  together,/,/  are  the  holes  for  the 
tuyeres,  h  is  the  blast  main,  and  ''■,  o:  the  tuyere  pipes.  The  main  water 
supply  comes  through  the  pipe  y,  being  delivered  to  each  separate 
compartment  by  pipes  r.  The  slag  runs  off  through  a  hole  u  in  the 
Avater  jacket  r,  r'  are  openings  for  cleaning  out  the  jackets,  v/  and  vf 
are  slag  spouts,  o,  o  are  the  tie  rods  binding  together  the  masonry  of 
the  shaft,  and  A,  A  are  the  cast  iron  plates  enclosing  the  hearth. 


Figs.  252  and  253 


The  furnace  has  a  height  of  14  feet  8  inches  from  the  tuyere  level 
to  the  throat,  the  water  jacket  is  3  feet  5  inches,  the  crucible  2  feet 
6|-  inches  high,  and  at  the  tuyere  level  the  furnace  measures  10  feet 
by  2  feet  6  inches.  There  are  12  tuyeres,  6  in  each  of  the  longer 
sides. 

A  very  similar  furnace,  in  use  in  Colorado,  is  shown  in  Figs.  257  to 
261 ;  this  measures  8  feet  4  inches  by  3  feet  internally,  and  the  other 
dimensions  are  shown  in  the  illustrations. 

One  of  the  largest  furnaces  of  this  kind  was  in  course  of 
construction    at    the    Globe    Smelting    Works    at    the    time    of   the 
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authors  visit  to  Colorado.  It  was  11  feet  8  inches  by  3  feet  6  inches 
at  the  tuyeres,  with  a  height  of  18  feet  from  the  tuyeres  to  the  throat, 
and  liad  7  tuyeres  in  each  of  the  longer  sides. 


The  newer  furnaces  at  the  Omaha  and  Grant  Smelting  Works  at 
Denver,  visited   by  the    author   in  1892     had  a    height  of   13    feet 
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8  inches  from  tuyere  to  throat,  10  inches  from  the  centre  of 
the  tuyeres  to  the  bottom  of  the  water  jacket,  and  a  hearth  height  of 
2  feet  6  inches.  At  the  tuyere  level  it  measured  8  feet  4  mches  by 
2  feet  8h  inches.  Each  side  of  the  rectangle  widened  out  from  the 
narrow  part  just  above  the  tuyeres  towards  the  throat  to  the  extent 
of  4  inches.  The  hearth  was  built  of  fire-brick,  like  the  hearths  of 
all  American  furnaces,  and  not  of  brasque.  There  were  11  tuyeres,  6 
in  each  longer  side  and  one  in  the  back  wall,  each  of  3|  inches 
diameter.     The  water  jacket  was  built  up  of  14  cast  iron  segments 


2      3^ 
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and  the  furnace  was  capable  of  smelting  60  tons  of  charge,  of  wliich 
40  tons  were  ore,  in  24  hours,  the  blast  pressure  being  1|  inches 
of  mercury,  and  the  fuel  used  being  30  per  cent,  by  weight  of  the  ore 
in  coke  and  5  per  cent,  of  chai'coal. 


The  Smelting  Process. 

The  manner  of  working  varies  with  the  character  of  the  ores  and  of 
the  fuel,  as  well  as  with  the  shape  and  size  of  the  furnace,  but  is  usually 
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conducted  witli  the  ore  and  fuel  chai'ged  in  horizontal  layers  and  the 
throat  dark.  The  amount  of  the  charge  depends  again  upon  the  nature 
of  the  ore  and  fuel,  and  the  size  of  the  furnace ;  as  an  instance,  in  the 
Pilz  furnace  at  Freiberg  which  has  already  been  described  the  charge 
amounts  to  OT  cwt.  and  the  coke  to  72  lbs.  The  charge,  fuel,  and 
the  blast  pressure  for  a  given  tuyere  area  are  so  adjusted  that  the 
resulting  slag  shall  not  contain  more  than  0"5  per  cent,  of  lead.  In 
exceptional   cases  as  at    Freiberg,  slags  are  purposely  produced    by 

S/rfK  eleuatioii  aiul  Vertical  Section 
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quick  working  which  on  account  of  their  lead  and  silver  content  do  not 
permit  of  their  being  thrown  away,  and  in  such  cases  they  have 
therefore  to  undergo  a  special  slag  smelting,  together  with  materials 
rich  in  iron  and  sulphur. 

If  lead  matte  is  produced  in  the  jDrocess  as  well  as  metallic  lead, 
the  slag  generally  contains  some  matte  mechanically  mixed  with  it. 
Loss  from  this  source  can  be  avoided  by  running  the  slag  into  cast 
iron  pots  in  which  the  heavier  matte  has  a  chance  of  subsiding.  Such 
slag  pots  are  used  in  the  United  States  and  their  general  employ- 
ment is  to  be  recommended.     One  is  illustrated  in  Fis:s.  262  to  264. 
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Fio.  258. 


Fig.  259. 
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Fig.  261. 
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The  cast  iron  slag  pot  luus  on  wheels  and  is  provided  vvitli  a  tap 
hole  Sh  inches  from  the  bottom,  strengthened  by  a  flange  from  which 
a  strengthening  rib  extends  to  the  rim  of  the  pot.  The  height  of  the 
hole  from  the  bottom  depends  upon  the  amount  of  matte  which 
accumulates  in  the  pot. 

In  these  slag  pots  the  matte  is  allowed  to  settle  to  the  bottom  and 
thus  to  separate  itself  from  the  slag.  The  outer  portions  of  the  slag 
solidify,  enclosing  some  matte,  but  the  slag  in  the  interior  of  this 
thin  crust  remains  fluid  and  soon  becomes  free  from  entangled  matte. 
When  this  is  the  case  the  still  molten  slag  is  tapped  off  by  means  of 
a  steel  rod,  and  the  matte  and  solid  portions  of  the  slag  remain 
behind.     The  tapped  slag  is  thrown  away,  whilst  the  solidified  shell 
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and  the  matte  both  undergo  a  special  slag  smelting  for  the  recovery 
of  the  lead,  copper  and  silver  contained  in  them.  The  character  of 
the  products  obtained  at  the  Omaha  and  Grant  Smelting  Works 
at  Denver  at  the  time  of  the  author's  visit  may  be  cited  as  an 
example.  W^orking  in  the  manner  just  described,  the  waste  slag- 
contained  1|  ozs.  of  silver  per  ton  and  0'2  per  cent,  of  lead,  whilst  the 
shell  of  slag  remaining  behind  in  the  pots  contained  4  ozs.  of  silver  per 
ton.  This  was  re-smelted,  together  with  roasted  matte  and  a  small 
amount  of  a  quartzose  ore,  producing  lead  and  a  matte  rich  in  copper. 
Care  must  also  be  taken  in  working  the  furnace  to  avoid  the  for- 
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mation  of  furnace  bears  and  accretions.  The  separation  of  metallic 
iron,  causing  the  production  of  iron  bears,  is  caused  both  by  the  presence 
of  an  excess  and  of  a  deficiency  of  lime  in  the  slag. 

Deposits  on  the  furnace  walls,  which  are  especially  liable  to  occur 
during  the  smelting  of  zinciferous  ores,  are  loosened  or  barred  down, 
from  above,  after  allowing  the  column  of  the  charge  to  burn  down 
low. 

The  temperature  of  the  water  running  away  from  the  jacket  should 
not  exceed  70°C.  The  volatilisation  of  lead  is  prevented  as  far  as 
possible  by  the  maintenance  of  a  moderate  temperature  and  by 
working  with  a  dark  furnace  top.  The  lead  fume  is  partly  deposited 
amongst  the  cooler  portions  of  the  column  of  material  in  the  furnace, 
and  partly  carried  away  with  the  escaping  gases  and  condensed  in 
suitable  dust  chambers,  or  other  condensing  arrangement,  which 
should  never  be  absent  in  any  lead  smelting  works. 


Prodticts  obtained  hy  Smelting  in  the  Blast  Furnace. 

The  products  of  the  roasting  and  reduction  process  are  inetallic 
lead,  lead  matte,  slag,  and  in  many  cases  speiss. 

The  lead,  as  a  rule,  is  argentiferous,  and  if  it  does  not  contain 
too  large  an  amount  of  impurity,  it  is  submitted  to  the  desilverising 
process  and  then  is  refined,  or  if  impure  it  is  refined  before  desilver- 
ising, and  when  necessary  undergoes  a  second  refining  after  that  pro- 
cess. Lead  free  from  silver  is  refined  directly.  The  amount  of  silver 
and  of  other  metals  present  in  the  lead  varies  within  wide  limits  as 
the  following  analyses  will  show. 


Freiberg. 

Mechemieh. 

Przibram. 

Lead 

95-088 
0-47 
0  019 

99-513 
0-021 

97-3.59 
0-423 

0  007 

Silver 

Bismuth       

Copper     

0-225 

0-133 

0-11 

Antimonv 

0-958 

0-218 

1  -524 

Iron 

0-007 

0-03 

0-003 

Zinc 

0-002 

0-006 

0001 

Nickel 

0-001 

Sulphur 

0-03 

The  lower  portions  of  the  pigs  into  which  the  lead  is  cast  are 
richer  in  silver  than  the  upper  portions,  and  the  portions  at  the 
centre  of  the  top  surface  are  the  poorest  in  that  metal. 

The  lead  matte  which  is  produced  varies  much  in  its  character 
according  to  the  amount  of  copper  sulphide  and  of  iron  in  the  charge. 
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It  seldom  contains  more  than  25  per  cent,  of  lead,  or  more  than 
20  per  cent,  of  copper,  usually  between  5  and  12  per  cent,  of  the 
latter  metal.  If  the  ores  are  argentiferous,  the  matte  will  be  found 
to  contain  silver,  and  to  contain  more  silver  than  corresponds  to 
its  percentage  of  lead  if  the  silver  were  supposed  to  be  all  alloyed 
with  the  lead,  so  that  the  iron  and  copper  sulphides  in  the  matte 
must  take  up  a  part  of  the  silver.  Gold  is  present  in  the  matte  in 
much  smaller  amounts  than  in  the  lead. 

The  composition  of  different  varieties  of  lead  mattes  from  various 
localities  will  be  seen  from  the  followin<j  analyses : — 


Okek. 

Freiberg. 

Iron 

Zinc 

Copper     

I 
30-53 
16-35 
16-81 
5-09 
16-38 

II 
30 
15 
21 

4 

18 

I 

8-12 
15 

0-15  to  0-20 

II 
40 

1-5 
10 
25 

0-02  to  0-025 

Sulphur 

Silver       

Mechernich. 

PbS 9-24 

CujS 1-95 

SboSj 0-40 

FeS 32-34 

Fe.S 51-97 

NiS 0-4 

SiO.. 0-31 


Przibram. 

Pb 11  16 

Cu 1-50 

As 0-55 

Sb 0-93 

Ag 0-105 

Fe 41-31 

Zn 11-55 

MnO 1-40 

SiO 3-06 

CaO 0-05 

S 22-23 

0 4-79 

As  the  existence  of  a  sub-sulphide  of  iron  is  doubtful,  whenever 
there  is  not  sufficient  sulphur  in  a  matte  to  combine  with  the  whole 
of  the  iron,  forming  ferrous  sulphide,  the  excess  of  iron  must  be 
regarded  as  being  present  in  the  metallic  state.  That  this  is  the  case 
is  borne  out  by  the  fact  that  mattes  of  this  character  will  precipitate 
metallic  copper  from  copper  sulphate  solution. 

The  mattes  are  roasted,  and  if  poor  in  copper  are  returned  to  the 
ore  smelting,  but  otherwise  they  are  smelted  either  alone  or  with 
additions  of  rich  slags  or  argentiferous  copper  ores,  the  products  being- 
work  lead  and  a  highly  cupriferous  matte,  the  latter  being  subse- 
quently worked  up  for  its  copper  in  a  similar  way  to  copper  regulus. 
The  details  connected  with  the  working  up  of  cupriferous  lead  mattes 
will  be  found  under  the  heading  of  the  iron  reduction  process,  and  the 
processes  for  the  extraction  of  the  silver  will  be  dealt  with  under  that 
metal. 
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Treatment  of  the  Lead  Matte. 

The  roasting  of  lead  matte  is  effected  ia  a  similar  way  to  the 
roasting  of  copper  matte  or  regulus,  in  heaps,  stalls,  shaft  or  re- 
verberatory  furnaces,  and  the  same  considerations  influence  the  selec- 
tion of  the  most  suitable  method  of  roasting  as  in  the  treatmenL  of 
copper  mattes. 

At  Przibram,  in  Bohemia,  Wellner's  roasting  stalls  are  used,  at 
Freiberg,  kilns  and  Wellner's  stalls.  The  stalls  at  Przibram  hold 
from  65  to  140  tons  of  matte,  and  after  three  successive  roastings  the 
sulphur  content  is  reduced  to  8  to  10  per  cent.  The  first  firing  lasts 
45  to  68  days,  the  second  43,  and  the  third  83  days,  when  65  tons 
are  roasted,  whilst  with  140  tons  the  times  are  86,  80,  and  70  days 
respectively.  At  Oker,  kiln  roasting  is  also  used,  the  kilns  being 
13  feet  li  inches  high,  4  feet  broad,  and  7  feet  7  inches  long,  capable 
of  roasting  4  to  4"5  tons  of  lead  matte  containing  19  per  cent,  of 
copper,  in  24  hours.  In  the  United  States,  stalls  and  reverberatory 
furnaces  are  both  used,  the  latter  resembling  the  furnaces  employed  in 
ore  roasting  except  in  being  unprovided  with  a  melting  hearth.  They 
are  40  feet  long  and  14  feet  broad  inside,  the  hearth  being  arranged 
in  four  terraces,  each  capable  of  holding  ^h  tons  of  matte,  and  each 
terrace  has  two  working  doors  on  either  side.  Three  charges  of  roasted 
ore  are  withdrawn  every  24  hours,  and  between  2  and  3  tons  of  coal 
are  used  in  that  time.  At  the  Omaha  and  Grant  works  at  Denver, 
Colorado,  where  a  similar  furnace  is  used,  7\  tons  of  matte  with 
6  per  cent,  of  copper,  8  per  cent,  of  zinc,  4  to  5  per  cent,  of  lead, 
and  60  ounces  of  silver  per  ton,  are  roasted  in  24  hours  with  a  con- 
sumption of  3  tons  of  coal,  two  men  being  required  to  attend  to 
each  furnace. 

Rotating  cylindrical  roasting  furnaces  are  only  rarely  used.  Ac- 
cording to  Terhune,^  a  Bruckner  furnace  at  the  Germania  Works,  Salt 
Lake  City,  Utah,  18  feet  long  and  7  feet  in  diameter,  has  roasted 
8  tons  of  lead  matte  in  48  hours,  employing  the  labour  of  one  man 
in  each  eight-hour  shift,  consuming  about  20  per  cent,  of  coal,  and 
reducing  the  suljjhur  in  the  matte  to  8  per  cent. 

The  roasted  matte  is  either  smelted  together  with  the  roasted  ores 
in  the  ore  furnaces  or  in  a  special  furnace  by  itself,  the  furnaces  re- 
sembling those  previously  described,  though  usually  of  smaller  size  and 
in  many  cases  being  arranged  as  spurofcn,  where  the  molten  products 
do  not  collect  in  the  furnace  but  flow  out  as  fast  as  they  are  formed. 
In    the    United  States   the   furnaces    for    matte    smelting   are  built 

1  Trails.  Am.  I.  M.  E.  xvi.  p.  19. 
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without  crucibles,  and  the  distance  between  the  tuyere  centres 
and  the  slag  notch  is  only  10  inches,  no  automatic  tap  being  used. 
At  the  tuyere  level  the  furnaces  measure  3  feet  by  5  feet  to  2  feet  9 
inches  by  8  feet  4  inches. 

At  Freiberg,  the  roasted  matte  is  smelted,  together  with  rich  lead 
slags  from  ore  smelting,  in  a  Pilz  furnace  similar  to  the  one  already 
described.  The  charge  is  made  up  of  4  cwt.  of  roasted  matte,  6  cwt. 
of  slag,  9  lbs.  of  litharge  or  hearth  from  the  cupellation  furnaces, 
and  35  tons  of  coke,  60  tons  of  this  mixture  being  treated  every  24 
hours. 

At  the  Omaha  and  Grant  works  at  Denver  the  roasted  matte  is 
smelted  with  the  richer  slag  that  forms  the  solid  outer  shell  of  the  slag 
pots,  in  a  furnace  of  the  same  size  as  the  ore  furnace  but  arranged  as 
a  spurofcn.     The  charge  is  made  up  as  follows : — 

GOO  pounds  of  slag 

300       ,.         „  roasted  matte 

30       .,         ,,  siliceous  lead  and  silver  ores 
120       .,         „  coke 

20       ,,         „  charcoal 

Every  24  hours  104  tons  of  charge  are  Avorked  off  with  a  produc- 
tion of  2  tons  of  lead,  carrying  600  ounces  of  silver  per  ton,  and  8  tons 
of  matte  with  20  per  cent,  of  copper,  4  per  cent,  of  lead,  and  100 
ounces  of  silver  per  ton.  The  matte  is  worked  up  for  its  copper,  lead 
and  silver,  and  the  slag  is  taken  off  in  pots  with  tapholes,  the  slag 
tapped  from  these  being  thrown  away,  whilst  the  shells  remaining  in 
the  pots  go  to  the  ore  smelting. 

Speiss  if  produced  in  any  quantity  is  roasted  in  order  to  drive  off 
as  much  of  the  arsenic  and  antimony  as  possible,  and  is  then  smelted 
Avith  metallic  sulphides  in  shaft  furnaces  producing  work  lead,  matte, 
and  a  further  small  amount  of  speiss,  Avhich  is  again  treated  in  a 
similar  way.  The  slags  have  already  been  described  (page  346).  If 
they  contain  sufficient  lead  and  silver,  they  are  smelted  separately  or 
together  with  matte  or  ore,  whereby  their  silver  and  lead  are  obtained 
partly  in  the  work-lead,  partly  in  the  matte  produced. 

The  roasting  and  reduction  method  is  carried  on  at  the  smelting 
works  at  Freiberg  in  Saxony,  Langelsheim  and  Astfeld  in  the  Lower 
Harz,  Altenau  in  the  Upper  Harz,  Ems,  Braubach,  Mechernich, 
StoUberg,  Call,  Commern,  Ramsbeck,  Miisen  and  Tarnowitz  in  Prussia, 
Przibram  in  Bohemia ;  at  La  Pise,  Pontgibaud  and  Vialas  in  France, 
Pertusola  near  Spezzia  in  Italy,  in  the  provinces  of  Murcia  and 
Almeria  in  Spain,  at  Fahlun  in  Sweden,  and  in  the  Western  States 
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of  North  America  (Colorado,  Utah,  Nevada,  Montana),  as  well  as  iu 
Mexico  and  Japan.  Some  examples  of  the  various  methods  of  work- 
ing will  be  found  in  the  pages  immediately  following. 

Smelting  at  the  Sophien  Works,  near  Langelsheim,  and  the  Jidms 
Works,  near  Goslar. 

The  lead  ore  of  Rammelsberg,  near  Goslar,  containing  zinc  blende, 
is  treated  at  these  works.  After  being  roasted  three  times  in  heaps 
(page  324),  the  zinc  sulphate  formed  is  extracted  with  water, 
and  the  remaining  ore  is  smelted  in  the  modern  form  of  furnace 
described  on  page  369.  The  average  composition  of  the  ore  is  as 
follows : — 

Lead  oxide 9    per  cent. 

Zinc  oxide        25  „ 

Iron  oxide        2.5  „ 

Sulphur  (partly  as  SO3)     .        5  „ 

Barium  sulphate       ...  20  „ 

Copper 0'75  ,, 

Silver 0-015  „ 

Basic  iron  slags  from  Oker  are  added  to  the  charge  in  order  to 
assist  in  the  slagging  of  the  zinc.  The  charge  is  made  up  of  40  parts 
of  ferruginous  slag  from  Oker,  100  parts  of  roasted  ore,  and  40  parts 
of  slag  from  a  previous  operation ;  the  ore  added  is  made  up  of 
46  per  cent,  of  lixiviated  smalls  and  54  per  cent,  of  ore  in  lumps 
which  have  not  been  extracted  with  water. 

The  blast  pressure  is  l^^-  to  If  inches  of  mercury,  and  there  are 
five  or  six  tuyeres  each  of  2  inches  diameter  ;  8  to  10  tons  of  ore 
are  treated  every  24  hours  with  a  consumption  of  20  per  cent,  of  coke. 
The  work-lead  obtained  contains  0*1  per  cent,  of  silver,  the  copper 
going  into  the  slag  as  a  matte ;  such  rich  foul  slag  constitutes 
2  per  cent,  of  the  total  slag  produced  and  contains  5  to  7  per  cent,  of 
lead  in  the  form  of  matte.  It  undergoes  a  single  roasting  in  heaps, 
and  is  then  smelted  for  work-lead,  together  with  various  furnace 
residua,  basic  iron  slags  from  Oker,  and  slag  from  a  previous 
operation. 

The  charge  consists  of  100  parts  of  slag  and  furnace  residua  and 
20  parts  of  Oker  slag  and  30  of  slag  from  a  previous  operation.  In 
addition  to  the  work-lead  a  certain  amount  of  foul  slag  is  pro- 
duced which  is  again  smelted  in  the  same  way,  and  a  large  amount 
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of  poor  slag  which  is  thrown  away  as  it    only  contains  h  to  f  per 
cent,  of  lead  ;    it  has  the  following  composition  : — 

Silica 16'9    per  cent. 

Ferrous  oxide  ....  3o05 

Zinc  oxide 19*64 

Barium  sulphate    .  1024 

Alumina 6'31 

Lime 6'05 


A  sample   of  slag  produced  in    1887   had   the    following   com- 
position : — 


Silica  .  . 
Alumina 
Baryta  .  . 
Lime  .  .  . 
Magnesia  . 
Ferrous  oxide 


12-87 
312 

23-40 
2-10 

0-72 
20-64 


Zinc 20-25 

Lead 0*77 

Copper 0-87 

Manganese  .     .     .     .     1-48 
Sulphur 6-40 


The  flue  dust  rich  in  zinc  is  collected  in  flues  and  chambers 
attached  to  the  furnace.  It  contains  considerable  quantities  of  lead 
and  is  treated  with  sulphuric  acid,  the  zinc  dissolving  and  the  lead 
remaining  as  oxide  and  sulphate  in  the  residue  which  is  added  to  the 
ore  furnace  charge. 


Lead  Smelting  at  Freiberg. 

At  the  two  Freiberg  smelting  works — the  Mulden  works  and  the 
works  at  Halsbriicke — the  roasted  lead  ores  are  smelted  together  with 
silver  and  argentiferous  copper  ores,  the  greater  part  of  the  silver 
being  obtained  in  the  work -lead,  whilst  the  copper  and  a  portion  of 
the  silver  pass  into  the  matte. 

The  lead  ores  contain  15  to  80  per  cent,  of  lead.  Ores  with  15  to 
30  per  cent,  of  lead  are  classed  as  "  leady  ores  "  (hleiische  erze),  ores 
with  30  to  80  per  cent,  of  lead  as  galena,  the  average  content  of  lead 
being  40  per  cent.,  and  of  silver  0*35  per  cent.  The  percentage  of 
silver  in  the  ores  which  are  smelted  together  with  the  lead  ores,  varies 
from  0'005  up  to  several  per  cent.     These  ores  are  of  four  kinds : — 

1.  Copper  ores  with  1  to  10  per  cent,  of  copper. 

2.  Zinc  blende.  Blendes  with  more  than  25  per  cent,  of  zinc  are 
treated    by    themselves  for  that  metal,    the    argentiferous    residues 
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going  to  the  lead   smelting  ;  blendes  with  less  than  25   per  cent,  of 
zinc  are  roasted  and  smelted,  together  with  the  lead  ores. 

3.  Arsenical  pyrites  and  iron  pyrites  containing  varying  amounts 
of  silver. 

•i.  "  Dry  "  ores  {diirrerze).  This  class  consists  of  silver  ores,  the 
gangue  being  either  quartz  or  quartz  and  pyrites,  the  value  of  the 
silver  in  the  ore  being  alone  taken  into  account, 

A  portion  of  these  ores  is  roasted  in  long-bedded  calciners  {foi't- 
schmifclungsdfcn),  and  thereby  freed  from  a  part  of  its  sulphur  and 
arsenic,  the  sulphur  dioxide  produced  being  used  for  sulphuric  acid 
making,  and  the  arsenical  fumes  being  worked  up  for  arsenic  or 
arsenical  compounds. 

The  argentiferous  mispickel  is  heated  in  clay  retorts  {hriigen)  in  a 
gallery  furnace,  in  order  to  obtain  white  arsenic,  which  volatilises  and 
condenses  in  the  crystalline  state. 

Ores  consisting  of  a  mixture  of  iron  pyrites  and  arsenical  pyrites, 
with  20  to  30  per  cent,  of  sulphur  and  10  to  15  per  cent,  of  arsenic, 
are  heated  in  clay  retorts  for  the  manufacture  of  arsenious  sulphide 
(rothglas),  the  residue  from  this  operation  being  then  roasted 
and  the  sulphur  dioxide  evolved  used  for  making  sulphuric  acid. 

All  ores  containing  25  per  cent,  and  over  of  sulphur,  and  less 
than  10  per  cent,  of  arsenic,  as  well  as  the  residue  still  rich  in 
sulphur  from  the  rothglas  manufacture,  are  roasted  in  kilns  when  in 
lump  form,  and  the  ore  fines  in  muffle  or  Gerstenhofer  furnaces  ;  the 
sulphur  dioxide  produced  is  used  in  the  manufacture  of  sulphuric 
acid.  As  the  ores  contain  a  certain  amount  of  arsenic,  arsenious 
oxide  is  given  off  in  roasting,  together  with  the  sulphur  dioxide,  and 
this  is  as  far  as  possible  condensed  in  leaden  chambers  or  flues,  and 
the  flue  dust  afterwards  worked  up  for  white  arsenic  (arsenmehl  and 
iveissglas). 

The  charge  for  the  roasting  in  the  reverberatory  furnace  is  made 
up  from  the  ores  thus  prepared,  together  with  raw  ores  containing  lead, 
copper  and  silver,  as  well  as  a  certain  amount  of  residues  containing 
lead  and  silver,  and  flue  dust.  The  mixture  is  so  proportioned  that 
the  charge  contains  on  an  average  20  to  30  per  cent,  of  lead,  20  per 
cent,  of  sulphur,  20  to  25  per  cent,  of  silica,  and  not  more  than  10 
per  cent,  of  zinc,  the  amounts  of  copper  and  silver  present  depending 
on  the  way  in  which  the  charge  is  made  up,  the  amount  of  silver  as 
a  rule  varying  from  O'l  to  015  per  cent.  In  the  roasting  in  the  rever- 
beratory furnace  the  sulphur  percentage  is  reduced  to  3  or  5  per 
cent.,  this  amount  being  requisite  to  ensure  the  copper  being  collected 
in  the  matte  as  sulphide.     The   reverberatory  furnace  (fortschaufel- 
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ungsofen)  has  a  hearth  44  feet  2  inches  long  by  10  feet  8  inches 
broad,  the  fireplace  being  9  feet  10  inches  by  21  ^  inches  (for 
description  and  illustration  see  pages  334-5). 

The  roasting  is  conducted  so  as  to  finally  melt  the  charge,  any 
zinc  sulphide  still  present  being  dissolved  by  the  double  silicate  of 
iron  and  lead  which  is  formed.  The  ore  charges  in  the  furnace 
weigh  li  tons,  and  one  is  withdrawn,  the  others  moved  up,  and  a 
fresh  charge  introduced,  every  three  hours.  In  24  hours  9  to  12 
tons  of  ore  are  roasted  with  a  consumption  of  25  per  cent,  of  coah 
the  labour  of  six  men  being  required. 

The  roasted  ores  are  then  smelted  in  the  blast  furnaces  previously 
described  (page  368),  the  furnaces  having  a  height  from  hearth  to 
throat  of  17  to  25  feet,  a  diameter  of  5  feet  at  the  tuyere  level,  and 
of  6  feet  7  inches  at  the  throat,  and  working  with  a  pressure  of  blast 
of  y^  of  an  inch  of  mercury. 

The  charge  is  made  up  of  the  roasted  ores  and  slags  from  ore 
smelting  operations,  the  latter  being  easily  fusible  and  sufficiently 
ferruginous  to  take  up  the  zinc  contained  in  the  ores.  The  iron 
necessary  for  the  reduction  of  the  sulphides  contained  in  the  charge 
is  contained  as  oxide  in  the  roasted  ores.  At  the  Muldenhiitte  the 
charge  consists  of  equal  weights  of  ores  and  slags,  and  30  to  35  tons 
of  ore  are  smelted  in  24  hours  with  a  coke  consumption  of  5*5  tons. 
Each  furnace  requires  the  labour  of  4  men  per  shift,  1  smelter,  2 
chargers  and  1  slag  wheeler. 

The  furnaces  ran  from  3  to  4  years  without  stopping,  in  spite  of 
the  high  percentage  of  zinc  in  the  charge. 

The  process  at  the  Halsbriicke  works  is  identical  with  that 
described  as  being  in  operation  at  the  Muldener  works. 

The  composition  of  the  slag  which  is  formed  has  already  been 
given  (page  346).  On  account  of  its  containing  some  6  per  cent,  of 
lead  it  is  not  thrown  away,  but  usually  undergoes  a  special  slag 
smelting,  together  with  the  matte  produced  during  the  ore  smelting. 
The  work-lead  produced  in  the  process  which  contains  up  to  1  per 
cent,  of  silver  is  desilverised.  The  lead  matte  produced  in  ore  smelt- 
ing contains  15  to  20  per  cent,  of  lead,  8  to  14  per  cent,  of  copper, 
and  0*14  to  0'2  per  cent,  of  silver.  It  is  first  roasted  in  kilns  and 
then  in  Wellner's  stalls,  and  then  generally  smelted  in  blast  furnaces, 
together  with  the  slag  from  the  ore  smelting  and  some  siliceous 
material,  the  products  being  work-lead  and  copper  matte.  If 
the  lead  matte  was  sufficiently  rich  in  copper  (10  per  cent.),  the 
matte  produced  contains  enough  of  that  metal  to  enable  it  to  be 
directly  treated  in  the  reverberatory  furnace,  otherwise  it  is  roasted 
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and  again  smelted  in  the  blast  furnace  in  order  to  extract  the  lead 
from  it. 

Speiss  is  sometimes  produced  in  the  ore  smelting.  It  consists 
chiefly  of  arsenide  of  iron,  together  with  nickel,  cobalt,  copper,  lead, 
and  some  silver.  This  is  worked  up,  when  a  sufficient  amount  has 
been  accumulated,  to  a  nickel-cobalt  speiss,  the  further  treatment  of 
which  is  undertaken  at  the  smalt  works. 

The  slag  and  the  matte  from  ore  smelting  are  worked  up  by  a 
special  slag  smelting,  the  process  being  carried  out  in  a  similar 
furnace  to  the  one  employed  in  ore  smelting.  The  charge  is  made 
up  of  slag,  roasted  matte,  residues  containing  lead,  and,  if  necessary, 
some  unroasted  matte  to  furnish  sulphur,  the  charge  at  the  Mulden- 
hiitte  in  1891  consisting  of  6  cwt.  of  slag,  4  cwt.  of  roasted  matte, 
and  4  cwt.  of  plumbiferous  additions,  which  charge  required  77  lbs 
of  coke  for  smelting,  60  tons  being  put  through  every  24  hours. 

The  products  of  this  smelting  are  work-lead  with  0'4  to  0'7  per 
cent,  of  silver,  and  a  matte  known  as  copper-lead  matte  or  slag  matte, 
containing  80  per  cent,  of  copper,  5  to  8  per  cent,  of  lead,  and  0'08  to 
0'16  per  cent,  of  silver,  together  with  slag. 

The  work-lead  is  desilverised,  the  matte  is  roasted  sweet,  leaving 
a  residue  consisting  chiefly  of  copper  oxide  which  is  treated  with 
sulphuric  acid  to  extract  the  copper,  the  residue  being  worked  up 
for  the  silver  it  contains  (see  Silver). 

The  slags  contain  O'OOlo  per  cent,  of  silver  and  1'5  per  cent,  of 
lead.  The  richer  portions  undergo  a  second  slag  smelting  in  the 
blast  furnace,  only  with  a  smaller  addition  of  plumbiferous  materials, 
the  charge  at  the  Muldenhiitte  in  1891  being  made  up  of  Qh  lbs.  of 
these  additions  and  6  cwt.  of  slag,  requiring  77  lbs.  of  coke  for 
smelting,  36  tons  being  treated  in  24  hours.  In  addition  to  the 
work-lead  produced,  which  goes  to  the  desilverising  process,  a  poor 
slag  with  29  per  cent,  of  silica,  37  per  cent,  of  ferrous  oxide,  9  to  11  per 
cent,  of  zinc,  I'o  per  cent,  of  lead,  and  0009  to  0*0015  per  cent,  of 
silver  is  formed,  which  is  thrown  away. 

In  matte  smelting  a  speiss  is  usually  produced  containing  iron, 
lead,  copper,  nickel,  cobalt  and  silver.  This  is  roasted  and  then 
smelted  with  slags  in  a  blast  furnace,  producing  work-lead,  matte  and 
a  second  speiss.  This  is  again  roasted  and  smelted,  and  yields  now  a 
speiss  with  0"05  per  cent,  of  silver,  15  to  20  per  cent,  of  nickel  and 
cobalt,  and  20  per  cent,  of  copper,  which  is  sold  to  the  Saxon  cobalt 
blue  (smalt)  works. 
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Smelting  at  Mechernich. 

At  Mechernich,  the  so-called  l-nottencrz  from  the  Bunter  sand- 
stone is  smelted.  It  consists  of  a  sandstone  containing  disseminated 
galena  in  pieces  of  the  size  of  peas  to  hazel  nuts,  and  also  contains 
some  lead  carbonate. 

The  dressed  ore  is  first  roasted  in  the  fortscliaufelungs  furnace 
and  melted  at  the  end  of  the  roasting,  the  sulphur  content  being 
I'educed  to  0*6  to  0*7  per  cent.  The  roasted  ore  has  the  following 
composition : — 

Lead 6208 

Copper 0*14 

Antimony 0-08 

Iron      .     .          0'56 

Lime 1"28 

Alumina 4'24 

Silica 22-77 

Sulphur 0-60 

It  is  smelted  in  rectangular  blast  furnaces,  together  with  ferru- 
ginous materials  (tap  cinder,  hasmatite)  and  limestone.  The  products 
are  work-lead  with  0"02  per  cent,  of  silver,  and  a  matte  forming  1^  to 
2  per  cent,  of  the  weight  of  the  lead  obtained,  and  containing  61  per 
cent,  of  iron,  8  per  cent,  of  lead,  and  0'8  per  cent,  of  copper.  As 
soon  as  a  sufficient  quantity  has  accumulated,  it  is  roasted  in  stalls 
and  then  smelted  by  itself  for  the  lead  it  contains.  The  slags  contain 
88  per  cent,  of  silica,  37  per  cent,  of  ferrous  oxide,  21  per  cent,  of 
lime,  8  per  cent,  of  alumina,  and  0'8  to  0*5  per  cent,  of  lead.  If  they 
contain  more  than  0'7  per  cent,  of  lead,  they  are  added  to  the  first 
ore  smeltinfj. 


Smelting  at  Altenau  in  the  Upper  Harz. 

The  ore  is  a  galena  with  11  to  18  per  cent,  of  quartz.  It  is  first 
roasted  in  a  long-bedded  calciner  (60  feet  long  by  10  feet  broad, 
with  14  working  doors  on  each  side),  being  finally  melted,  4  charges, 
each  of  1"4  tons  of  ore,  being  drawn  every  24  hours.  Every  ton 
of  ore  requires  0"18  ton  of  coal,  and  the  labour  of  four  men  in  12 
hours  is  necessary. 

The  roasted  material  is  smelted  in  the  Raschette  furnace  described 
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on  page  o70,  at  a  blast  pressure  oi  \l  to  ||-  of  an  inch  of  mercury, 
together  with  burnt  pyrites,  roasted  matte,  and  slags  from  a  previous 
operation,  the  products  being  work-lead  and  an  argentiferous  copper 
matte.     The  charge  used  at  one  time  to  be  made  up  as  follows  : — 

4  parts  roasted  ore. 

1  part  raw  ore  in  the  form  of  slimes. 

0'75  to  1  part  of  lime. 

O'o  to  1  part  of  roasted  copper  matte  from  a  previous  operation. 

8'5  to  9  parts  of  slag  from  a  previous  operation. 

The  raw  slimes  are  added  in  order  to  promote  the  formation  of 
matte. 

In  24  hours  10  tons  of  ore  are  smelted,  with  a  coke  consumption 
of  32  to  84  per  cent.  The  labour  of  2  smelters,  2  chargers  and 
2  slag  wheelers  is  required  per  8  hours'  shift. 

The  products  of  the  smelting  are  a  work -lead,  and  a  matte  con- 
taining 3  to  8  per  cent,  of  copper  and  18  per  cent,  of  lead.  This  is 
roasted  in  kilns  and  again  added  to  the  smelting  charge  until  it 
contains  12  per  cent,  of  copper,  when  it  is  treated  for  its  copper 
and  silver.  The  slags  contain  31'86  per  cent,  of  silica,  018  per  cent, 
of  copper,  6*02  per  cent,  of  zinc  oxide,  30*03  per  cent,  of  ferrous 
oxide,  and  from  0-5  to  0"75  j)er  cent,  of  lead.  Slags  containing  more  than 
0"75  per  cent,  of  lead  are  put  back  again  into  the  furnace.  The  roasted 
ore  is  also  smelted  in  small  blast  furnaces  of  circular  section,  5  tons 
of  ore  being  treated  every  24  hours. 


Smelting  at  Przihram  in  Bohemia. 

At  Przibram,  argentiferous  lead  ores  containing  zinc  blende  are 
smelted  by  the  roasting  and  reduction  process ;  the  average  composi- 
tion of  the  ores  in  the  years  1878  and  1881  was,  according  to  Dietrich, 
as  follows : — 

1878 

Galena 58-88  . 

Zinc  blende    .    .    .    7-59  . 

Tin  sulphide 

Silver  sulphide  .    .    0-353 

Pyrites 3-43 

Mispickel    ....     1-02 
Antimony  sulphide   1  "72 

The  ores  are  mixed  so  as  to  contain  50  per  cent,  of  lead,  and 
then  roasted  in  the  reverberatory  furnace,  previously  described 
(page  333),  until  the  sulphur  is  reduced  to  1  per  cent.    Every  6  hour  s 


1881 

1878 

1881 

.    .  51-72 

Copper  sulphide    . 

0-09      . 

.    0-90 

.    .  11-0 

Ferrous  carbonate. 

7-61      . 

.  10.49 

.    .    0-03 

Manganese      ,, 

1-46      . 

.     1-69 

.    .    0-33 

Calcium            , , 

2-67      . 

.    2 -.38 

Magnesium     ,, 

1-55      . 

.     1-52 

'.    '.    0-'63 

Alumina      .    .    .    . 

1-82 

.    2-50 

.    .    1-10 

Silica 

11-96      . 

.  13-90 
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1  ton  of  ore  is  drawn  from  the  furnace,  so  that  in  24  hours  4  tons  are 
roasted.  The  fuel  used  in  roasting  is  a  mixture  of  bituminous  coal 
and  lignite,  and  amounts  to  from  85  to  88  per  cent,  of  the  ore. 

The  ore  is  then  smelted  in  a  circular  blast  furnace,  with  8  tuyeres, 
each  2f  inches  diameter,  the  blast  pressure  being  ly^-  inches  of 
mercury  (page  868),  together  with  limestone  and  ferruginous  mate- 
rials, the  charge  in  the  year  1881  being  made  up  as  follows  : — 


00 

pa] 

fts 

of  ore. 

3-77 

>> 

pig  iron. 

6-85 

„ 

burnt  pyrites. 

5-05 

)) 

calcite. 

6-18 

,, 

limestone. 

0-45 

)» 

spathic  iron  ore. 

lo-18 

„ 

iron  refinery  slag. 

Every  24  hours  22  tons  of  ore  (31  tons  of  charge)  are  treated, 
16 "39  tons  of  coke  and  155  bushels  of  charcoal  being  used  to  every 
100  tons  of  ore. 

The  work-lead  produced  contains  0*44  per  cent,  of  silver,  and  goes 
to  the  desilverising  process.  The  matte,  of  which  only  a  very  small 
quantity  is  produced,  is  first  roasted  in  stalls  and  then  added  again  to 
the  ore  smelting  charge.  The  slag  containing  less  than  1*5  per  cent, 
of  lead  and  0"0028  per  cent,  of  silver,  is  thrown  away,  the  richer  slag 
beinof  worked  over  arain. 


Smelting  at  Denver,  Colorado. 

The  ores  treated  at  the  Omaha  and  Grant  Smelting  and  Refininsr 
Company's  Works,  near  Denver,  are  lead  ores  containing  silver,  zinc 
and  copper,  the  average  composition  being  14  per  cent,  of  lead  and 
60  to  75  ounces  of  silver  per  ton,  7  to  10  per  cent,  of  zinc,  and  a  smaller 
amount  of  copper.  Rich  galenas  with  less  than  12  per  cent,  of  zinc 
are  smelted  directly  in  blast  furnaces  without  a  previous  roasting. 
The  other  ores  are  roasted  in  the  reverberatory  furnace,  previously 
described  (page  836),  the  mass  being  fused  down  at  the  end  of  the 
operation  in  the  melting  furnace  attached  to  the  roaster. 

In  24  hours  11  tons  of  ore  are  roasted  down  to  8  per  cent,  of 
sulphur,  8  tons  of  coal  being  used,  and  8  men  being  required  in  each 
shift. 

The   smelting   of    the   roasted    ore   is  carried    on    in    the  rect- 
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angular  blast  furnaces,  described   on   page  376,  the  charge  consist- 
ing of: — 

250  lbs.  of  roasted  ore. 

80      „       roasted  matte  from  a  previous  operation. 
70       „       oxidised   iron  ore  from   Leadville  (with 
5  to  10  ounces  of  silver  per  ton  and  20 
per  cent,  of  manganese). 
11.5       ,,       limestone. 
180       ,.       slag. 
120      „       coke. 
20       ,,       charcoal. 


In  24  hours  60  tons  of  charge,  containing  40  tons  of  ore,  are 
treated,  the  blast  pressure  being  1^  inches  of  mercury. 

The  products  of  the  smeltmg  are  lead,  vs^ith  300  to  400  ounces  of 
silver  and  3  to  4  ounces  of  gold  per  ton,  2  per  cent,  of  copper,  and 
1  per  cent,  of  antimony,  this  being  refined  and  its  gold  and  silver 
extracted  ;  matte  containing  6  per  cent,  of  copper,  8  per  cent,  of 
zinc,  4  to  5  per  cent,  of  lead,  and  60  ounces  of  silver  per  ton  ;  and 
finally  slag  with  1:^  ounces  of  silver  per  ton,  0*2  per  cent,  of  lead,  and 
8  per  cent,  of  zinc  oxide.  The  matte  is  roasted  in  a  fortschaufclungs 
furnace,  7|  tons  being  treated  in  24  hours  with  the  labour  of  2  men 
per  shift  and  a  consumption  of  3  tons  of  coal.  The  roasted  matte  is 
then  smelted  in  a  blast  furnace  {sinirofcn),  together  with  the  solidi- 
fied richer  outer  portions  or  shells  of  the  slag,  the  charge  being  made 
up  of: — 

600  lbs.  of  slag  shells. 
300     „       roasted  matte. 

30     .,       quartzose  ores. 
120     „       coke. 

20     „       charcoal. 

104  tons  of  charge  are  treated  in  24  hours. 

The  lead  obtained  carries  600  ounces  of  silver  to  the  ton  and 
is  desilverised ;  the  matte  contains  20  per  cent,  of  copper,  4  per  cent, 
of  lead,  and  100  ounces  of  silver  per  ton,  and  is  treated  further  for 
these  metals. 

The  slag  is  allowed  to  partially  solidify  in  slag-pots,  the  poorer 
liquid  portions  tapped  off  and  thrown  away,  and  the  solidified  shells 
are  added  to  the  charge  in  either  the  ore  or  matte  smeltincr. 
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Smelting  in  Spain. 

The  roasting  and  reduction  j)rocess  is  carried  on  in  the  Spanish 
provinces  of  Murcia,  Ahiieria  and  Jaen,  where  it  has  ahnost  displaced 
the  iron-reduction  process  formerly  used.  The  ores,  which  in  part 
contain  considerable  amounts  of  silver,  are  first  roasted  in  single- 
hearthed  reverberatory  furnaces,  and  then  smelted  in  blast  furnaces. 
At  some  of  the  works  (Mazarron,  San  Jacinto  near  Garrucha,  Aguilas) 
large  modern  furnaces  of  circular  section,  cased  with  boiler  plate,  are  in 
use,  but  most  of  the  works  employ  the  Castilian  blast  furnace  of 
circular  section  with  three  tuyeres.  The  latter  have  almost  displaced 
the  draught  furnaces  which  were  formerly  used,  but,  in  addition, 
square,  rectangular  or  round  furnaces,  with  one  or  two  tuyeres, 
are  also  employed.  At  Mazarron,  where  the  smelting  has  recently 
been  conducted  in  two  large  circular  furnaces,  work-lead  with  0'12 
to  0'14  per  cent,  of  silver  is  produced ;  the  lead  from  the  smelting 
works  near  Carthagena  contains  0*09  to  0'12  per  cent,  of  silver. 

THE  IRON-REDUCTION  PROCESS  {NiecUrschlcigsarheit). 

The  iron-reduction  process  has  for  its  object  the  production  of  lead 
from  galena  by  the  action  of  metallic  iron,  which  at  a  certain  tempera- 
ture combines  with  the  sulphur,  forming  ferrous  sulphide. 

The  decomposition  of  lead  sulphide  by  metallic  iron  only  takes 
place  at  high  temperatures,  and  is  incomplete,  because  a  portion  of  the 
ferrous  sulphide  which  is  j)roduced  combines  with  lead  sulphide  to 
form  a  double  iron-lead  sulphide  or  lead  matte,  which  is  the  poorer  in 
lead  the  higher  the  temperature  at  which  the  reduction  is  effected. 

The  iron  is  added  either  as  metallic  iron  or  in  the  form  of  some 
highly  ferruginous  material ;  if  reverberatory  furnaces  or  low  blast 
furnaces  with  the  ore  charged  in  vertical  columns  are  used,  the 
iron  must  be  employed  in  the  metallic  state.  With  taller  blast 
furnaces  charged  horizontally,  oxides  and  basic  silicates  of  iron  may 
with  advantage  be  employed  in  place  of  the  metal,  the  materials 
used  being  red  and  brown  haematites,  spathic  iron  ore,  burnt  pyrites, 
roasted  lead  matte,  tap  cinder  or  refinery  slag.  These  are  reduced 
to  metallic  iron  in  the  furnace,  and  the  iron  formed  reacts  energetically 
with  the  lead  sulphide. 

The  presence  of  other  sulphides,  or  of  arsenic  and  antimony  com- 
pounds in  the  ore,  is  injurious,  as  they  are  reduced  by  the  iron,  and 
thus  not  only  cause  a  waste  of  that  metal,  but  also  alloy  with  the  lead 
and  render  it  impure. 
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Copper  and  iron  pyrites  take  up  an  additional  amount  of  iron  and 
increase  tlie  quantity  of  matte  produced.  Zinc  blende  is  partly 
decomposed  by  metallic  iron  with  the  production  of  vapours  of  zinc, 
and  passes  partly  into  the  matte  and  partly  into  the  slag,  thus  giving 
rise  to  the  same  objections  as  in  the  roasting  and  reduction  process. 

Antimony  sulphide  is  reduced  by  metallic  iron  with  the  formation 
of  ferrous  sulphide,  the  reduced  antimony  alloying  with  the  lead. 
With  excess  of  iron,  a  speiss  consisting  of  an  iron-antimony  alloy  is 
produced.  When  the  charge  contains  arsenious  sulphide,  the  arsenic 
as  well  as  the  sulphur  combines  with  iron,  and  if  present  in  large 
amounts,  it  gives  rise  to  the  formation  of  a  speiss  carrying  with  it 
copper,  lead  and  silver. 

The  only  sulphides  without  injurious  influence  on  the  iron-reduction 
process  are  those  of  copper  and  silver.  Copper  sulphide  is  decomposed 
by  iron  to  a  certain  extent,  but  if  it  is  present  in  excess  it  finds  its 
way  undecomposed  into  the  matte.  Silver  sulphide  is  decomposed  by 
both  iron  and  lead  and  is  found  for  the  most  part  in  the  latter  metal, 
a  smaller  amount  being  taken  up  by  the  matte.  The  silver  is  found 
in  a  considerably  greater  proportion  as  compared  with  the  lead  in  the 
matte  than  in  the  separated  metallic  lead  itself,  and  as  there  is  no 
reason  why  the  lead  of  the  matte  should  take  up  more  silver  than  the 
free  lead,  it  is  necessary  to  assume  that  a  portion  of  the  silver  is  taken 
up  by  the  sulphide  of  iron  in  the  matte  ;  this  is  in  accordance  with 
the  known  fact  that  silver  and  iron  sulphides  readily  combine  one 
with  another. 

Of  the  other  foreign  substances  employed  in  the  process,  lime, 
silica  and  the  various  lead-containing  materials  added,  remain  to  be 
considered. 

Lime,  which  is  frequently  present  in  the  ores  and  is  often  pur- 
posely added  in  small  amounts  to  the  smelting  charge,  does  not  act 
directly  on  galena,  or  only  to  a  very  slight  extent.  [According  to 
Berthier  lime  and  carbon  acting  together  partially  reduce  lead 
sulphide,  forming  calcium-lead  sulphide  and  carbon  monoxide  accord- 
ing to  the  equation  : — 

2  PbS  -I-  CaO  -F  C  =  Pb  -f  PbS.CaS  -f  CO]. 

Lime,  however,  causes  a  separation  of  ferrous  oxide  from  ferrous 
silicate  and  the  separated  oxide  being  reduced  to  metal  by  carbon 
effects  a  decomposition  of  the  galena  with  the  production  of  lead  and 
ferrous  sulphide.  It  also  causes  a  separation  of  lead  oxide  from  the 
slags  at  high  temperatures.  The  slag  itself  is,  as  has  already  been 
mentioned,  rendered  less  fusible  by  the  addition  of  lime. 
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Silica  is  generally  present  in  the  ores  and  combines  Avith  the  free 
bases  present  as  well  as  Avitli  the  bases  of  the  basic  slags  added, 
forming  silicates.  Basic  ores  require  an  addition  of  silica  or  acid 
silicates  to  act  as  fluxes. 

Lead  oxide  and  materials  containing  lead  oxide,  such  as  litharge 
and  old  hearths  and  the  mixture  of  oxides  skimmed  from  the  surface 
of  the  molten  lead,  react  together  with  lead  sulphide  as  in  the  other 
processes,  forming  lead  and  sulphur  dioxide.  Any  lead  sulphate  in 
the  roasted  ores  behaves  in  a  similar  way.  The  presence  of  these 
bodies  is  thus  advantageous,  as  they  replace  a  portion  of  the  iron. 

The  quantity  of  iron  necessary  for  reduction  has  been  found  in  the 
Upper  Harz  to  be  20  to  25  per  cent,  by  weight  of  the  galena  smelted, 
the  theoretical  quantity  being  23"43  per  cent.  If  less  iron  be 
employed  a  smaller  amount  of  lead  is  obtained  in  the  free  state  as 
more  goes  into  the  matte.  If  an  excess  of  iron  be  used,  but  little 
more  lead  is  obtained,  whilst  the  amount  of  silver  in  the  matte 
increases. 

The  temperature  in  the  iron-reduction  process  must  be  kept  up  to 
such  a  point  that  the  matte  contains  not  more  than  10  per  cent,  of 
lead.  For  this  purpose  the  charge  must  be  so  constituted  as  to  possess 
the  requisite  fusibility,  and  the  smelting  must  be  properly  conducted  in 
suitable  furnaces,  which  may  either  be  reverberatory  or  blast  furnaces. 

The  process  if  conducted  in  reverberatory  furnaces  requires  the  iron 
added  to  be  in  the  metallic  state,  demands  the  consumption  of  a  large 
amount  of  fuel,  and  is  attended  with  a  considerable  loss  of  lead  in  the 
slag  and  by  volatilisation.  Blast  furnaces  are  therefore  generally 
employed,  the  use  of  reverberatory  furnaces  being  quite  exceptional. 
The  former  are  not  only  cheaper  but  on  account  of  their  reducing 
capabilities  allow  of  the  iron  being  added  as  oxide  or  bas-ic  silicates. 

The  slags  produced  in  the  iron-reduction  process  must  be  suffi- 
ciently refractory  to  approach  more  nearly  to  bisilicates  than  to  mono- 
silicates,  lime,  ferrous  oxide,  magnesia  and  alumina  serving  as  bases. 

The  lead  matte  produced  in  the  process  is  roasted,  whereby  its 
iron  sulphide  is  converted  into  oxide,  and  in  this  condition  it  is  added 
to  the  ore  charge  in  order  that  its  iron  may  be  available  as  a  reducing 
agent.  If  it  contains  a  large  percentage  of  copper,  or  if  its  copper 
content  has  been  brought  up  to  a  certain  amount  by  repeated  treat- 
ment with  the  ores  in  the  furnace,  then  it  is  roasted  several  times 
over  and  smelted  by  itself.  By  this  means  the  lead  together  with 
the  greater  portion  of  the  silver  contained  in  it  are  extracted,  and 
the  copper  with  a  little  silver  forms  a  copper  matte  which  is  subse- 
quently worked  for  its  copper  and  silver. 
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The  necessity  for  the  employment  of  a  high  temperature  and  the 
impossibility  of  avoiding  the  formation  of  lead  matte  constitute  the 
chief  disadvantages  of  the  iron-reduction  as  compared  with  other 
processes.  The  maintenance  of  a  high  temperature  necessitates  the 
consumption  of  a  large  amount  of  fuel  and  causes  logs  of  lead  by  volatil- 
isation, whilst  the  lead  matte  requires  a  series  of  operations  to  obtain 
the  silver  and  copper  contained  in  it,  which  operations  are  both  costly 
and  attended  with  further  losses  of  metal.  In  spite  of  the  advantages 
of  the  process,  viz.,  the  absence  of  any  necessity  for  roasting  the  ores  and 
the  consequent  smaller  loss  of  silver,  a  good  yield  of  lead  and  the 
possibility  of  obtaining  any  copper  in  the  ore — it  has  on  account  of 
the  above  mentioned  drawbacks  been  superseded  in  most  places  by  the 
roasting  and  reduction  process.  As  a  separate  process  it  is  only  rarely 
employed  under  exceptional  local  conditions  as  in  the  Upper  Harz, 
whilst  in  other  places,  particularly  in  the  United  States,  it  is  often 
used  in  conjunction  with  an  oxidising  smelting  of  the  ores  or  with  the 
roasting  and  reduction  process. 

The  furnaces  employed  in  the  process  are  chiefly  tall  blast 
furnaces  charged  in  horizontal  layers.  If  low  furnaces  with  the  ore 
and  fuel  in  vertical  columns  were  used,  the  reduction  of  the  iron  from 
the  oxide  could  not  be  etfected,  and  in  such  cases  the  iron  would  have 
to  be  added  in  the  metallic  state.  In  the  Upper  Harz  the  lead 
matte  produced  in  low  furnaces  contained  20  to  30  per  cent,  of  lead, 
whilst  in  a  tall  furnace  with  the  fuel  and  ore  charged  in  horizontal 
layers  it  only  contained  6  to  12  per  cent,  of  lead. 

The  furnaces  are  constructed  similarly  to  those  used  for  the  roasting 
and  reduction  process,  furnaces  of  rectangular  section  being  capable  of 
smelting  a  greater  quantity  in  a  given  time  than  circular  ones.  The 
ores  should  preferably  be  in  a  fine  state  of  division  as  the  decom- 
position, which  demands  intimate  contact  between  the  ore  and  the 
iron,  thus  becomes  more  complete.  Slags  must  be  charged  with  the 
fine  ores  in  order  to  keep  the  furnace  from  being  choked. 

Charcoal  or  coke  or  a  mixture  of  both  is  employed  as  fuel,  and 
the  pressure  of  the  blast  should  be  kept  as  low  as  possible  in  order  to 
avoid  the  production  of  iron  bears  from  the  richly  ferruginous 
material  added. 

The  iron-reduction  process  in  the  Upper  Harz. 

At  Clausthal  and  Lautenthal  in  the  Upper  Harz  the  iron- 
reduction  process  has  reached  a  high  state  of  perfection,  the 
noticeable  features  of  the  process  being  the  high  percentage  of  silver 
obtained  from  the  ores,  the  small  amount  of  lead  which  is  left  in  the 
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slag,  the  collection  of  the  small  percentage  of  copper  present  in  the 

matte,  and  the  employment  of  the  roasted  matte  as  a  reducing  agent 

in  the  furnace. 

I  Recent  analyses  of  the  ores  as  they  leave  the  dressing  works,  show 

them  to  have  the  following  composition  : — 

Lead oO        to  74       per  cent. 

Silver (1-05  to    0-12 

Copper l)-02to    0-6 

Zinc 0-3    to    7 

Antimony 0  02  to    O'S 

Iron 0-4    to    4 

Sulphur 8-5    to  14-2 

Alumina 0'07  to    I'S  „ 

Lime 0-2    to    1-4 

Insoluble  matter(quartz  and  silicates)  5"9    to  32'4  „ 

The  average  amount  of  quartz  in  the  ore  is  L5  per  cent. 

The  process  was  formerly  conducted  in  well  furnaces  wider  at 
the  bottom  than  the  top,  with  one  or  two  tuyeres,  the  charge  and  fuel 
beino-  introduced  in  vertical  columns  and  metallic  iron  being  employed 
as  a  reducing  agent.  Since  the  year  1835,  endeavours  had  been  made 
to  substitute  oxides  and  silicates  of  iron  for  the  metal,  but  this  change 
was  only  rendered  possible  in  1864  by  replacing  the  older  furnaces 
by  Raschette  furnaces  and  substituting  coke  for  charcoal  as  the  fuel, 
the  latter  having  been  used  exclusively  up  to  1859.  At  first  the 
material  employed  to  furnish  the  necessary  iron  was  the  slag  from 
copper  smelting  at  Oker  w^hich  contained  17  to  21  per  cent,  of  silica, 
QQ  to  70  per  cent,  of  ferrous  oxide  and  1  to  2  per  cent,  of  copper, 
the  latter  being  obtained  afterwards  in  the  lead  matte.  More 
recently,  roasted  lead  matte  consisting  mainly  of  iron  oxides  has 
with  advantage  been   substituted   for  the   slag. 

At  first  the  silica  in  the  ores  was  fluxed  by  means  of  copper  slags 
from  the  Lower  Harz,  and  after  these  were  exhausted,  the  residue 
from  the  wet  copper  extraction  process  at  Oker  was  employed.  This 
was  obtained  in  the  course  of  the  extraction  of  copper  from  cupriferous 
pyrites  which  were  submitted  to  an  oxidising  and  chloridising  roast- 
ing, the  copper  chloride  being  dissolved  out  by  lixiviation.  When  the 
works  at  Oker  ceased  to  employ  this  process,  the  necessary  ferruginous 
material  was  obtained  by  using  burnt  pyrites  from  the  sulphuric  acid 
manufacture,  tap  cinder,  hammer  slag  and  brown  haematites ;  these 
latter  materials  are  still  employed. 

Both  Raschette   and  circular  furnaces  are  in   use   for   smelting. 
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The  newer  furnaces  are  of  the  type  of  independent  iron-cased  Pilz 
furnaces,  and  have  been  modified  by  Kast  to  suit  the  iron-reduction 
process ;  two  circular  furnaces  have  also  been  built  inside  the  retain- 
ing wall  of  a  Kaschette  furnace  (twin  furnaces). 

All  the  furnaces  are  arranged  as  well  furnaces  with  fixed  fore  hearths 
on  account  of  the  refractory  character  of  the  charge  with  its  content 
of  zinc.  The  Raschette  furnace  has  already  been  described  and 
illustrated  on  page  870.  One  Raschette  furnace  at  Clausthal  measures 
2  feet  10  inches  by  7  feet  at  the  tuyere  level  and  4  feet  6  inches  by 
7  feet  at  the  throat,  the  distance  between  the  two  being  16  i  feet.  The 
tuyeres  lie  3  feet  above  ground  level,  and  the  sump  is  2  feet  below  the 
tuyeres.  There  are  12  tuyeres,  5  in  each  of  the  longer  sides  and  one 
in  each  of  the  shorter  ends.  The  Raschette  furnace  at  Lautenthal 
is  22  feet  high,  measuring  3  feet  by  7  feet  5  inches  at  the  tuyeres  and 
4  feet  7  inches  by  7  feet  5  inches  at  the  throat  with  a  distance  between 
the  two  of  16  feet  5  inches.  The  tuyeres  lie  20  inches  above  the  lowest 
point  of  the  well  and  5  feet  6  inches  above  the  floor  level.  There  is  the 
same  number  of  tuyeres  as  in  the  Clausthal  furnace,  and  they  are 
similarly  arranged. 

The  older  circular  furnaces  at  Clausthal  are  18  feet  8  inches  hicjh 
from  the  working  floor  to  the  throat,  having  four  tuyeres  and  being 
built  of  masonry.  They  are  3  feet  in  diameter  at  the  tuyere  level, 
and  4  feet  9  inches  at  the  throat,  the  distance  between  the  two  being 
15  feet  9  inches ;  the  lowest  point  of  the  well  lies  27^  inches  below 
the  tuyeres. 

The  new  circular  furnaces  are  provided  with  4  or  5  tuyeres  and 
are  3  feet  in  diameter  at  the  tuy^eres  and  5  feet  5  inches  in  diameter  at 
the  throat,  the  height  between  the  two  being  19  feet  and  the  distance 
from  the  tuyeres  to  the  lowest  point  of  the  well  2  feet  6  inches,  the 
several  furnaces  vaiying  slightly  from  these  dimensions.  The  tuyeres 
are  2|  inches  in  diameter,  projecting  4  inches  into  the  furnace  and  the 
pressure  of  the  blast  is  equal  to  f  to  1  inch  of  mercury. 

The  arrangement  of  a  four-tuyered  furnace  in  use  at  Clausthal 
is  illustrated  in  Figs.  265  and  266.  S  is  the  foundation  stone,  s  the 
cast  iron  foundation  plate,  y  a  slag  bed  surrounded  by  brickwork  z,  x 
a  clay  layer  topped  by  brickwork  u;  v  a  layer  of  quartz  sand,  and  u 
the  brasque  hearth  out  of  which  the  well  is  made.  The  brickwork 
r  round  the  lower  portions  of  the  furnace  is  of  ordinary  brick  for  a 
height  of  3  feet,  and  thence  to  a  height  of  3  feet  6  inches  above 
the  tuyeres  is  made  of  fire  bricks.  Water  blocks  q  surround  the  water 
tuyeres  o,  p  are  the  tuyere  pipes,  I  is  the  blast  main,  and  m  is  a  flue 
for  conveying  the  waste  gases  and  dust   into  fume  condensers.     The 
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flue  m  is  20  inches  in  diameter  and  projects  downwards  into  the  furnace 
a  distance  of  31 1  inches ;  n  is  the  fore  hearth,  h  the  tap  hearth,  i  the 
slag  runner  and  h  is    the    outer   covering   of  iron    plate  lined  with 


brickwork.     A  supporting  ring  a  is  fastened  to  I  and  is  carried  by  the 
columns  d  which  rest  on  the  foundation  S. 

With     suitable    arrangements     and     proper     management     the 
productive  capacity  of  the  Raschette  furnace  can  be    made   nearly 


\ 
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double  that  of  the  circular  one,  3  to  8^  tons  being  smelted  in  the 
latter  as  against  6  to  6*8  tons  per  24  hours  in  the  former.  The 
circular  furnaces  require  the  labour  of  3  men  per  shift,  1  smelter, 

1  charger  and  1  slagwheeler;  the  Raschette  furnaces  that  of  6  men, 

2  for  each  duty. 

As  already  mentioned  the  charge  is  made  up  of  ore,  a  precipitating 
or  reducing  agent,  a  flux  for  the  silica  and  earthy  matter  of  the  ore, 
together  with  some  material,  usually  slag,  to  prevent  the  pulverulent 
ore  from  choking  up  the  furnace.  Any  waste  material  containing  lead 
or  silver  is  also  added,  and  at  Clausthal  the  addition  of  limestone  in 
small  quantities  has  been  recently  practised.  The  composition  of  the 
charge  varies  with  the  nature  of  the  material  available  as  a  flux  for  the 


Fig.  266. 


silica  (burnt  pyrites,  tap  cinder,  hsematite  or  mill  cinder).  At  Lauten- 
thal  where  the  work-lead  from  Clausthal  is  desilverised  and  where 
consequently  large  amounts  of  argentiferous  residues  are  produced, 
these  are  added  in  considerable  proportions  to  the  ore  charge  in  order 
to  obtain  the  metals  contained  in  them.  In  the  year  1888  the  charges 
at  Clausthal  were  made  up  as  follows  : — 


100  parts  of 

'  ore. 

50        „ 

roasted  matte. 

■34 

mill  cinder. 

28        „ 
70       „ 

slag  from  a  previous  operation, 
matte  slag. 

8 

limestone. 

D     D 
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In  the  year  1890-1  the  composition  was  as  follows  : — 

100        parts  of  ore  slimes. 

4'25  „  plumbiferous  residues. 

44'05  „  roasted  matte. 

38"48  „  mill  cinder, 

1'86  „  refinery  slag. 

1*31  ,,  spathic  iron  ore. 

0058       „  iron. 

51*18  „  slag  from  matte  smelting. 

71  "48  „  slag  from  ore  smeltin^. 

2'53  „  limestone. 

0'77  „  fluorspar. 

At  Lautenthal  in  July  1893  the  charge  was  made  up  as  follows: — 

Slimes 5      parts 

Fume 0-3      ., 

Roasted  matte 3 

Burnt  pyrites.      .  0"35    ., 

Litharge Oo 

Cupellation  hearths 0'3 

Roll  scale 0-25     ,. 

Slag  from  ore  smelting 4'5 

Slag  from  matte  smelting; 2'5 

Limestone 0'5 

The  working  of  the  process  resembles  that  of  the  roasting  and 
reduction  process.  The  blast  pressure  employed  is  from  f  to  1  inch 
of  mercury.  In  24  hours  6  to  6'8  tons  can  be  smelted  in  the 
Raschette  furnace  or  the  twin  furnace  (see  page  399)  and  3  to  3i 
tons  in  the  single  circular  furnace.  The  consumption  of  fuel  varies 
according  to  the  composition  of  the  charge  and  the  character  of  the 
ores,  from  35  to  43  per  cent,  by  weight  of  coke,  an  average  of  40 
parts  of  coke  being  used  for  every  100  parts  of  ore. 

Matte  is  produced  in  the  proportion  of  65  to  70  parts  for  every 
60  parts  of  work -lead,  though  at  Lautenthal,  where  a  large  amount 
of  rich  lead  residues  is  added,  more  work -lead  than  matte  is  formed, 
e.g.,  in  the  year  1892-93  for  every  100  parts  of  work-lead  87 '5  of 
matte  were  produced. 

The  work-lead  and  matte  are  tapped  out  together  from  the  fore- 
hearth  into  a  tap-hearth,  whilst  the  slag  continually  flows  away.  As 
soon  as  the  matte  has  solidified  it  is  lifted  out  of  the  tap-hearth 
;ind  the  liquid  lead  remaining  is  ladled  into  moulds. 
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The    work-lead  contains  on  an  average  O'l-l  per  cent,  of  silver, 
and  the  following  analyses  by  Hampe  show  its  composition  : — 


Clausthal. 

Laiitenthal. 

Clausthal. 

Lautentlial 

Lead  .    .    .    . 

.  98-2944  . 

98-96475 

Iron    .    .    .    . 

.    0-0064  . 

.    0-0<J89 

Copper  .    .    . 

.    0-1862  . 

0-283S 

Zinc   .    .    .    . 

.    U-(I028  . 

.    0  0024 

Antimony 

.    0-7203  . 

0-5748 

Nickel   .    .    . 

.    0-0023  . 

.    0-0068 

Arsenic      .    . 

.    0-0064  . 

0-0074 

Cobalt    .    .    . 

.    0-00016 

.    0-00035 

Bismuth    '.    . 

.    0-0048. 

0-0082 

Cadmium  . 

traces 

traces 

Silver     .    .    . 

.    0-1412  . 

0-1421 

This  work-lead  is  desilverised  at  Lautenthal.  The  lead  matte 
from  the  iron -reduction  process  contains  on  an  average  7  to  15  per 
cent,  of  lead,  3  to  8  per  cent,  of  copper  and  0"02  to  0'0325  per  cent, 
of  silver.  At  Clausthal  the  lead  matte  produced  in  1884-85  had  the 
following  average  composition  : — 


Per  cent. 

Lead •     ...  1291 

Copper 3 -.50 

Silver 0-03 

Antimony 0  31 

Zinc 3-29 

Manganese 019 


Per  cent. 

Nickel  and  Cobalt    .    .    .  0-09 

Iron 48-35 

Lime 0-75 

Silica 1-49 

^lagnesia 0-05. 

Sulphur 28-81 


Lead  matte  also  contains  oxygen,  according  to  Hampe,^  as  the 
following  two  analyses  of  Clausthal  lead  mattes  produced  in  1878  or 
1877-78  will  show  :— 


Sulphur  . 
Lead  .  . 
Iron  .  . 
Copper  . 
Antimony 
Silver  .  . 
Zinc 

Manganese 
Nickel      . 


I 
23-921  . 
15-500  . 
42-940  . 

6-295  . 

0-120  . 

0-044 

6-000  . 

traces  . 

0-26    . 


II 
.  25-05 
.  12-44 
.  48-64 
.  3-49 
,  0-13 
.  0-035 
.    4-31 

traces 
.    0-11 


I 


Silica 1-56 

Alumina      .    .    .  0-77 

Lime 0-156 

Magnesia    .    .    .  0-024 

Pota.sh  (K.,0)      .  0-17 

Soda  (Na.jO)   .    .  0-28 

Sulphur  trioxide  0-22  .  not  estiniateil 

Oxygen    ....  1-50    ..    .    2-03 


II 

1-22 
1-51 
0-51 
0-05 
0-13 
0-10 


99-76 


100 -.3.55 


The  amount  of  sulphur  in  the  matte,  after  deducting  the  amount 
combined  with  the  copper  as  CugS  and  with  the  silver  as  Ag.,S,  is  not 
sufficient  to  form  normal  sulphides  with  the  metals  present.  Iron 
and  lead  must  therefore  either  exist  as  free  metals  dissolved  in  the 
matte  or  else  as  lower  sulphides,  the  existence  of  which,  as  already 
mentioned   has  not  been  proved.^ 

The  lead  matte  produced  at  Clausthal  in  the  year  1886-7 
contained  on  an  average  11 '008  per  cent,  of  lead,  3'81  per  cent,  of 
copper  and  U-021  per  cent,  of  silver,  80"92  per  cent,  of  the  lead  in  the 
original  charge  being  obtained  hs  work-lead  and  10'14  per  cent,  in 


1  Chemiker-Ztg,  1892,  16,  No.  28. 

-  vSclmabel,  Alhjumcine  Hiittenhunde,  page  9. 
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the  matte.  Of  the  silver  originally  present,  87*01  per  cent,  was 
found  in  the  work-lead  and  13"22  per  cent,  in  the  matte.  The  method 
of  treating  this  matte  is  given  on  a  subsequent  page. 

The  slags,  as  regards  their  content  of  silica,  lie  between  mono-  and 
bi-silicates,  more  nearly  approaching  the  latter;  the  slags  from 
Clausthal  in  recent  times  have  contained  somewhat  less  silica  than  was 
formerly  the  case.  The  composition  of  the  older  slag  from  Clausthal 
was  as  follows  : — 

Per  cent.  Per  cent. 

Silica 37 '908  Manganous  oxide   ....  1'02 

Ferrous  oxide  .    .    .    .  32-695  '  Potash      0-419 

Ferrous  sulphide        .  1-823  i  Soda 1-013 

Barium  sulphate    .    .  1-508  ;  Nickel  and  cobalt  oxides  .  0-038 

Alumina 8-32  |  Copper      0-08 

Lime 5-416  i  Silver 0-0007 

Magnesia      .    .        .    .  1-302  '  Antimonj^ 0-059 

Zinc  oxide 3-948  j  Sulphur 0-031 

Lead  oxide 3-896  I  Phosphoric  acid      ....  0-708 

A  more  basic  slag  from  Clausthal  produced  in  the  year  1889-90 
had  the  following  composition  : — 

Per  cent.  Per  cent. 

Silica 31-58  I'hosphoruspentoxide  0-83 

Barium  sulphate  .        .  1-34  Zinc  oxide 6-90 

Baryta 1-34  Manganous  oxide  .    .     0-71 


Lead 2-45 

Copper 0-16 

Ferrous  oxide 40-29 

Alumina 7*20 


Lime 4-90 

Magnesia 0-11 

Sulphur 2-63 

Silver 0-0007  to  0-001 


By  assay,  the  slags  contain  0"5  per  cent,  of  lead.  They  are 
thrown  away,  except  such  portions  as  may  be  required  to  keep  the 
charge  open  in  ore  smelting  and  as  a  flux  in  matte  smelting. 


THE    SMELTING    OF    LEAD    MATTE 

As  has  already  been  mentioned,  the  lead  matte  after  roasting 
serves  as  a  flux  and  as  a  source  of  iron  in  the  iron-reduction  process. 
Every  time  that  it  is  employed  in  this  way  its  percentage  of  copper 
increases  and  at  last  it  reaches  a  point  at  which  the  work-lead 
begins  to  take  up  considerable  quantities  of  this  metal  from  it,  so  that 
the  copper  percentage  must  not  be  allowed  to  exceed  a  certain 
amount.  This  is  eftected  by  periodically  withdrawing  portions  of  the 
matte  from  the  process  and  replacing  this  by  fresh  matte,  the 
withdrawal  being  made  as  soon  as  the  amount  of  copper  in  the  matte 
reaches  12  per  cent.,  when  it  is  worked  up  by  itself  for  the  copper  it 
contains.     In  actual  practice  at  the  Clausthal  works  about  one  fifth 
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of  the  matte  produced  in  smelting  is  being  continually  withdrawn 
from  the  process  in  this  way,  and  separately  treated  for  copper  matte. 

The  matte  produced  is  first  roasted,  no  matter  whether  it  is  being- 
worked  up  for  its  copper,  or  whether  it  is  going  to  be  put  back  into 
the  iron-reduction  furnace.  At  Clausthal,  the  roasting  is  carried  on 
in  heaps,  to  the  great  injury  of  the  surrounding  country  on  account  of 
the  action  of  the  gases  evolved ;  at  Lautenthal  and  at  the  Altenau 
works  the  matte  is  roasted  in  shaft  furnaces. 

Before  roasting,  the  matte  is  allowed  to  lie  exposed  to  the  air, 
whereby  it  crumbles  and  becomes  friable  and  is  easily  broken  into 
small  pieces.  By  a  single  roasting,  in  heaps,  the  sulphur  in  the 
matte  is  not  reduced  to  the  requisite  extent  and  it  has  to  undergo 
4  or  even  5  separate  roastings  before  the  sulphur  is  reduced  to  the 
required  6  per  cent.  After  each  firing  the  contents  of  the  heap  are 
sorted,  the  well  roasted  parts  put  on  one  side,  whilst  the  imperfectly 
roasted  portions  and  the  outside  parts  go  to  form  a  new  heap.  In  the 
first  roasting  about  one  third  of  the  matte  will  be  sufficiently  roasted, 
the  remaining  two-thirds  having  to  undergo  a  second  roasting. 

The  heaps  are  built  up  on  a  layer  of  brushwood  and  coal  or 
billets  of  wood.  The  capacity  of  the  heaps  varies  from  loO  to  300 
tons  according  to  the  amount  of  matte  available  and  the  degree  of 
roasting  desired.  The  first  firing  lasts  2  to  3  months,  the  later  ones 
require  a  shorter  period,  and  the  entire  contents  of  a  heap  usually 
require  roastings  lasting  altogether  about  6  months  before  they  are 
ready  for  the  next  operation. 

At  Lautenthal,  the  matte  is  roasted  in  shaft  furnaces  or  kilns  of 
which  six  are  grouped  together.  They  have  vertical  walls  and  are 
13  feet  10  inches  high,  7  feet  6  inches  broad  and  <S  feet  4  inches 
deep.  From  the  floor  two  sloping  saddle-shaped  pieces  crossing 
each  other  rise  to  a  height  of  2  feet,  and  the  roasted  material  is 
withdrawn  at  four  places,  through  two  doors  at  the  front  and  two  at 
the  back.  The  raw  matte  is  mixed  with  roasted  matte  in  order  to 
prevent  it  being  fritted  together,  three  parts  of  once-roasted  matte 
being  mixed  with  four  parts  of  raw  matte.  Each  kiln  is  capable  of 
roasting  2'2  tons  of  matte  (both  raw  and  roasted)  every  24  hours, 
the  roasted  material  containing  8  per  cent,  of  sulphur,  whereas  the 
pyrites  kilns  formerly  in  use  at  Lautenthal  only  reduced  the 
sulphur  down  to  13  per  cent.  The  gases  evolved  from  the  roasting 
kilns  contain  5  to  6  volumes  per  cent,  of  sulphur  dioxide  and  are 
used  for  sulphuric  acid  making. 

The  roasted  matte,  or  such  portion  of  it  as  is  not  required  as  an 
addition  to  the  ore  smelting,  is  now  smelted,  together  with  slag  from 
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ore  smelting,  in  a  blast  furnace  with  1  or  2  tuyeres  in  the  back  wall 
arranged  as  a  well  furnace,  the  products  being  work-lead,  copper 
matte  and  slag.  At  Clausthal,  the  furnace  is  22  feet  8  inches  high, 
circular  in  section,  4  feet  7  inches  in  diameter  at  the  throat  and  2  feet 
7.V  inches  at  the  tuyere  level  which  lies  2  feet  3  inches  above  the 
hearth.  There  is  a  single  tuyere  21  inches  in  diameter  which  projects 
8  inches  into  the  furnace. 

The  charge  consists  of  100  parts  of  matte  and  100  to  140  parts  of 
slaof  from  the  ore  smelting,  and  in  24  hours  5"69  tons  of  roasted  matte 
are  smelted  with  a  coke  consumption  of  1"61  tons,  each  ton  of  coke 
smelting  4-04  tons  of  matte  or  1219  tons  of  charge.  Two  men  are 
required  for  each  shift,  one  smelter  and  one  charger.  From  every  100 
parts  of  roasted  matte  8  parts  of  work-lead  and  15  to  16  parts  of 
copjDer  matte  are  obtained.  The  work -lead  contains  0'22  per  cent,  of 
silver,  and  is  rciined  before  desilverising,  because  it  is  not  as  suitable 
for  the  zinc  desilverising  process  as  the  lead  from  the  ore  smelting  on 
account  of  the  copper  in  it.     The  matte  contains: — 

Lead 8'01  per  cent. 

Copper 12-29 

Silver 0-035      „ 

Iron 45-62 

Zinc 3-36 

Sulphur 21-8  „ 

The  lead  matte,  which  has  been  treated  over  again  in  the  ore 
furnace  to  obtain  the  copper  in  it,  leaves  the  furnace  richer  of  course 
in  that  metal.  At  Lautenthal  for  instance,  the  matte  from  the  iron 
reduction  process  contains  7  to  8  per  cent,  of  copper,  10  to  17  per 
cent,  of  lead,  and  0'03  per  cent,  of  silver.  This  is  smelted  in  a  blast 
furnace  9  feet  10  inches  high,  of  trapezoidal  section,  with  two  tuyeres 
and  a  blast  pressure  of  f  to  1  inch  of  mercury.  The  distance  between 
the  tuyeres  and  the  throat  is  8  feet,  the  back  wall  is  2  feet  6  inches 
long  at  the  tuyere  level,  and  the  front  one  20  inches,  a  sj)ace  of  40 
inches  separating  the  two  walls.  The  throat  is  almost  circulai',  of 
2  feet  9iinclies  diameter,  and  the  nozzle  of  the  tuyeres  measures  two 
inches  in  diameter.  To  every  3-6  parts  of  matte,  4-2  parts  of  ore 
slag  are  added ;  in  1893  equal  weights  of  each  Avere  being  used  ; 
every  24  hours  3*6  tons  of  matte  or  7'8  tons  of  charge  are  smelted 
with  a  coke  consumption  of  I'll  tons. 

The  products  are  work-lead  with  016  to  0-24  per  cent,  of  silver,  and 
matte  Avith  7  to  8  per  cent,  of  lead,  003  per  cent,  of  silver,  and  up  to 
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20  per  cent,  of  copper.     The  slag  contains  loo  to  2  per  cent,  of  lead, 
the  composition  of  the  Clausthal  slag  being  as  follows: — 


Per  cent. 

Silica 24-91 

Lead 1  "oo 

Copper 0-90 

.Silver 0-0022 

Antiniouy  0"20 

Ferrous  oxide  .  .  51 '85 
Aluiniua  ...  .  4*o0 
Phosphoric  anhydride    0'69 


Per  cent. 
013 


Nickel  ) 

Cobalt  (     •    •    •    •    • 

Zinc  oxide 6*56 

Manganese  oxide     .    .    .  0"75 

Magnesia 0'38 

Lime       4'25 

Sulphur 3-86 

Soda  (Na./J) 0-33 

Potash  (K,0) 0-51 


The  matte  is  roasted  and  then  smelted,  producing  a  matte 
richer  in  copper,  and  some  work-lead.  The  matte  roasting  is 
carried  on,  as  previously  described,  at  Clausthal  in  heaps,  and  at 
Lauteuthal  in  kilns. 

The  smelting  of  the  roasted  matte  mixed  with  slag  from  the  ore 
smelting,  is  efifected  in  blast  furnaces.  At  Clausthal  140  parts  of  ore 
slag  are  added  to  every  100  parts  of  matte  ;  at  Lautenthal  equal 
amounts  of  each  are  used.  From  every  100  parts  of  roasted  rnatte 
6  to  7  parts  of  lead  are  obtained  and  22  to  27  parts  of  copper  matte. 
The  work -lead  contains  0'24  per  cent,  of  silver  and  is  softened  before 
desilverising ;  the  matte  contains  28  to  40  per  cent,  of  copper,  6  to  13 
per  cent,  of  lead,  and  007  to  0*08  per  cent,  of  silver.  A  matte  of  this 
kind  from  Clausthal  contained  : — 


Lead  . 
Copper 
Silver  . 


13  011 
35-72 

0-08 


Iron 21-88 

Zinc 2-23 

Sulphur 19-49 


The  slag  from  this  second  matte  smelting  at  the  Clausthal  works 
had  the  following  composition  : — 


Silica 27-21 

Barium  sulphate  .    .  1-11 

Lead 2-25 

Copper 1-39 

Silver 0-0012 

Antimony  .  0-08 

Ferrous  oxide    .        .  54-56 

Alumina         ....  0-85 
Phosphoric  anhydride    0-85 


Nickel  and  cobalt 
Zinc  oxide    .    .    . 
Manganese  oxide 
Magnesia 
Lime      .    .    . 
Soda  (NaoO) 
Potash  (K2O) 
Sulphur    .    . 


0-06 
0-24 
1-07 
0-52 
5-46 
0-31 
0-64 
2-34 


This  slag,  like  that  from  the  previous  smelting  and  the  one 
pioduced  in  the  subsequent  smelting,  is  a  monosilicate  and  is  added 
to  the  ore  smelting. 

The  matte  produced  in  this  second  smelting  is  then  worked  up 
for  its  copper.  It  is  roasted  and  smelted  in  blast  furnaces  arranged 
like  the  previously  described  spurofen.  This  roasting  and  smelling 
IS  repeated  thi-ee  or  four  times ;  no  work-lead  is  produced  as  a  rule, 
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but  the  copper  matte  and  the  black  copper  contain  lead.  The 
roasting  is  effected  in  heaps  or  in  Wellner's  stalls,  as  roasting  in  kilns 
is  difficult  on  account  of  the  easy  fusibility  of  the  matte.  The 
smelting  furnace  has  the  same  dimensions  as  that  used  in  the  first 
matte  smelting,  and  the  various  kinds  of  roasted  matte  are  smelted 
with  an  admixture  of  ore  furnace  slag  in  the  proportion  of  100  to  120 
parts  of  slag  to  every  100  of  roasted  matte. 

At  Clausthal,  in  this  third  smelting,  100  parts  of  roasted  matte 
yield  10  parts  of  black  copper  and  46  parts  of  copper  matte,  I'oo  tons 
of  matte,  or  S'id  tons  of  charge  being  smelted  in  24  hours  using  0*47 
tons  of  coke.  The  black  copper  contains  30  per  cent,  of  lead,  which 
is  separated  from  it  by  liquation ;  the  matte  has  the  following 
composition  : — 


Lead 9-06 

Silver 0-07o 

Copper 42 -.30 


Iron       19-98 

Zinc  .                     ...         1-59 
Sulphur 17-89 


And  the  slag  from  this  operation  contains  : — 


Silica       17-43 

Lead 1-47 

Copper 1-90 

Silver 0-0015 

Antimony 0-09 

Ferrous   oxide 6214 

Alumina 5-87 

Phosphoric  anhydride     .  0*43 


Manganous  oxide  ....  0-49 

Zinc  oxide    ....  4  .30 

Cobalt  and  nickel  ....  027 

Lime 2-00 

Magnesia          0-39 

Potash  (K„0) 0-57 

Soda  (Na..O) 0-33 

Sulphur  ' 1-47 


The  matte  is  now  submitted  to  4  or  5  alternate  roastings  and 
smeltings,  whereby  black  copper  and  a  matte  much  richer  in  copper 
ai'e  obtained.  In  many  cases  the  fifth  and  sixth  operations  are 
combined  on  account  of  the  small  quantities  of  matte  available.  At 
Clausthal,  from  100  parts  of  roasted  matte,  the  following  amounts 
were  obtained  : — 

at  the  4th  operation  •24'7  parts  of  black  copper  and  38-5  parts  of  matte 
.,      5th        ,,  18-9  „  ,,  59-5      ,, 

„      6th         .,  17  „  ,,  56-3       ,, 

The  black  copper  from  the  sixth  operation,  produced  at  Clausthal 
in  1883  had  the  following  composition  : — 


Copper 69-37 

Lead 24  45 

Silver 0-28 

Antimony ()-39 

Arsenic ii-]6 


Iron    .    . 
Cobalt 
Nickel  . 
Zinc  .    . 
Sulpluir 


115 

1-64 

0-41 
1-60 


At  Lautenthal,  by  the  combined  fifth  and  sixth  ojjeratious  (known 
there  as  the  second  and  third  working  of  the  copper-matte),  62  parts 
of  black  copper  and  31  parts  of  matte  are  obtained  from  every  100 
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parts  of  roasted  matte.  The  black  copper  contains  0"24  to  0"80  per 
cent,  of  silver,  10  to  15  per  cent,  of  lead,  and  75  to  78  per  cent,  of 
copper,  and  the  matte  contains  01  per  cent,  of  silver,  3  per  cent,  of 
lead  and  75  to  78  per  cent,  of  copper. 

The  composition  of  the  mattes  produced  at  Clausthal  from  the 
fourth  and  fifth  workings  in  1884  and  from  the  sixth  operation  in 
1885  is  criven  below  : — 


IV. 

V. 

VI. 

Lead 

1884 

6-32 

0-06 
58-10 
11-10 

0-96 
20-15 

1884 

3-88 

0-035 

59-86 

12-24 

0-75 

20-78 

1885 

2-36 

0-02 

52-18 

19-82 

0-59 

20-20 

Silver 

Copper      

Iron 

Zinc 

Sulphur 

And  the  composition  of  the  slags  from  Clausthal  from  the  same- 
operations  in  the  same  years  was  as  follows  : — 


IV.                 i                  V. 

VI. 

Silica 

1884                                 1884 

17-06                     18 -a? 

1885 

21-49 
0-81 
1-66 

0-32 
59-68 
8-55 
0-79 
0-52 
2-02 
0-.38 
2 -.56 
0-41 
0-75 
0-47 
1-55 

Lead 

1-02 

1-88 

0-34 
65-08 
5-36 
0-45 
0-56 
2-55 
0-34 
2-32 
0-24 
0-63 
0-41 
1-02 

0-92 
1-58 

0-20 
61-84 
6-47 
0-47 
0-50 
2-90 
0-54 
2-27 
0-47 
0-77 
0-53 
0-92 

Copper      

Silver 

Antimony 

Ferrous  oxide     .... 

Alumina 

Phosphoric  anhydride  .    . 
Manganous  oxide  .... 

Zinc  oxide 

Cobalt  and  nickel  .... 

Lime 

Magnesia     .... 

Potash  (KgO) 

SodaiNajO) 

Sulphur 

THE  COMBINED  ROASTING  AND  EEDUCTION  AND  IRON-REDUCTION 

PROCESS 

The  iron-reduction  process  is  usually  combined  with  the  roasting 
and  reduction  method  of  smelting,  especially  when  a  portion  of  th& 
ore  is  rich  in  silver  and  is  in  consequence   smelted  direct  without 
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previous  loastiug.  The  combined  processes  are  also  used  when  owing 
to  kimp  ores  being  roasted  in  heaps  or  stalls,  the  percentage  of 
sulphur  is  not  reduced  sufficiently.  In  all  these  cases  ferruginous 
flaxes  are  added  to  the  charge  in  order  that  iron  may  be  reduced  in 
the  furnace  for  the  decomposition  of  the  sulphides  still  left  in  the 
charge.  The  process  of  smelting  does  not  essentially  differ  from  the 
smelting  in  the  roasting  and  reduction  process  and  it  is  conducted  in 
similar  furnaces.  A  similar  method  of  smelting  is  in  use  at  Altenau 
and  Andreasberg  in  the  Harz  (see  the  section  on  Silver),  and  at  the 
Victor-Friedrichs  works  near  Alexisbad. 

At  the  Yictor-Friedrichshiitte  the  so-called  raw  smelting  ores  that 
are  treated,  are  ores  containing  limestone  and  spathic  iron  ore  and 
20  per  cent,  of  lead,  blendes  with  50  per  cent,  of  lead,  and  jigged  ore 
with  20  per  cent,  of  lead,  these  being  smelted  in  pieces  of  1  to  1^  inches 
cube  in  Pilz  furnaces,  together  with  roasted  galena  with  40  per  cent, 
of  lead.  The  roasting  of  the  lead  ores  is  conducted  in  a  long-bedded 
.  calciner  (fortschaufelungsofen),  35  feet  long,  6  feet  10  inches  broad, 
five  charges  of  half  a  ton  each  being  in  the  furnace  at  once,  and  the 
roasting  being  carried  far  enough  to  sinter  the  mass  together.  In  24 
hours  4  tons  of  ore  are  treated  with  a  fuel  consumption  of  0'4  ton  of 
coal,  85  cubic  feet  of  wood  and  7  cubic  feet  of  cinders,  the  sulphur 
in  the  ore  being  reduced  to  2  per  cent. 

The  smelting  is  conducted  in  a  Pilz  furnace  arranged  as  a  crucible 
furnace  (page  368),  the  charge  consisting  of: — 

30  per  cent,  raw  ores. 

20       ,,  roasted  ores. 

40       „  slag  from  a  previous  operation. 

10       „  limestone. 


In  24  hours  about  20  tons  of  ore  are  smelted  with  a  blast-pressure 
•of  1|  to  1 J  inches  of  water  and  a  consumption  of  12  per  cent,  of  the 
■weight  of  the  charge  in  coke.  The  matte  produced  forms  80  per 
cent,  by  weight  of  the  work-lead  obtained,  and  the  work-lead  has  the 
following  composition  : — 


Copper 0-2674 

Antimony 0-8296 

Lead    .   \ 98-4296 

Silver 0-235 

Arsenic 0-0264 


Sulphur       0-0784 

Zinc 0-0023 

Iron 0-0355 

Nickel \  .  .^_„ 

Cobalt i  ^''"'-''^ 


The  matte  conta,ins  about  25  per  cent  of  lead,  2  per  cent  of  copper 
and  61  per  cent,  of  iron,  and  the  slag,  which  is  a  monosilicate,  has  the 
following  composition :  — 
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Silver 0-OUl            |            Lime SO 

Silica 28-9                          Magnesia \l 

Alumina 11 '2                           Lead  sulphide 1-4 

Manganous  oxide    .    \  .„.q                           Zinc  sulphide 6'0 

Ferrous  oxide  .    .       j 

The  work-lead  is  either  first  desilverised  or  is  cupelled  direct.  The 
matte  is  roasted  in  kilns  and  stalls  and  then  smelted  in  Pilz  furnaces, 
together  with  those  portions  of  the  slag,  which,  on  account  of  the  lead 
in  them,  have  not  been  thrown  away.  To  the  charge  for  this  smelting, 
various  bye-products  containing  lead  are  also  added,  as  for  instance  old 
•cupellation  hearths,  litharge,  and  lead  dross,  together  with  certain 
kinds  of  ores  (fluxing  ores)  containing  some  copper,  silver  and  lead. 
At  one  time  the  composition  of  the  charge  was  as  follows : — 

60  per  cent.  slag. 

10         ,,         spathic  ore. 

10         „         pyritic  slimes. 

10         „         roasted  matte. 

10  „         lead  dross  or  similar  plumbiferous  material 

Every  24  hours,  40  tons  of  charge  are  smelted,  the  coke  used 
forming  7  to  8  per  cent,  by  weight  of  the  charge,  and  the  blast 
pressure  being  equivalent  to  11  to  12  inches  of  water. 

By  this  smelting  a  work-lead  is  produced,  a  clean  slag,  and  a 
matte  containing  about  5  per  cent,  of  copper,  and  12  to  15  per  cent,  of 
lead.  This  is  re -roasted  and  again  added  to  the  slag  smeltinsr  until  it 
contains  12  to  15  per  cent,  of  copper  and  it  is  then  worked  up  with 
suitable  fluxes  for  its  copper,  silver  and  lead. 

At  the  Julius  and  Sophien  works  (see  page  3 85),  where  the  oi-es 
are  roasted  in  heaps  and  only  imperfectly  desulphurised,  the  smelting 
operation  is  really  a  combination  of  the  iron-reduction  with  the 
roasting  and  reduction  process,  the  latter  however  being  the  chief 
process ;  the  necessary  iron  is  furnished  mainly  by  the  iron  oxide 
present  in  the  roasted  ores. 

In  the  United  States  pure  argentiferous  galenas  are  usually  added 
in  a  raw  state  to  the  roasted  ores,  and  if  the  silver  present  amounts  to 
more  than  100  ounces  per  ton  they  are  nearly  always  smelted  raw,  and 
■often  when  it  falls  below  this  amount.  Roasted  lead  matte  serves  as 
a  reducing  agent  or  if  this  is  worked  up  by  itself,  ores  containing  iron 
oxide  or  pure  hjematite  take  its  place.  The  method  of  working  and 
the  arrangement  of  the  furnaces  resemble  those  employed  for  the 
roasting  and  reduction  process. 
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THE  COMBINATION  OF  THE  IRON-REDUCTION  PROCESS  WITH  THE 
SMELTING  OF  OXIDISED  ORES 

The  working  up  of  lead  carbonate  with  the  sulphide  by  the  iron- 
reduction  process  is  chiefly  carried  on  when  the  carbonate  is  present 
in  the  ores  in  excess.  This  was  the  case  for  a  considerable  time  in 
many  of  the  works  in  the  Western  States  of  America  though  the- 
process  was  also  formerly  used  even  when  galena  was  in  excess.  At 
the  present  time  at  these  works,  ores  with  more  than  15  per  cent,  of 
sulphur,  whether  existing  as  pyrites,  arsenical  sulphides  and  zinc 
blende  or  as  galena,  are  usually  first  roasted  unless  they  contain  art 
unusually  large  amount  of  silver.  As  previously  mentioned,  ores 
containing  more  than  100  ounces  of  silver  per  ton  are  not  roasted. 

All  ores,  however,  in  which  the  lead  carbonate  predominates  over 
the  sulphide  are  smelted  without  a  preliminary  roasting.  Sulphides 
containing  a  large  amount  of  silver,  as  well  as  ores  with  a  small 
percentage  of  sulphur,  are  mixed  in  suitable  proportions  with  oxidised 
ores.  The  latter  usually  carry  sufficient  iron  oxide  to  act  as  reducing 
agents  for  the  iron-reduction  process.  The  lead  matte  produced  in 
the  process  is  added  to  the  charge  after  being  roasted,  so  that  its 
oxide  of  iron  is  available  as  a  reducing  agent.  The  actual  conduct 
of  the  process  is  precisely  similar  to  the  smelting  operation  of  the- 
roasting  and  reduction  process.  It  is  employed  at  various  works  in 
Colorado  (The  Pueblo,  Colorado  and  Philadelphia  smelting  works) 
and  also  in  Nevada  and  Utah. 

Mixtures  of  lead  carbonate  and  galena  are  also  smelted  in 
Tasmania  at  the  Zeehan  and  Dundas  Smelting  Avorks  near  Zeehan. 
The  carbonate  contains  10  per  cent,  of  silica,  5  to  10  per  cent,  of 
manganese  and  25  per  cent,  of  lead,  whilst  the  galena  is  very  pure 
and  contains  up  to  1.50  ounces  of  silver  to  the  ton.  The  furnaces 
used  are  rectangular,  water-jacketed,  American  ones,  measuring  3  feet 
4  inches  by  11  feet  4  inches  at  the  tuyere  level.  The  height  from 
the  working  floor  to  the  throat  is  20  feet  and  there  are  16  tuyeres. 
In  1892  the  ore  mixture  contained  the  following  constituents  : — 

Silica 7    to    8  per  cent. 

Ferrous  oxide 21    to  24       „ 

Manganous  oxide 4    to    6       „ 

Lead.      . 38    to  41 

Sulphur 2-6 

Silver 25    to  32  ounces  per  ton.. 
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Every  24  hours  80  tons  of  charge  were  smelted,  and  the  slag 
produced  contained  30  per  cent,  of  silica,  40  per  cent,  of  ferrous  oxide 
and  20  per  cent,  of  lime. 

In  the  Spanish  provinces  of  Murcia  and  Almeria,  galena  is 
smelted  together  with  lead  carbonate  and  brown  haematite,  argenti- 
ferous haematites  being  also  often  added.  In  this  way  the  galena 
is  reduced  by  the  iron  formed  by  the  reduction  of  the  iron  oxides. 
The  furnaces  are  draught  furnaces  or  Castilian  blast  furnaces  and 
the  products  are  work-lead  and  matte ;  the  latter  was  formerly 
thrown  away,  but  is  at  present  roasted  and  again  added  to  the  ore 
charge.  Most  of  the  Spanish  works  at  the  present  day  however 
employ  the  roasting  and  reduction  process. 

THE  SMELTING  OF  LEAD  CARBONATE 

Lead  carbonate  gives  off  carbon  dioxide  when  heated  to  200°  C, 
and  the  oxide  so  formed  is  reduced  by  carbon  or  carbon  monoxide  at 
a  red  heat,  so  that  the  metallurgical  treatment  of  carbonate  ores  re- 
solves itself  into  a  smelting  in  reverberatory  or  blast  furnaces  with 
the  addition  of  a  reducing  agent  and  a  flux  for  the  gangue, 

Reverberatory  furnaces  are  only  rarely  used,  as  the  slags  produced 
in  them  are  rich  in  lead,  requiring  a  subsequent  treatment  in  blast 
furnaces ;  consequently  they  are  only  employed  when  very  pure  ores 
are  to  be  smelted.  The  furnaces  are  provided  with  a  well  or  sump, 
and  the  ore  is  heated  on  the  sloping  hearth  together  with  coke,  char- 
coal, lean  coal  or  brown  coal,  in  a  reducing  flame  and  with  constant 
stirring.  The  reduced  lead  drains  into  the  well  and  the  residual 
slag  is  smelted  in  blast  furnaces. 

Lead  carbonate  is  however  usually  smelted  in  blast  furnaces,  which 
are  used  for  this  purpose  in  Southern  Spain,  the  Western  States  of 
America  and  in  New  South  Wales.  The  ore  is  smelted  together 
with  suitable  materials  to  serve  as  fluxes  for  the  gangue,  and  as  this 
generally  consists  of  silica,  lime  or  ironstone  is  used ;  the  slag 
produced  in  the  process  is  also  used  both  as  a  flux  and  to  keep  the 
charge  open. 

The  furnaces  used  resemble  those  employed  for  the  roasting  and 
reduction  process.  In  a  rectangular  American  furnace  measuring  36 
by  60  inches  at  the  tuyere  level,  48  tons  of  carbonate  with  40  per  cent, 
of  lead  and  free  from  zinc,  were  smelted  in  24  hours,  or  18  tons  of  a 
similar  carbonate  containing  18  to  20  per  cent,  of  lead. 

When  the  ore  deposits  were  first  discovered  at  Leadville,  Colorado, 
the  ores  smelted  were  pure  carbonates  containing  large  quantities  of 


4U  METALLURGY 

silver,  but  at  present  the  ores  contain  galena  in  addition  or  consist 
exclusively  of  sulphides ;  the  lead  present  in  the  ores  has  also 
decreased  from  an  average  of  20  per  cent,  down  to  12  per  cent.  The 
silver  in  the  Leadville  carbonates  was  present  partly  as  chloride  and 
partly  as  native  silver,  the  amount  of  silver  present  varying  from  0'06 
to  2  per  cent. 

At  the  works  of  Berdell  and  Withereli  at  Leadville,  ores  contain- 
ing 30  per  cent,  of  lead  and  300  ounces  of  silver  per  ton  were  smelted 
in  rectangular  water-jacketed  blast  furnaces  8  feet  6  inches  high 
from  hearth  to  throat,  and  4  feet  by  2  feet  7  inches  in  section,  having 
5  tuyeres,  each  21-  inches  diameter,  situated  two  on  each  side  and  one 
in  the  back  wall.  The  blast  pressure  was  IfV  inches  of  mercury.  The 
charge  consisted  of  2  cwt.  23  lbs.  of  ore,  46  lbs.  of  slag,  26  lbs.  of 
ferruginous  ores  containing  some  silver  and  gold,  27  lbs.  of  coke  and 
27  lbs.  of  charcoal,  ten  tons  of  ore  being  smelted  in  24  hours.  The 
products  were  work-lead  with  0"9  per  cent,  of  silver,  matte  with  1  per 
cent,  of  arsenic  and  a  little  antimony,  and  slag  with  0*003  to  0*006  per 
cent,  of  silver. 

At  the  present  time  the  greater  part  of  the  carbonates  smelted  in 
the  Western  States  come  from  Mexico,  and  contain  on  an  average 
20  per  cent,  of  lead.  At  the  time  of  the  author's  visit  to  the 
Philadelphia  works  near  Pueblo  in  Colorado,  Mexican  ores  were  being 
smelted  in  addition  to  those  from  Colorado  and  Utah,  the  ores 
averaging  38  to  40  ounces  of  silver  per  ton.  The  charge  was  made 
up  so  as  to  contain  13  per  cent,  of  lead,  and  the  work-lead  obtained 
carried  from  160  to  300  ounces  of  silver  per  ton.  The  furnaces  were 
rectangular  and  water-jacketed,  having  a  total  height  of  22  feet, 
the  height  from  the  tuyere  level  to  the  throat  being  15  feet,  and 
measuring  3  feet  6  inches  by  10  feet  at  the  tuyere  level,  widening 
10  inches  on  either  side  up  to  the  boshes.  Such  a  furnace  smelted  60 
to  70  tons  of  carbonate  ores  in  24  hours.  The  slag  produced 
contained  h  per  cent,  of  lead  and  |  an  ounce  of  silver  per  ton. 

At  the  Avorks  of  the  Consolidated  Kansas  City  Smelting  and 
Refining  Company  at  El  Paso  in  Texas,  carbonates  from  the  Sierra 
Mojada  in  Mexico,  containing  25  per  cent,  of  lead  and  22  ounces  of 
silver  per  ton,  are  smelted  together  with  argentiferous  ores  free 
from  lead  but  rich  in  iron  and  manganese  oxides,  from  Tombstone, 
Arizona.  The  furnaces  are  of  the  rectangular  American  type,  water- 
jacketed,  with  automatic  taps.  They  have  13  tuyeres,  each  4  inches 
in  diameter,  and  measure  10  feet  by  3  feet  6  inches  at  the  tuyere  level. 
From  the  tuyeres  to  the  throat  the  height  is  17  feet,  and  the  blast 
pressure  is  17  inches  of  water. 
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The  charge  is  as  follows  : — 

900  lbs.. of  ore. 

350      „       limestone. 

300      „      slag  from  a  previoris  operation. 


1550  lbs  of  charge. 
200      „      coke. 
40      „       charcoal. 

40'5  tons  of  ore,  15*5  tons  of  limestone  and  13'5  tons  of  slag 
are  smelted  in  24  hours,  the  average  lead  content  of  the  charge  being 
11  to  13  per  cent.,  and  the  average  silver  content  40  ounces  per  ton. 
Every  24  hours  4  tons  of  work-lead  with  200  to  300  ounces  of  silver 
per  ton  and  0*5  to  1*5  ounces  of  gold  are  produced,  and  1"5  tons  of 
matte  with  80  to  100  ounces  of  silver  per  ton.  The  slags  produced 
contain  0*5  to  l*o  per  cent,  of  lead,  and  075  to  1"5  ounces  of  silver 
per  ton,  together  with  32  per  cent,  of  silica,  38  per  cent,  of  ferrous 
oxide  and  20  per  cent,  of  lime  in  addition  to  zinc  oxide,  alumina, 
sulphur,  lead,  &c. 

The  work -lead  is  desilverised ;  the  matte  is  first  roasted 
in  stalls,  then  in  reverberatory  furnaces,  and  is  then  smelted  with 
quartzose  ores  containing  copper  and  silver,  the  second  matte  so 
produced  being  worked  up  at  the  Argentine  works  in  Kansas  City  for 
copper  and  silver. 

At  the  present  time  at  Broken  Hill,  New  South  Wales,  argen- 
tiferous lead  carbonates  are  smelted  together  with  argentiferous 
ores  containing  silica  and  kaolin,  and  but  little  carbonate.  The 
silver  present  in  these  ores  exists  principally  as  chloride  and  as 
native  silver  with  a  little  iodide  and  bromide.  The  principal  veins 
from  which  these  ores  are  derived  change  in  character  as  they  go 
deeper  down,  altering  into  a  mixture  of  galena  and  blende,  so  that  the 
carbonate  smelting  will  probably  cease  in  time  as  the  surface  deposits 
are  exhausted.  The  furnaces  in  use  at  the  Broken  Hill  works  are 
oblong  American  ones  with  cast  iron  water  jackets  and  Arents's 
syphon  tap ;  they  measure  5  feet  by  9  feet  4  inches  at  the  tuyere  level, 
and  there  are  12  tuyeres,  5  in  each  of  the  longer  sides  and  1  at  each 
short  end  of  the  furnace.  Figs.  267  to  270  show  the  construction  of 
the  furnace. 

At  the  largest  of  the  works,  those  of  the  Broken  Hill  Proprietary 
Co.,  the  ores  smelted  in  the  year  1891-92  contained  15  to  18  percent, 
of  lead  and  32  to  39  ounces  of  silver  per  ton,  and  were  made  up  of 
51*5  per  cent,  of  carbonate  ores,  47  per    cent,    of   siliceous,  clayey 
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and  ferruginous  ores,   and  1"5   of  argentiferous  iron  ores  containing 
some  lead. 

This  charge  of  ore  was  mixed  with  32  per  cent,  of  limestone  and 
S'l  per  cent,  of  ironstone,  50  tons  of  mixed  ores  being  smelted  in  each 
furnace  in  24  hours,  the  fuel  used  being  18  per  cent,  of  coke  and  2*8 
per  cent,  of  charcoal,  7  workmen  being  required  for  each  furnace  in 
each  shift.  In  that  year  (1891-92)  246,907  tons  of  ore  were  smelted, 
■yielding  39,390  tons  of  lead  and  9,269,022  ounces  of  silver. 


Fig.  207. 


Part  of  the  Broken  Hill  ores  are  smelted  on  the  sea  coast  in  South 
Australia  (Dry  Creek  near  Adelaide,  and  Port  Pirie),  similar  methods 
beiug  employed.  Part  of  the  work-lead  produced  is  desilverised  in 
Australia,  but  the  bulk  of  it  is  sent  to  Europe  for  further  treatment. 


THE  SMELTING  OF  LEAD  SULPHATE 


Lead  sulphate  only  rarely  occurs  in  sufficient  quantity  to  allow  of 
its  being  worked  by  itself  for  the  lead  it  contains,  and  it  is  usually 
smelted  in  admixture  with  other  ores. 

If  it  has  to  be  worked  alone,  reverberatory  furnaces  nre  the  most 
suitable.     If  galena  is  available  it  is  added  in  such  quantity  that  the 


LEAD 


417 


Fig.  268. 


Fig.  2(30. 
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proportion  of  sulphide  to  sulphate  present  is  the  same  as  in  the  air- 
reduction  jjrocess,  lead  and  sulphur  dioxide  being  produced  by  their 
interaction.  If  however  galena  is  not  available,  a  certain  amount  of 
coal  is  added  to  the  charge  in  order  to  reduce  a  portion  of  its 
sulphate  to  sulphide,  the  two  compounds  afterwards  mutually 
reacting,  producing  lead  and  sulphur  dioxide.  A  residue  is  always 
left,  which  must  be  further  treated  in  blast  furnaces. 

Another  method  of  working  lead  sulphate  consists  in  first  melting 
it  with  quartz  in  reverberatory  furnaces  whereby  lead  silicate  is 
formed ;  this  is  then  treated  in  blast  furnaces  with  limestone  and 
ferruginous  materials  in  the  same  way  as  the  lead  silicate  produced 
in  the  roasting  and  reduction  process.  Lastly,  lead  sulphate  may  be 
smelted  in  reverberatory  furnaces  with  carbon  and  iron,  or  with 
carbon  and  oxides  of  iron  or  basic  iron  silicates  in  blast  furnaces.     By 

this  means  the  lead  sulphate  is 
first  reduced  to  sulphide  by  the 
carbon,  and  this  is  then  reduced 
by  the  iron  which  has  itself  been 
formed  by  the  reduction  of  the 
ferruginous  material,  forming  lead 
and  lead  matte.  Schnedermann 
(Percy-Rammelsberg,  p.  297)  pro- 
posed to  use  reverberatory  fur- 
naces for  smelting  lead  sulphate 
with  67  per  cent,  of  calcium  car- 
bonate, 37  per  cent,  of  fluor-spar 
and  12  to  16  per  cent,  of  coal,  the  calcium  sulphate  formed  being 
fluxed  by  the  fluor-spar,  and  lead  being  produced. 

At  Bagillt  in  Flintshire,  Australian  lead  ores  containing  57'5  per 
cent,  of  lead  sulphate  and  0-96  per  cent,  of  silver  were  smelted  in 
quantities  of  25  cwt.  with  1|-  cwt.  of  small  coal,  f  cwt.  of  pig  iron, 
and  i  cwt.  of  burnt  pyrites  in  reverberatory  furnaces,  such  a  charge 
being  worked  off  in  8  hours.  The  products  were  work-lead 
with  3'98  per  cent,  of  silver  and  some  gold,  and  a  small  amount  of 
lead  matte  (f  cwt.)  containing  13'5  per  cent,  of  lead,  5  per  cent,  of 
copper  and  O'OS  per  cent,  of  silver;  this  on  roasting  and  smelting- 
yielded  work-lead  and  copper  matte. 


Fig.  2T0. 


THE    SMELTING    OF    PLUMBIFEROUS    METALLURGICAL    PRODUCTS 

These  are  obtained  during  lead  smeltinsr,  the  refininfj  of  the  lead, 
and  the  subsequent  desilverising,  and  consist  principally  of  residues 
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from  the  air-reduction  process,  lead  mattes,  slags,  furnace  accretions 
and  deposits,  dross  and  skimmings  from  various  operations,  flue  dust, 
litharge  and  old  cupellation  hearths. 

Residues  from  the  air-reduction  process 

These  contain  lead  oxide,  sulphate,  sulphide  and  silicate.  They 
are  smelted  in  blast  furnaces  by  the  roasting-and-reduction  process, 
or  this  combined  with  the 
iron  -  reduction  method. 
In  the  latter  case  the 
sulphide  is  reduced  by 
metallic  iron  added  to 
the  charge,  or  by  iron 
reduced  in  the  furnace 
from  ferruginous  mate- 
rials in  the  chargfe. 

In  some  of  the  English 
works  a  slag  hearth  or  low  fig.  2ti. 

blast  furnace  3  feet  high, 

built  up  of  cast  iron  plates  and  furnished  with  a  single  tuyere,  is 
employed.  This  is  arranged  as  a  s[)urofen,  i.e.  a  furnace  in  which 
the  molten  products  are  not  allowed  to  accumulate  but  run  off 
as  they  are  formed ;  the  hearth  bottom  is  made  of  cinders  well 
stamped  down,  and  there  is  a  foreh earth  in  which  are  two  pots  or 
wells  of  cast  iron,  one  for  the  lead,  the  other  for  the  slao-.     The  slao- 

flows  over  from  the  first 
into  the  second  where  it  is 
granulated  by  a  stream  of 
cold  W'ater  so  that  any  en- 
:-  tangled  shots  of  lead  can 
easily  be  separated  from  it ; 
the  lead  is  ladled  out  from 
the  well  or  run  from  it  into 
a  tap  hearth. 

Fig.  272.  The  general  arrangement 

is  shown  in  Figs.  271  and 
272  where  d  is  the  front  and  e  the  back  wall,  a  the  hearth  plate,  h 
the  lead  well,  c  the  slag  well,  g  the  spout  conveying  water  for  breaking 
up  the  slag  and  d!  the  tap  hearth.  The  hearth,  lead  well,  and  slag 
well,  are  covered  with  a  layer  of  cinder.  At  Keld  Head  about  4  tons 
of  residues  are  worked  up  in  such  a  furnace  in  6  hours. 

It  is  better    however  to  employ  taller  blast  furnaces  like  those 
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described  as  being  used  for  the  roasting  and  reduction  process.  As  an 
instance  the  working  up  of  the  residues  from  the  Tarnowitz  process 
at  Friedrichshiitte  may  be  cited. 

The  furnace  used  is  similar  to  that  employed  in  the  roasting  and 
reduction  process  with  a  blast  pressure  of  22*5  mm,  of  mercury,  and 
the  charge  consists  of  : — 

2-5  to  3'0    tons  of  residues. 

O'lo       „       old  hearths. 

0"05       „       materials  containing  some  lead. 

4'0         ,,       rich  slags. 

0"3          ,,       calcined  lead  n\atte. 

1"0         „       iron  finery  slag. 

0'2         „       limestone. 

Total...  8-20  tons 
Every  24  hours,  25  tons  of  charge  (7"5  to  8  tons  of  residues)  are 
smelted,  coke  to  the  amount  of  one  twelfth   of  the  weight  of  the 
charge  being  consumed. 

Lead  mattes  and  slags 

The  working  up  of  lead  mattes  has  already  been  described 
under  the  headino-s  of  the  roasting  and  reduction  and  iron-reduction 
jDrocesses.  Slags  are  added  to  the  ore  smelting  charge  and  the 
charge  for  matte  smelting,  but  if  they  are  present  in  such  quantities 
as  to  necessitate  separate  treatment,  like  the  slags  from  the  roasting- 
and-reduction  process  at  Freiberg  and  the  Laurium  Mountains  slag  in 
Greece,  then  they  are  most  advantageously  smelted  in  blast  furnaces. 

At  Freiberg  the  rich  slags  are  smelted  in  Pilz  furnaces  with  the 
production  of  work-lead  and  copper  matte  as  described  on  page  389. 

The  La\iriuni  slags  were  formerly  smelted  in  slag  hearths  with 
lime  and  ironstone,  but  modern  four-tuyered  circular  furnaces  with 
water  jackets  are  now  usee'. 

These  slags,  which  date  back  to  the  time  of  Solon  and  Xenophon 
and  partly  to  the  time  of  Strabo  (B.C.  QQ),  possess  the  following  com- 
position according  to  Diez  : — 

Silica 27'5  to  35*7  per  cent. 

Lead  oxide  .          8  to  15'36  „ 

Zinc  oxide 2  to    9  „ 

Ferric  oxide 14  to  25  „ 

Lime  . 10  to  28 

Magnesia 1  to    3  „ 

Alumina 3  to    9 
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When  using  circular  blast  furnaces,  the  slag  produced  from  this 
slag  smelting  contains  0'5  to  1  per  cent,  of  lead ;  6"6  parts  of  charge 
require  1  part  of  coke,  and  1"9  parts  of  coke  are  used  for  every  unit  of 
lead  obtained. 

Furnace  accretions,  dross,  furnace  residues  and  fl-ue  dust 

By  furnace  accretions  are  meant  the  masses  which  are  found 
adhering  to  the  furnace  walls,  consisting  of  half  melted  portions  of  the 
charge  together  with  volatilised  lead  sulphide  and  portions  of  the 
masonry  lining  of  the  furnace ;  dross  and  furnace  residues  are  impure 
slags  and  solidified  plumbiferous  masses  obtained  in  cleaning  the 
hearths  of  the  furnaces.  These  bodies  are  added  to  the  ore  smelting 
charge,  either  with  or  without  previous  diessing, 

Fluedust. — In  all  lead  smelting  works  arrangements  must  be  made 
for  the  condensation  of  the  metals  and  metallic  compounds  which  are 
volatilised  during  the  smelting  as  well  as  of  those  portions  of  the  ore 
charge  which  are  mechanically  carried  away  in  the  flue  gases,  (see 
Schnabel  "Allgemeine  Hlittenkunde  ").  Unfortunately  many  works 
are  still  serious  offenders  in  these  matters,  such  arrangements  being 
either  not  in  use  or  defective  in  character. 

The  condensed  matter  or  flue  dust  consists  chiefly  of  lead  sulphate, 
lead  oxide,  metallic  sulphides  and  portions  of  the  charge  and  fuel,  and, 
where  zinc  compounds  are  present  in  the  charge,  considerable  amounts 
of  oxide  of  zinc.  The  composition  of  various  flue  dusts  is  given  in 
the  followinsr  table  : — 


Pueblo 
Colorado) 

Upper 
Harz. 

Ems. 

Freiberg. 

1 

I.                     II. 

Lead 

.37-65 

34-8 
18-0 
2-9 

1'- 
J-    3-0 

1-0 
4-5 

12-3 

7-8 
2-8 

2-5 

60-48         67  04 

3-17           4-22 

0-24         0  -16 
0-42         0  -31 

0  003            -003 

/    -  ^-            Ml 
1-15            0-61 

6-22           5-42 

14-78          14-07 

8-0                5-8 

35-2 

5-28 

1  -30 
28-3 

1-57 

1-01   ! 

0-25 
6-19     ! 

3-38     1 
1-17 

Lead  oxide  

Lead  silicate 

Zinc  .    .        

Zinc  oxide 

Cadmium  oxide 

Ar.senic 

5-32 

0-04 

24-98 
1-31 
5-26 

8-63 
2  53 
1-61 

!  11-20 

Antimony 

Silver 

Iron 

Ferric  oxide    ...     •  .    .    .    . 

Alumina 

Lime         .... 

Magnesia 

Silica 

Sulphur 

Sulphur  trioxide 

Carbon  dioxide 

Water 

Carbon      ...                .        . 
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Flau  dust  is  usually  mixed  with  clay  or  lime,  and  added  to  the 
ore  smelting  charge  in  blast  furnaces.  It  is  also  added  by  itself  to  the 
ore  charge  smelted  in  reverberatory  furnaces  by  the  air-reduction 
method  (see  the  Tarnowitz  process).  In  the  works  of  the  Lower 
Harz  it  is  first  treated  with  dilute  sulphuric  acid  on  account  of  the 
high  percentage  of  zinc  oxide  present  which  the  sulphuric  acid 
dissolves.     This  flue  dust  has  the  following  comi30sition : — 

Zinc  oxide 2S"90  per  cent. 

Lead  oxide 20-26 

Copper  oxide 0"72  „ 

Silver 01)7  „ 

Lime 0'45  „ 

Sulphur 5'43  „ 

Insoluble  residue      ....  ]8'14  „ 

Loss  on  ignition 9 '58  „ 

After  extraction  with  sulphuric  acid  the  residue  is  added  to  the 
ore  smelting  charge  and  the  liquors  are  worked  up  for  zinc  sulphate. 
If  the  flue  dust  has  to  be  treated  alone  it  must  first  be  agglomer- 
ated by  means  of  some  binding  material  or  else  compressed  into  bricks. 
Bituminous  substances  answer  best  as  the  binding  material,  such  as 
bituminous  schist  or  coal  tar.  At  the  Mansfeld  copper  works,  flue 
dust  with  14  per  cent,  of  lead  is  obtained  and  this  is  mixed  with 
crushed  hiqjferschiefer,  pressed  into  bricks,  and  then  burnt,  together 
with  cupriferous  schist ;  after  this  treatment  it  is  smelted  with  rich 
iron  slags  in  blast  furnaces  (at  Eckarthlitte),  producing  a  work-lead 
with  0"3  to  0'4  per  cent,  of  silver. 

Smelting   of  Bye-products  Obtained  in   Cupellation 
Processes. 

In  the  Pattinson  and  Parkes's  processes  for  the  concentration  of 
the  silver  contained  in  work-lead  and  in  the  cupellation  process,  certain 
bye-products  are  obtained  which  are  worked  up  for  lead  by  a 
reducing  smelting^. 

These  products  are  cupriferous  and  argentiferous  scums  and  the 
old  hearths  of  the  cupellation  furnace  {scJdicIcer,  ahzug,  dbstricli, 
and  (jldtte). 

ScJilicker  are  the  scums  which  form  on  the  surface  of  cupriferous 
lead  when  it  is  melted  for  the  purpose  of  being  desilverised  ;  they  con- 
tain metallic  lead,  oxides  of  lead  and  copper,  and  a  certain  amount  of 
silver.  They  are  first  submitted  to  a  process  of  liquation  in  order  to 
extract  some  argentiferous  lead,  and  the  residue  is  added  to  the  ore 
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smelting,  or  better  still  to  the  matte  smelting  charge.  If  they  are 
obtained  in  such  quantities  as  to  necessitate  a  separate  smelting  as, 
for  instance,  when  more  desilverising  is  being  done  than  ore  smelting, 
or  where  desilverising  alone  is  practised,  then  they  are  smelted  in 
blast  furnaces  with  pyrites  or  galena,  the  products  being  work-lead  and 
cupriferous  lead  matte,  which  latter  is  roasted  and  smelted  for  copper 
matte  in  blast  furnaces. 

Litharge  (glcUte)  is  produced  during  the  oxidation  of  lead  for  the 
purpose  of  extracting  the  silver,  as  in  the  cupellation  process.  The 
hearth  of  the  furnace  in  which  this  operation  is  conducted  absorbs  a 
portion  of  the  litharge,  and  is  also  treated  for  its  lead  and  silver.  In 
most  works  at  the  present  day  the  argentiferous  lead  is  submitted 
to  a  process  of  concentration,  with  the  production  of  a  small  amount 
of  a  highly  argentiferous  lead  and  a  much  greater  quantity  of  poor 
lead.  Only  work-leads,  which  are  extremely  impure,  chiefly  those 
containing  large  amounts  of  copper  and  which  cannot  consequently 
be  treated  by  the  concentration  process,  are  directly  cupelled. 

Litharge,  produced  in  the  cupellation  of  rich  argentiferous  leads, 
contains  some  silver  and  is  consequently  added  to  the  ore  smelting  if 
argentiferous  lead  ores  are  being  treated,  or  if  ore  smelting  is  not  being 
carried  on,  it  is  smelted,  together  with  the  saturated  hearth,  for 
work-lead.  Litharge  obtained  in  the  cupellation  of  poor  lead  is  as  a 
consequence  poor  in  silver  and  is  either  sold  as  litharge  or  reduced, 
yielding  market  lead.  The  term  "freshening"  (Frischen)  is  applied 
to  the  smelting  process  by  which  the  litharge  is  reduced. 

Old  hearths  are  treated  in  just  the  same  manner  as  the  litharge. 
If  rich  in  silver  they  are  added  to  the  ore  smelting,  or  smelted 
together  with  litharge,  for  work-lead,  and  if  poor  in  silver  are  smelted 
for  market  lead. 

The  "  freshening  "  or  reduction  of  the  litharge  can  be  conducted 
in  hearths,  reverberatory  furnaces  or  blast  furnaces.  Reduction  in 
hearths  is  only  an  imperfect  process  on  account  of  the  large  loss  of 
metal  attending  it  and  the  excessive  consumption  of  fuel,  and  is 
consequently  only  rarely  used.  A  special  form  of  hearth  is  known  as 
the  Siberian  litharge  reduction  hearth,  in  which  the  fluid  litharge  is 
allowed  to  flow  uninterruptedly  out  of  the  cupellation  furnace  through 
a  mass  of  glowing  charcoal  placed  in  a  sort  of  box  in  front  of  the 
litharge  outlet.  The  air  for  the  combustion  of  the  charcoal  enters  by 
the  same  opening  from  which  the  reduced  lead  flows.  Such  an 
arrangement  is  economical  as  regards  fuel,  but  it  renders  the  working 
of  the  cupellation  hearth  more  difficult  and  exposes  the  workers  more 
to  the  fumes  of  lead  ;  a  residue  is  also  left  which  requires  to  be  smelted 
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in    the   blast   furnace.      This   Siberian  reduction  hearth   is   used  at 
Schemnitz  in  Hungary  and  in  the  Altai  Mountains. 

The  litharge  is  usually  reduced  in  reverberatory  furnaces;  by 
suitably  regulating  the  temperature,  excessive  loss  of  lead  by 
volatilisation  is  prevented,  and  foreign  metals  do  not  alloy  with  the 
lead,  but  in  this  case  also  rich  lead  residues  are  produced,  which 
require  to  be  smelted  in  blast  furnaces. 

The  furnaces  are  arranged  similarly  to  those  used  in  the  air- 
reduction  process,  being  built  with  sloping  hearths  of  brasque 
with  an  outlet  like  the  Carinthian  furnace  or  with  a  well.  The 
reduced  lead  flows  out  continually  in  the  first  case,  or  is  periodically 
■  tapped  if  the  latter  arrangement  be  adopted.  In  many  cases  the 
ordinary  German  cupellation  furnace  is  used  for  this  purpose,  a  tap 
hole  being  provided  for  running  off  the  collected  reduced  lead. 

The  litharge  is  not  intimately  mixed  with  carbon,  but  the  two  are 
charged  in  alternate  layers,  a  lean  coal  being  the  form  of  carbon 
generally  used.  After  charging,  a  feeble  fire  is  maintained  and  the 
temperature  raised  to  dull  redness,  the  mass  being  stirred  from  time 
to  time,  the  fire  being  increased  towards  the  end  of  the  operation  in 
order  to  separate  the  last  portions  of  the  lead  from  the  residue  ;  the 
residue  is  then  withdrawn  and  a  fresh  charge  inserted.  The  residue 
consists  of  lead  oxide,  carbon,  impurities  contained  in  the  lead,  the 
ash  -of  the  coal,  and  portions  of  the  hearth,  and  is  either  worked  up 
alone  or  with  other  lead  products  in  blast  furnaces,  or  if  antimony  is 
present,  it  is  smelted  for  hard  lead.  The  scums  which  form  on  the 
lead  after  it  is  withdrawn  from  the  furnace  are  put  back  again  with 
the  litharge. 

At  Deebank  in  North  Wales  according  to  E.ivot  4  charges  of 
litharge  of  3  tons  each  were  reduced  in  24  hours  in  a  furnace  11  feet 
6  inches  long  and  7  feet  6  inches  broad,  1*4  tons  of  fuel  being 
required  for  heating,  and  1'2  tons  of  coal  as  a  reducing  agent.  The 
yield  of  lead  was  90  per  cent.,  and  the  residue  formed  3  per  cent,  of 
the  weight  of  the  litharge,  and  contained  40  to  50  per  cent,  of  lead. 
At  the  Pertusola  works  near  Spezzia  30  tons  of  litharge  are  reduced 
in  24  hours  with  a  yield  of  90  per  cent,  of  the  contained  lead. 

The  reduction  of  litharge  in  blast  furnaces  is  best  effected  in  the 
modern  forms,  resembling  those  used  for  ore  smelting  and  arranged  as 
crucible  furnaces  the  reduction  in  spurofen  having  been  abandoned. 
The  litharge  is  mixed  with  slag  from  a  previous  operation  in  order 
to  protect  the  reduced  lead  from  the  action  of  the  blast,  and  coke  or 
charcoal  is  used  as  fuel. 

The  products  are  lead  and  slag,  the  lead  from  the  reduction  of 
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litharge  poor  in  silver  being  comparatively  impure  as  compared  with 
the  market  lead  from  the  Parkes  and  Pattinson  desilverising 
processes.  This  is  shown  by  the  following  determinations  of  the 
foreign  bodies  present  in  the  lead  from  the  litharge  reduction  at  the 
Upper  Harz  smelting  works  : — 

Lautentlial  (Streng).  Claustlial  (Hilgenberg). 

Copper 0-07  9-081 

Antimony 0-240  0-023 

Iron      0-005  0-0086 

Zinc      0-015  0-013 

The  slags  are  rich  in  lead  (8  to  50  per  cent.)  and  are  consequently 
returned  to  the  process  and  they  also  mechanically  enclose  some 
unreduced  litharge  ;  the  dross  (hleidreck)  formed  on  the  surface  of  the 
lead  after  tapping  is  also  added  again  to  the  charge. 

In  the  UiDper  Harz,  where  in  former  years  lead  was  directly 
cupelled  without  any  previous  concentration  of  the  silver  and  the 
litharge  produced  was  jDoor  in  silver,  the  reduction  of  the  litharge  was 
carried  out  on  a  large  scale.  At  the  present  time  only  the  small 
amount  of  lead  produced  in  matte  smelting  is  cupelled  directly;  the 
ordinary  work-lead  being  previously  desilverised  ;  consequently  a  very 
much  smaller  amount  of  poor  litharge  is  produced  and  this  is  reduced, 
together  with  bye-j^roducts  from  Parkes's  j^rocess,  or  else  added  to  the 
ore  smelting  charo^e. 

The  reduction  "was  effected  in  sump  furnaces  16  feet  5  inches 
high,  with  one  tuyere,  working  with  an  air  pressure  of  ^r  ^^  ■§  of  an 
inch  of  mercury.  To  every  100  parts  of  litharge  11 '5  parts  of  slag 
from  the  same  smelting  were  added,  and  9  tons  of  litharfre  Avere 
reduced  every  7  hours,  the  coke  used  forming  11  per  cent,  of  the 
weight  of  the  litharge. 

In  the  Lower  Harz  10  tons  of  litharge  were  smelted  by  2  tons  of 
coke  in  a  sump  furnace,  with  two  tuyeres,  working  with  a  blast 
pressure  of  f  inch  of  mercury. 

At  Freiberg  the  litharge  is  reduced  in  eight-tuyered  Pilz  furnaces, 
one  furnace  reducing  65  tons  of  litharge  mixed  with  33  per  cent,  of 
slag  in  24  hours  with  a  coke  consumption  of  4*5  to  5  tons.  The  slags 
obtained  carry  10  per  cent,  of  lead. 

The  hearths  of  the  cupellation  furnaces,  which  are  made  of  a 
mixture  of  lime  and  clay,  of  natural  marl,  of  bone  ash,  or  of  cement, 
absorb  lead  oxide  and  a  certain  amount  of  silver.  They  are  broken 
up  and  the  pieces  added  to  the  charge  in  the  smelting  of  argenti- 
ferous ores,  mattes  or  argentiferous  litharge,  in  blast  furnaces.  It 
is  only  rarely  that  the  hearth  is  smelted  by  itself  and  then  it  is 
most  conveniently  treated  in  blast  furnaces,  together  with  a  flux. 
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Scums  {abzug)  form  upon  the  surface  of  the  impure  work-lead, 
when  it  is  lirst  melted  in  the  cujjellation  furnace,  and  consist  of 
impurities  which  were  mechanically  entangled  in  the  lead,  particularly 
matte,  of  copper  and  work-lead,  and  of  lead  oxide  and  oxides  of 
easily  oxidisable  metals.  These  scums  are  added  to  the  ore  or 
matte  smelting  to  obtain  the  silver,  lead  and  copper  contained  in 
them,  or  if  produced  in  large  amounts  they  are  smelted,  together  with 
pyrites,  yielding  work-lead  and  a  matte,  which  is  subsequently 
worked  up  for  the  copper,  silver,  and  lead  contained  in  it. 

At  Freiberg,  where  the  work-lead  contain?  tin,  the  tin  is  found  in 
the  difficultly  fusible  scum  first  formed  on  the  surface  of  the  lead 
in  the  cupellation  furnace.  This  is  worked,  according  to  Plattnei's 
process,  to  form  a  tin-lead  alloy,^  the  composition  of  the  scum  being  as 
follows : — 

Lead  oxide 70"35  per  cent. 

Stannic  oxide 12'53 

Antimonic  oxide 12'50 

Arsenic  oxide 4*73 

Cupric  oxide 0"61 

Silver 0-25 

It  is  first  smelted  in  a  reverberatory  refining  furnace  with  5  per  cent, 
of  carbon  as  a  reducing  agent,  the  products  being  work-lead  and  an 
ahstrich  free  from  silver  but  containing  11*5  per  cent,  of  tin  and  14"5 
per  cent,  of  antimony.  This  ahstrich  is  then  smelted  in  the  Pilz  furnace 
with  15  per  cent,  of  slags  and  25  per  cent,  of  coke,  yielding  lead  con- 
taining 11'8  per  cent,  of  tin,  10  "8  per  cent,  of  antimony,  and  3'5  per 
cent,  of  arsenic,  and  this  impure  lead  then  undergoes  an  oxidising 
melting  in  a  reverberatory  furnace,  yielding  an  ahstrich  rich  in  tin  and 
a  lead  containing  15  per  cent,  of  antimony.  The  ahstrich,  known  as 
first  tin  powder  (erster  Zinn2ntclcr),  is  smelted  in  blast  furnaces  with 
twice  its  weight  of  slag  from  a  previous  operation  or  with  slags  from 
the  first  operation  and  60  per  cent,  of  its  v/eight  of  coke,  again 
yielding  impure  lead  {zweites  Zinnfrischhlei).  This  lead  is  again 
submitted  to  an  oxidising  melting  in  a  reverberatory  furnace  and 
the  products  are  antimonial  lead,  with  18  per  cent,  of  antimony, 
1  per  cent,  of  arsenic,  and  0"5  per  cent,  of  tin,  and  a  second  tin 
powder,  containing  44  to  50  per  cent,  of  lead,  24  to  27  per  cent, 
of  tin,  11  to  13  per  cent,  of  antimony,  0*48  to  0'95  per  cent,  of 
copper,  and  0*95  to  2*72  per  cent,  of  arsenic.  The  second  tin 
powder  is  smelted  in  a  furnace  7  feet  6  inches  high,  provided  with  a 

^  Jahrhuch  fiir  das  Berg-  unci  Hiitttnu'esen  in  Sachsen,  1883. 


LEAD  427 

well  and  two  tuyeres,  in  charges  of  about  28  lbs.,  together  with  5-^  lbs. 
of  coke,  yielding  an  impure  lead  with  33  per  cent,  of  tin,  14  per  cent,  of 
antimony,  and  1  per  cent,  of  arsenic.  The  resulting  slag  contains 
considerable  quantities  of  tin,  both  mechanically  mixed  as  well  as 
combined,  and  it  is  smelted  without  any  addition,  except  20  per  cent. 
of  coke,  in  a  blast  furnace  for  "  slag  tin-lead  "  of  much  the  same  com- 
position as  the  other  tin-lead.  The  slag  produced  contains  5  "3  to  8"8 
per  cent,  of  stannic  oxide  and  is  rejected. 

Absirich  is  a  mixture  of  lead  oxide  and  antimoniate,  together  with 
oxides  of  the  common  metals  present  in  the  lead,  and  is  produced  in 
trie  refinino-  or  softenin«;  of  aroentiferous  lead  before  desilverising 
the  same,  or  in  the  refining  of  lead  free  from  silver,  or  of  lead  which 
has  undergone  the  process  of  desilverising. 

The  ahstrich  is  as  a  rule  submitted  to  a  preliminary  process  of 
liquation  in  order  to  separate  as  much  of  the  lead  as  possible,  and  at 
the  same  time  to  concentrate  the  antimony  contained  in  it,  and  then 
if  it  contains  sufficient  antimony  it  undergoes  a  reducing  smelting 
with  the  production  of  a  lead-antimony  alloy,  or  hard  lead.  If  the 
■ahstrich  is  poor  in  antimony,  it  is  added  to  the  ore  or  matte  smelting. 

The  liquation  of  the  ahstrich  is  conducted  in  reverberatory  furnaces 
with  brasque  hearths,  in  lead  refining  furnaces,  or  in  the  cupellation 
hearth.  It  is  either  melted  directly  on  the  hearth  or,  as  in  the  Upper 
Harz,  laid  on  a  layer  of  wood  placed  on  the  hearth,  and  it  is  also  mixed 
with  some  coal,  which  serves,  together  with  the  layer  of  wood, 
for  the  reduction  of  the  oxide.  The  fluid  lead  is  first  run  off  and  as 
soon  as  this  has  been  ladled  out  of  the  tapping  hearth,  the  molten 
ahstrich  is  also  tapped  off  or  else  the  entire  contents  are  tapped  at 
once,  the  heavier  lead  sinking  to  the  bottom  of  the  tap  hearth,  and 
the  lighter  ahstrich  overflowing  on  to  the  working  floor.  The  liquated 
argentiferous  lead  is  then  usually  cupelled. 

At  Lautenthal,  in  the  Upper  Harz,  the  liquation  of  the  ahstrich 
produced  in  the  cupellation  of  the  lead  from  matte  smelting,  is  con- 
ducted in  a  German  cupellation  furnace  with  brasque  hearth  and  tap 
hole  and  tapping  hearth.  The  brasque  is  made  of  four  parts  of  coke 
and  one  of  clay  slate,  and  a  charge  of  four  tons  of  ahstrich  is  placed  on 
a  layer  of  brushwood  previously  put  on  the  hearth.  The  fireplace 
is  provided  with  an  air  blast,  coal  and  brushwood  being  used  for 
fuel,  the  liquation  of  the  four  tons  taking  ten  hours.  The  molten 
lead  is  first  tapped  out  and  after  this  has  been  ladled  out  of  the 
tapping  hearth  the  molten  ahstrich  is  allowed  to  flow  in.  In  a 
i^articular '  instance  16  tons  of  ahstrich  jaelded  97  tons  of  liquation 
i-esidae  and  6  tons  of  lead,  the  fuel  used  consisting  of  100  faggots  of 
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brushwood  and  3G  tons  ot"  coal,  together  with  a  ton  of  coke  for  the 
brasque  hearth.  In  another  case  at  Lautenthal  from  7,275  lbs.  of 
abstrich  with  86  per  cent,  of  lead,  1,322  lbs.  of  lead,  and  o,511  lbs.  of 
liquated  abstrich  were  obtained. 

At  Freiberg,  the  argentiferous  ahstrich  is  mixed  with  20  per  cent. 
of  coal  and  then  liquated  in  the  furnace  used  for  refining  the  work- 
lead  before  desilverising.  Seven  tons  of  ahstrich  are  treated  in  24 
hours  with  a  consumption  of  15  per  cent,  of  coal  and  5  per  cent,  of 
brown  coal,  I'D  tons  cf  lead,  and  3  tons  of  liquation  residue  containing 
10  to  14  per  cent,  of  antimony  being  obtained.^ 

The  "  freshening,"  or  reduction  of  the  ahstrich,  is  carried  out  in 
furnaces  similar  to  those  used  in  reducing  litharoe,  Owins  to  its 
difficult  fusibility  this  is  best  effected  in  one  of  the  modern  forms  of 
blast  furnace  into  which  the  ahstrich  is  charged, together  with  slacks  from 
a  previous  operation  and  slags  from  the  matte  and  ore  smelting.  In 
the  reducing  smelting,  the  antimony  contained  in  the  abstrich  combines 
with  the  lead,  and  the  antimony  reduced  from  the  lead  antimoniate 
present  is  also  taken  up  by  the  lead  which  is  present  in  excess. 

The  percentage  of  antimony  in  the  hard  lead  obtained  varies  a 
good  deal  according  to  the  percentage  of  antimony  in  the  materials 
from  which  it  was  derived;  usually  it  is  from  10  to  20  per  cent.,  but 
occasionally  rises  to  as  much  as  40  per  cent.  In  many  cases  the  hard 
lead  is  still  further  purified  by  melting  in  pots  and  passing  steam 
through,  as  in  the  Upper  Harz,  or  by  poling. 

In  addition  to  the  liquated  abstrich  there  are  other  materials  which 
are  worked  up  for  antimonial  lead,  namely,  bye-products  obtained  in 
refining  the  desilverised  work -lead,  litharge  from  the  cupellation  of 
the  lead  obtained  in  matte  smelting,  dross  from  the  casting  of  pig- 
lead,  and  scums  and  dross  from  the  tap  hearths  and  pots  in  which  the 
hard  lead  is  collected. 

At  Lautenthal  the  process  of  smelting  for  hard  lead  is  carried  on 
in  a  well  furnace,  with  one  tuyere,  worked  with  a  blast  pressure  of 
about  an  inch  of  mercury.  The  charge  was  at  one  time  made  up  as 
follows  : — 

4-50  tons  of  liquated  ahstrich  from  the  cupellation  of  matte  lead. 

60-25  ,,  ,,  ahstrich  from  the  refining  of  desilverised  lead. 

10-00  ,,  ,,  scums  from  the  purification  of  hard  lead  in  cast  iron  pots. 

■i-50  ,,  ,,  ahstrich  from  the  hard  lead  in  the  tap  hearth. 

4-76  ,,  ,,  scums  from  pig  lead  (the  2nd  quality  of  market  lead). 

12-70  ,,  ,,  slag  from  ore  smelting. 

2.5-15  ,,  ,,  slag  from  a  previous  operation. 

1-95  , ,  , ,  roasted  copper  pyrites. 

1  Jahrbiich  fiir  das  Bery-  and  Hiittenwesen  im  Konigreich  Sachsen,  188.3. 
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By  a  consumption  of  12'75  tons  of  coke,  64  tons  of  lead  and  4"5 
tons  of  scums  from  the  tapping  hearth  are  obtained,  and  10  tons  of 
drosses  are  treated  in  24  hours. 

The  hard  lead  which  is  produced  by  this  process  is  melted  iu 
cast  iron  pots  in  quantities  of  11  to  12  tons  at  a  time.  Four  hours 
after  charging,  the  dross  (schlicker)  forming  on  the  surface  is 
skimmed  off,  and  then  steam  is  passed  through  the  molten  metal  the 
temperature  of  which  is  not  much  above  400°  C.  for  10  to  15  minutes, 
after  which  the  purified  lead  is  ladled  into  moulds.  A  certain 
amount  of  copper  is  always  added  to  the  hard  lead  in  the  pot.  From 
the  64  tons  of  hard  lead  obtained  as  above,  50"2  tons  of  antimonial 
lead  and  13  tons  of  dross  or  scum  are  obtained  with  a  consumption 
of  3  tons  of  coal  and  40  faggots  of  wood. 

The  average  percentage  of  antimony  present  in  refined  hard  lead 
is  17  to  19,  and  the  silver  content  0*001  to  0'002  per  cent. 

The  composition  of  the  refined  antimonial  lead  from  the  Upper 
Harz  is  as  follows  : — 

1890-1.  1891-2.  1892-3. 

Lead 81-71  82-44  82-08     ' 

Antimony 17-69  16-90  17-34 

Copper 0-62  0-68  0-62 

At  Freiberg,^  the  abstrich  from  the  refining  of  the  argentiferous 
lead  previous  to  desilverising  is  liquated  in  reverberatory  fiu'naces, 
with  2  per  cent,  of  coal  for  reduction,  and  then  smelted  in  a  Pilz 
furnace,  the  liquated  abstrich,  which  contains  10  to  14  per  cent,  of 
antimony,  being  mixed  with  an  equal  weight  of  poor  lead  slags  or  of 
slags  from  a  previous  ojDeration.  In  24  hours,  22  to  23  tons  of 
abstrich  are  smelted  with  a  consumption  of  0"9  ton  of  coke,  and  the 
production  of  3'5  tons  of  hard  lead  containing  18  per  cent,  of  antimony, 
3  per  cent,  of  arsenic,  and  0"4  per  cent,  of  tin.  This  hard  lead  is 
melted  in  cast  iron  pots  in  quantities  of  15  tons  and  poled  for  4 
hours,  the  entire  purification  process  lasting  7  hours.  Ever}^  100 
parts  of  crude  hard  lead  yield  85  of  refined  hard  lead  and  15  parts  of 
dross;  3  per  cent,  of  brown  coal  and  35  per  cent,  of  bituminous  coal 
are  used  as  fuel.  The  refined  hard  lead  contains  15  per  cent,  of 
antimony,  2'5  per  cent,  of  arsenic,  and  0*3  per  cent,  of  tin. 

The  drosses,  or  scums,  &c.  (schlicker),  obtained  in  refining  the  hard 
lead  are  submitted  to  a  process  of  liquation  in  the  ordinary  lead 
softening  or  refining  furnace,  by  which  means  a  quantity  of  hard  lead 
(72*5  per  cent.),  containing  13*2  per  cent,  of  antimony,  2'8  per  cent,  of 
arsenic,  and  O'l  per  cent,  of  tin,  is  obtained.     On  account  of  the  con- 

^  Jahrbuch  fiir  das  Btnj-  nnd  Hiittenwesen  in  Sarhsen,  1883. 
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siderable  amount  of  tin  in  it,  the  residue  lemaining  after  the  liquation 
is  added  to  the  reduction  process  for  tin  ahstrich  (see  page  426).  The 
rich  lead  slags  from  the  ahstrich  reduction  are  smelted  separately 
in  blast  furnaces  for  hard  slag  lead,  which,  like  the  hard  lead 
from  the  ahstrich  reduction,  is  purified  by  melting  in  iron  pots  and 
poling. 

In  the  first  slag  smelting,  the  slags  produced  are  too  rich  in 
lead  and  antimony  to  be  thrown  away,  and  they  are  consequently 
smelted,  with  an  addition  of  10  per  cent,  of  limestone,  in  blast  furnaces, 
yielding  a  waste  slag  containing  2'5  per  cent,  of  antimony  and  slag 
lead.  In  this  process  2.5  tons  of  slag  are  smelted  in  24  hom's,  with  a 
consumption  of  20  per  cent,  of  coke.  The  various  bye-products  ob- 
tained in  refining  lead  are  cupriferous  scums,  liquation  residues 
{Saigcrcldrner),  drosses  and  lead  ashes,  and  zinciferous  lead  oxides. 
The  scums  and  liquation  residues  are  added  to  the  charge  in  ore 
and  matte  smelting,  or  smelted  separately  with  an  addition  of  pyrites, 
the  products  being  work-lead  and  matte.  Argentiferous  scums 
undergo  a  liquation  process  previous  to  smelting,  by  which  means 
argentiferous  lead  and  a  liquation  residue  are  produced.  Ahstrich 
and  all  antimonial  bye-products  are  treated  in  the  manner  previously 
described,  in  order  to  obtain  an  antimonial  hard  lead.  Zinciferous 
oxides  are  added  to  the  charge  in  smelting  ores  poor  in  silver,  or  else 
worked  up  separatel}^,  together  with  basic  iron  slags,  or  with  the 
addition  of  poor  litharge.  When  these  oxides  consist  of  a  finely 
divided  mixture  of  zinc  and  lead  oxides  and  shots  of  metallic  lead,  as 
is  the  case  w^hen  they  are  produced  in  the  dezincifying  of  the 
desilverised  lead  by  means  of  steam,  they  are  submitted  to  a 
washing  process  before  being  reduced ;  the  zinc  oxide  thus 
washed  out  contains  a  good  deal  of  lead  oxide,  and  is  saleable  as  a 
pigment. 

Lead  ashes  (bleidreck)  are  added  either  to  the  ore  smelting  charge 
or  the  smelting  of  oxides  poor  in  silver,  or  to  the  "  freshening "  of 
poor  litharge. 

The  Refining  of  Lead 

The  lead  obtained  by  any  of  the  processes  previously  described 
contains  in  most  cases  other  elements  as  impurities,  and  if  they  are 
present  in  any  quantity  they  exert  an  injurious  influence  on  the 
properties  of  the  market  lead.  These  elements  are  copper,  arsenic, 
antimony,  zinc,  iron,  bismuth,  tin  and  sulphur,  and  their  removal, 
when  they  exceed  a  certain  proportion,  is  necessary  before  the  lead  is 
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sent  to  market.  This  purification  of  the  lead  is  also  necessary  in 
the  case  of  work-lead  which  is  to  be  desilverised,  as  the  presence  of 
copper,  antimony,  arsenic,  and,  in  the  case  of  Parkes's  process,  of 
nickel  and  cobalt,  iuterferes  with  the  proper  conduct  of  the  desil- 
verising  process. 

Lead  which  has  been  desilverised  by  zinc,  no  matter  whether  it 
had  undergone  a  previous  purification  or  not,  must  still  be  refined  to 
free  it  from  the  zinc  and  other  impurities  taken  up  in  the  process. 
Purification  processes  must  consequently  be'  divided  into  three 
classes : — 

1.  The  refining  of  lead  free  from  silver. 

2.  The  refinincr  of  aroentiferous  lead. 

3.  The  refining  of  desilverised  lead. 

The  method  of  refining  depends  upon  the  nature  and  amount  of 
the  impurities  which  have  to  be  eliminated,  and  provided  they  are 
similar  in  each  instance,  precisely  similar  methods  would  be  used  for 
each  class  of  lead. 

The  elements  commonly  present  as  impurities  in  lead,  viz.,  arsenic, 
antimony,  tin,  zinc,  nickel,  cobalt,  iron  and  sulphur,  possess  a  greater 
affinity  for  oxygen  than  lead  itself,  and  can  in  consequence  be  got  rid 
of  by  an  oxidising  fusion.  Copper  and  bismuth  alone  possess  a 
smaller  affinity  for  oxygen  than  lead,  and  consequently  cannot  be 
completely  eliminated  by  oxidation.  Copper,  however,  forms  with 
lead  a  copper-lead  alloy,  less  fusible  than  lead  alone,  and  this  sepa- 
rates out,  when  the  lead  is  melted,  as  a  crust  or  scum  {sc1ilicker,cdjzug), 
or  it  remains  behind  in  the  solid  form,  as  a  liquation  residue  (saiger- 
dorner)  when  the  lead  is  liquated.  Zinc  also  possesses  the  power  of 
extracting  copper  from  cupriferous  lead,  forming  with  it  an  alloy 
which  separates  out  on  the  surface  of  the  molten  metal  as  it 
cools. 

Bismuth  cannot  be  separated  from  lead  by  any  of  the  above 
methods.  In  the  concentration  of  argentiferous  lead  by  Pattinson's 
process  it  goes  with  the  silver  into  the  rich  silver  lead,  and  is  subse- 
quently obtained  in  the  litharge  from  the  cupellation  furnace.  But 
in  other  cases  where  the  lead  is  free  from  silver,  or  where  the  zinc 
process  of  desilverising  is  employed  and  the  lead  is  not  cupelled  and 
the  litharge  reduced,  the  whole  of  the  bismuth  remains  in  the  lead. 
The  presence  of  even  large  quantities  of  bismuth  up  to  as  much  as 
1"9  per  cent.,  which  only  rarely  occurs,  does  not,  according  to  Junge 
of  Freiberg,  interfere  with  the  malleability  of  the  lead,  and  it  is  there- 
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fore  scarcely  necessary  to  consider  processes  for  the  separation  of 
bismuth  from  lead  unless  the  extraction  of  bismuth  from  the  lead  is 
a  matter  of  special  importance.  Refining  processes  resolve  them- 
selves into  the  separation  of  copper  by  liquation  or  by  means  of  zinc, 
and  the  extraction  of  other  metals,  with  the  exception  of  bismuth 
and   the  precious  metals,  by  melting  in  an  oxidising  atmosphere. 

If  the  amount  of  copper  is  considerable,  the  lead  is  first  liquated 
in  a  special  liquation  furnace ;  otherwise  the  copper,  together  with 
some  other  constituents,  is  eliminated  when  the  lead  is  melted 
in  the  desilverising  pots  or  in  the  refining  furnace,  in  the  form  of  a 
scum,  which  rises  to  the  surface  of  the  molten  metal  and  can  be 
skimmed  off,  further  purification  of  the  lead  being  effected  by 
prolonged  oxidation. 

In  the  desilverising  of  lead  by  means  of  zinc,  a  very  perfect  separa- 
tion of  copper  is  effected,  as  the  last  portions  alloy  wdth  the  zinc  and 
are  taken  off  with  the  zinc  scum. 

The  oxidising  fusion  is  effected  by  the  agency  of  air,  or  when 
certain  elements  are  present,  steam  or  lead  oxide  may  also  be  used  as 
oxidising  agents. 

Iron,  which  is  only  present  to  a  small  extent  in  lead  (0*02  to  0'07 
per  cent.),  is  easily  oxidised  as  soon  as  the  temperature  of  the  molten 
bath  of  metal  reaches  dull  redness ;  sulphur  behaves  similarly,  and 
also  nickel  and  cobalt  if  not  present  in  excess. 

Zinc  easily  oxidises  when  the  molten  lead  attains  a  red  heat  in 
contact  with  air,  or  it  is  also  readily  attacked  and  removed  as  oxide 
by  blowing  steam  through  the  molten  metal,  hydrogen  being  liber- 
ated at  the  same  time.  It  can  also  be  removed  by  melting  with 
litharge  in  reverberatory  furnaces,  or,  as  was  formerly  practised,  by 
smelting  the  zinciferous  lead  with  tap  cinder  in  blast  furnaces,  the 
zinc  going  into  the  slag.  Zinc  can  also  be  removed  as  chloride  by 
melting  the  lead  with  chlorides  such  as  common  salt  or  Ahraumscdz. 
As  a  rule,  air  is  employed  as  an  oxidising  agent  for  the  removal 
of  the  zinc,  or,  to  a  lesser  extent  steam,  the  use  of  chlorides  being 
rare. 

Arsenic  and  antimony,  when  present  in  lead,  are  oxidised  at  a 
cherry  red  heat  in  presence  of  air,  forming  arseniate  and  antimoniate 
of  lead  which  separate  out  as  dross  on  the  surface  of  the  molten  metal. 
The  oxidation  of  both  metals  is  promoted  by  a  blast  of  air  and  by 
making  lead  oxide  serve  as  an  oxidising  agent,  the  use  of  an  air-blast 
being  particularly  necessary  when  large  quantities  of  arsenic  and 
antimony  are  present.  The  separation  of  the  foreign  metals  is  pro- 
moted by  constantly  renewing  the  surface  of  the  lead  exposed  to  the 
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oxidising  agent,  and  to  attain  the  same  end  steam  is  blown  through 
the  lead  or  it  is  poled  with  green  wood,  the  violent  agitation  produced 
in  both  cases  exj^osing  large  surfaces  of  fresh  lead  to  the  air.  Salt- 
petre  and  sodium  carbonate  and  hydrate  were  formerly  also  used  as 
oxidising  agents. 

Lastly,  argentiferous  lead  may  be  purified  by  electrolysis  (Keith's 
process),  but  for  economical  reasons  this  method  has  not  come  into 
general  use. 

The  selection  of  the  particular  form  of  ajaparatus  to  be  used  for 
the  purification  of  lead,  depends  upon  the  degree  of  purity  required, 
the  forms  of  apparatus  being  fore-hearths,  pots  of  cast-iron  or  cast- 
steel  and  reverberatory  furnaces. 

Purification  in  the  fore-hearth  is  only  resorted  to  when  the 
amount  of  impurity  present  in  the  lead  is  small,  consisting  chiefly 
of  small  quantities  of  copper  or  zinc ;  antimony  when  present  in 
small  quantities  can  also  be  removed  by  poling  the  metal  at  a  red  heat. 

Purification  is  carried  on  in  pots  with  varieties  of  lead  which  do 
not  contain  too  much  copper,  and  a  proportionately  small  quantity  of 
antimony  and  particularly  of  arsenic ;  zinc,  however,  may  be  present 
up  to  the  point  of  saturation. 

The  refining  in  reverberatory  furnaces  is  applicable  to  all  varieties 
of  lead  containing  larger  amounts  of  copper,  arsenic  and  antimony, 
and  reverberatory  furnaces  are  also  used  for  extracting  the  zinc  from 
lead  which  has  been  desilvered  by  its  means.  If  very  large  per- 
centages of  copper  are  present,  a  preliminary  liquation  is  resorted  to 
before  refining,  but  otherwise  the  elimination  of  the  copper  is  effected 
in  the  reverberatory,  refining  or  softening  furnace,  before  the  other 
impurities  present  are  removed. 

Refining  in  fore-hearths 

When  molten  lead  at  a  red  heat  is  permitted  to  cool  down  in 
order  that  it  may  attain  the  necessary  temperature  for  casting  into 
moulds,  the  copper  and  zinc  contained  in  it  separate  out  on  the  surface 
as  a  skin  or  crust  {krdtze,  hleidreck  or  schlicker),  and  this  skin  is 
removed  by  means  of  a  wooden  or  iron  scraper  as  fast  as  it 
is  formed.  Large  quantities  of  copper  cannot,  however,  be  re- 
moved in  this  manner,  as  the  lead  soon  cools  down  to  the  casting 
temperature. 

Small  quantities  of  antimony  and  arsenic  can  be  removed  from 
lead  by  poling  it  with  green  wood  or  a  bundle  of  green  twigs,  when 
heated  to  redness  in  the  tapping  hearth. 
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Refining  in  pots 

serves  equally  well  for  the  separation  of  copper,  nickel  and  cobalt 
as  for  other  elements,  the  copper  or  nickel  and  cobalt  separating 
out  on  the  surface  of  the  bath  of  metal  when  it  is  first  melted.  The 
last  portions  of  copper  can  be  removed  by  the  addition  of  zinc, 
which  alloys  with  the  copper,  and  the  alloy  rising  to  the  surface  can 
be  skimmed  off. 

For  the  removal  of  the  other  elements  (tin,  arsenic,  antimony  and 
zinc),  the  bath  of  metal  must  be  heated  to  redness  and  exposed  to  the 
action  of  the  air  as  much  as  possible,  poling  or  the  blowing  through 
of  steam  being  employed  for  this  purpose.  When  steam  is  blown 
through,  the  pot  is  covered  with  a  hood  having  an  exit  pipe  for  the 
vapours  and  an  opening  for  the  entrance  of  air.  If  the  molten  bath 
contains  zinc,  the  water  is  decomposed,  hydrogen  being  evolved,  so  that 
the  presence  of  air  is  not  requisite  in  this  case  ;  antimony  and  arsenic, 
however,  exert  no  such  action,  and  the  presence  of  air  is  therefore 
necessary  in  case  they  exist  in  the  lead. 

Pots  are  chiefly  used  for  refining  when  the  desilverising  and  re- 
fining processes  are  worked  in  conjunction. 

In  desilverising  lead  by  the  Pattinson  process  {see  Silver)  high 
temperatures  are  not  used.  The  process  depends  upon  the  fact  that 
if  molten  argentiferous  lead  is  cooled,  crystals  poor  in  silver  separate 
out  when  it  attains  a  certain  temperature,  whilst  the  portion  still 
remaining  fluid,  the  mother  liquor,  is  much  richer  in  silver.  By 
several  repetitions  of  this  process  lead  almost  free  from  silver,  and  a 
highly  argentiferous  lead,  are  obtained.  During  the  frequent  meltings, 
which  are  effected  in  cast-iron  vessels,  the  greater  portion  of  the 
copper,  as  well  as  of  the  nickel  and  cobalt,  separates  as  scum.  Bismuth 
goes  with  the  silver  and  collects  in  the  argentiferous  lead,  but  the 
other  elements  present  are  mostly  found  remaining  in  the  desilverised 
lead  at  the  end  of  the  operation,  as  the  red  heat  necessary  for  their 
oxidation  is  not  attained  in  the  process.  If  these  elements  are 
present  in  large  quantities,  the  Pattinson  process  must  be  preceded 
by  a  refining  operation,  and  if  large  quantities  of  copper  are  present, 
by  liquation  also. 

The  following  analyses  by  Hampe,^  which  refer  to  lead  to  be 
desilverised  by  zinc,  show  how  completely  the  Upper  Harz  lead  is 
purified  by  a  single  melting  in  pots  at  low  temperatures,  the  metal 
never  being   brought  to  redness.     This  lead  is  sufficiently  pure  to 

1  Zeitschrift  fur  Berg-,  Hutten-iind  Salinenivesen  in  Preussen,  XVIII.,  p.  203. 
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permit    of    the    preliminary    refining    before   desilverising    to    be 
dispensed  with  : — 


Clausthal. 

Lautenthal. 

Before  skim- 

After separation 

Before  skim- 

After separation 

ming  ofT  the 

of  the 

ming  off  the 

of  the 

Lead 

Abzxig. 

Abzug. 

Ahziig. 

Ahzug. 

98-9294 

99-0239 

98-9647 

99-1883 

Copper  .    .    

0-1862 

0-1096 

0-2838 

0-0907 

Bismuth 

0-0048 

0-005 

0-0082 

0-0083 

Silver 

0-1412 

0-142 

0-1413 

01440 

Arsenic 

0-0064 

0-0053 

0-0074 

0-0032 

Antimony 

0-7203 

0-7066 

0-5743 

0-5554 

Iron 

0-0064 

0-0042 

0-0089 

0-0048 

Zinc 

0-0028 

0-0017 

0  0024 

0-0015 

Nickel 

0-0023 

0-0017 

0-0068 

0-0038 

Cobalt 

0-00016 

traces 

• 

0-00035 

traces 

For  the  zinc  desilverising  process  the  lead  must  only  contain  a 
small  amount  of  copper,  otherwise  the  zinc  added  is  taken  up  by  the 
copper,  consequently  cupriferous  leads  require  to  be  liquated  before 
desilverising.  Other  elements,  too,  especially  arsenic  and  antimony 
may  only  be  present  in  small  amounts,  previous  refining  being 
necessary  if  they  exceed  a  certain  percentage. 

The  zinc  desilverising  process  depends  upon  the  fact  that  if  zinc  be 
melted  together  with  argentiferous  lead  and  the  whole  allowed  to  cool, 
the  silver  alloys  with  the  zinc  and  collects  as  a  scum  or  crust  upon  the 
surface  of  the  molten  mass.  The  lead  takes  up  about  0"5  per  cent,  of 
zinc  which  it  retains  after  the  desilverising. 

As  zinc  possesses  even  a  greater  affinity  for  copper  than  it  does  for 
silver,  the  process  of  desilverising  by  zinc  effects  a  very  complete 
removal  of  any  copper  contained  in  the  lead.  The  other  metals  which 
are  present,  especially  antimony  and  arsenic,  chiefly  remain  behind  in 
the  lead,  and  are  separated  together  with  the  zinc  absorbed  during 
desilverising,  by  refining.  This  refining  is  effected  by  heating  the 
metal  to  a  cherry  red  heat  and  passing  steam  through  it,  air  being 
excluded  at  fi.rst,  and  after  the  zinc  has  been  eliminated  in  that  way, 
the  remaining  elements,  particularly  antimony  and  arsenic,  are  got  rid 
of  by  continuing  the  current  of  steam  and  at  the  same  time  permitting 
the  air  to  have  access  to  the  bath  of  molten  metal.  The  zinc  is 
eliminated  either  as  a  powdery  dross  or  as  a  fluid  scum,  antimony 
forming  a  fluid  abstrich  solidifying  to  a  black  or  grayish-black  mass,  or 
the  zinc  and  antimony  may  be  both  contained  in  the  same  scum. 

It  is  possible  to  eliminate  zinc  by  blowing  air  through  the  molten 
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mass,  but  the  oxidation  of  the  lead  is  excessive.  Attempts  iiave  also 
been  made  to  eliminate  zinc  alone  by  blowing  carbon  dioxide  through 
the  molten  mass  kept  at  a  red  heat ;  though  this  has  proved  to  be  a 
success  in  experiments  conducted  on  the  small  scale,  it  has  not 
answered  in  practice  where  gases  containing  only  15  to  20  per  cent,  of 
carbon  dioxide  have  been  employed. 

The  removal  of  zinc  as  chloride  by  treating  the  metallic  bath  with 
sodium  chloride  or  Ahrmnnsalz  is  only  at  present  very  rarely  used. 

Refining  in  pots  is  a  quick  process,  a  pot  full  of  lead  holding  from 
12"5  to  20  tons  requiring  only  from  three  quarters  of  an  hour  to  three 

SECTION  QK  J 


Fig.  273. 


hours ;  as,  however,  it  is  necessary  to  heat  the  vessel  to  redness  it 
entails  a  considerable  outlay  both  for  pots  and  for  fuel,  and  more  oxide 
and  scums  are  produced  than  when  refining  in  reverberatory  furnaces- 
The  pots  are  especially  attacked  at  the  edge  of  the  layer  of  molten 
metal  when  arsenic  is  present,  and  large  amounts  of  antimony  hasten 
the  corrosion  of  the  vessel.  Against  this  must  be  set  the  smaller  loss 
of  lead  when  refined  in  pots  as  compared  with  the  loss  in  reverberatory 
furnaces. 

The  refined  lead  was  formerly  removed  from  the  vessel  by  ladles, 
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but  at  present  it  is  most  conveniently  syphoned  off  or  else  pumped 
out  by  means  of  a  Rosing's  lead  pump. 

The  arrangement  of  a  pot  for  a  15-ton  charge  is  shown  in  Figs. 

Section  J jB CI} 

E 


Scale  V  =  1  ft. 


Fig.  271.^ 


273  to  276.  The  hot  gases  from  the  fire  come  in  contact  first  with 
the  bottom  of  the  vessel,  then  pass  through  an  opening  in  the  masonry 
into  a  flue  running  round  the  upper  part  of  the  pot,  and  after 
circulating  round  the  vessel  pass  away  by  y  to  the  flue  z  leading  to  the 
stack. 

The   arrangement   for   passing    steam   into   the  mass    is   shown 
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in  Figs.  278  and  279.  The  cast-irou  pipe  t  is  bolted  to  the  branch 
m  of  the  steam-pipe  d;  m  can  be  closed  by  a  blank  flange  when 
steam  is  not  required. 

Hectinn  EF 


Fig.  275 


Elevation  of  Hreplace 


Fig.  270. 


The    process  in  use  in  the  Upper  Harz  may  be   taken  as  an 
instance  of  the  combined  desilverising  and  refining  process  conducted 
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Fig.  277. 
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in  pots.     The  lead  which  is  treated  there  has  (according  to  Hampe) 
the  following  composition  : — 


Lead  ....        

Clausthal. 

Lautenthal. 

Altenau. 

98-2944 
0-1862 
0-7203 
0-0064 
0-0048 
0-1412 
0-0064 
0-0028 
0-0023 
0-0001 

98-9647 

0-2838 
0-5743 
0-0074 
0-0082 
01421 
0-0089 
0  0024 
0  0068 
0-0003 

98-8378 
0-2399 
0-7685 
0-0009 
0-0039 
0-1400 
0-0035 
0-0025 
0-0028 
0-0001 

J 

Copper  .    

Antimony 

Arsenic 

Bismuth 

Silver         

Iron 

Zinc 

Nickel            

Cobalt 

The  lead  is  melted  in  cast-iron  pots  holding  12|  tons,  6  hours 
being  required.  During  this  period  the  greater  part  of  the 
copper  separates  out  as  a  crust  {schlicker)  on  the  surface  of  the  bath> 


Section  A3 


Fig.  27S. 


and  this  is  skimmed  off.  The  silver  is  next  extracted  from  the  lead 
by  means  of  zinc  {see  Silver),  this  requiring  15  hours,  the  zinc  also- 
extracting  the  copper  very  completely  as  sho\vn  by  the  analyses  which 
follow.  After  desilverising,  the  lead  will  have  taken  up  0'7  per  cent. 
of  zinc  and  still  retains  the  greater  part  of  the  antimony. 
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The  separation  of  these  bodies  is  at  once  proceeded  with  in  the 
same  vessel,  the  zinc  being  first  ehminated  by  blowing  steam  through 
in  the  absence  of  air,  and  then  the  antimony  by  the  combined  action 
of  steam  and  air.  With  this  object  the  bath  of  molten  metal,  which 
is  at  a  low  temperature  at  the  conclusion  of  the  desilverising  opera- 
tion, is  heated  strongly  for  4  hours,  the  temperature  reaching  dull 
redness ;  the  hood  before  mentioned  is  then  placed  over  the  pot  in 
order  to  exclude  air,  and  steam  at  2h  atmospheres  pressure  is  led  in 
by  the  cast-iron  pipe  to  the  bottom  of  the  pot ;  hydrogen  is  evolved 
and  zinc  oxide  rises  to  the  surface.     It  is  not  possible  to  completely 


Fig.  279. 


exclude  air;  some  is  introduced  with  the  steam,  some  finds  its  way  in 
through  imperfect  fitting  of  the  hood  and  through  the  wide  draught 
pipe,  and  consequently  a  portion  of  the  lead  and  antimony  is  also 
oxidised  in  addition  to  the  zinc.  Samples  takeu  at  intervals  gave, 
according  to  Kuhlemann,  0"40  per  cent,  of  zinc  after  passing  steam 
through  for  half  an  hour,  0*116  per  cent,  after  an  hour  and  a  half 
when  only  a  little  "  zinc  rag  "  still  formed  on  pouring  from  a  ladle, 
and  0"0004  per  cent,  of  zinc  when  no  more  "  rag "  was  produced 
and  the  oxides  appeared  perfectly  dry.  This  shows  that  the  elimina- 
tion of  the  zinc  is  complete,  2  hours  being  as  a  rule  required.  After 
removing  the  hood,  the  yellow  powder  on  the  surface  of  the  bath, 
consisting  of  a  mixture   of  zinc  and  lead  oxides  and  small  shots  of 
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lead;  is  taken  off  with  a  ladle,  the  hood  is  replaced,  the  four 
doors  in  it  opened,  and  steam  again  passed  through.  The  air 
drawn  through  the  doors  of  the  hood  now  oxidises  the  antimony, 
which  collects  as  a  blackish  fluid  mass  on  the  surface  of  the  molten 
metal ;  this  scum  known  as  ahstrich  is  a  mixture  of  lead  and 
antimony  antimoniates.  The  process  lasts  about  two  hours,  and  its 
termination  is  marked  by  the  formation  of  ordinary  yellow  litharge, 
the  lead  remaining  after  the  ahstrich  is  removed  being  pure.  The  con- 
tents of  the  pot  are  now  allowed  to  stand  for  about  an  hour  to  cool 
down,  and  are  then  drawn  off  with  the  aid  of  a  lead  pump  and  cast  into 
moulds.  Each  pot  lasts  some  20  or  30  charges,  or  if  the  amount  of 
antimony  present  is  small  it  may  serve  for  40  or  50  operations. 

The  composition  of  the  refined   lead   is  shown  by  the  following 
analyses  made  in  the  Royal  Laboratory  at  Clausthal : — 


Analyst. 

Fraatz. 

Fraatz. 

Rosing. 

Bismuth 

Copper       

Antimony      

Silver 

0-00737 
0-00072 
0-00441 
0-0006 

traces 
0-00116 

traces 
0-0005 
99-98524 

0-004437 
0-00061 
0-00406 
0-0005 

traces 
0-00096 

traces 
0-00030 
99-9892 

0-00858 
0-00028 
0-00497 
0-00030 
0  00082 
0  00082 
0-00126 
0-00086 
99-98275 

Cadmium 

Iron 

Nickel 

Zinc 

Lead 

Before  the  introduction  of  the  zinc  desilverising  process  the  market 
lead  of  the  Upper  Harz  was  obtained  by  Pattinson's  process,  and  this 
lead  was  less  pure  than  that  obtained  by  the  zinc  method  as  shown 
by  the  following  analysis  : — 


Copper   

Antimonj- 

Iron 

Zinc 

Altenau 
Streng). 

Clausthal 
(Hampe). 

Lautenthal 
(Hampe). 

0-02 
0-04 
0-0035 
0-008 

0-039 
0-004 
0-004 

0-0374 
0-0016 
0-0044 

The  content  of  silver  in  the  above  samples  was  0*0025  per  cent. 
At  Hoboken,  near  Antwerp,  Spanish  lead  from  Mazarron  is  desilverised 
by  zinc  and  purified  by  steam  at  a  pressure  of  5  atmospheres,  the 
zinc  and  antimony  being  both  collected  together  m  the  same  ahstrich. 
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Refining  of  lead  in  reverheratory  furnaces 

This  is  the  cheapest  method  of  softening  lead,  and  is  particularly 
applicable  when  large  quantities  of  arsenic  and  antimony  are  present. 

If  much  copper  is  present  the  lead  as  previously  mentioned  is  first 
submitted  to  a  process  of  liquation  in  a  special  furnace  (saiger- 
fiammofen).     The  furnace  is  built  with  a  sloping  hearth  made   of 

A 


Fig.  281. 

loam,  brasque  or  fireclay,  and  the  liquated  lead  is  either  collected  in  a 
sump  at  the  lower  end  and  periodically  tapped  out  from  it,  or  else  it 
continually  drains  away  from  the  furnace  into  a  heated  pot  placed  to 
receive  it. 

The  Freiberg  and  Przibram  furnaces  are  provided  with  sumps  inside 
the  furnace,  the  arrangement  at  Przibram  being  shown  in  Figs.  280 
to  282. 
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The  hearth  H  is  made  of  marl,  and  slopes  down  to  a  sump  s  beaten 
out  of  brasque  from  which  the  lead  is  tapped  at  intervals  by  the  tap 
hole  t.  The  cupriferous  work -lead  which  is  to  be  liquated  is  put  on 
to  the  hearth  through  the  working  doors  a,  a  ;  the  lead  liquates  out 
and  jflows  down  into  the  sumj),  whilst  the  copper,  nickel  and  cobalt, 
together  Avith  a  portion  of  the  lead,  remain  behind  as  a  solid  mass 
(saigerdorncr  or  saigerkrcitzen)  which  is  raked  out  of  the  furnace 
through  the  doors  a, a;  r  is  the  grate,  x  the  flue  and  w  the  flue 
leading:  to  the  stack. 


0    12    3    4 


The  Freiberg  liquation  furnace  is  shown  in  Figs.  283  and  284,  and 
is  worked  with  an  air-blast  below  the  firegrate,  ^is  the  hearth,  t  the 
grate,  v  the  pipe  supplying  the  air,  8  the  sump,  z  the  flue  leading  to 
the  stack  %o\  m,m  are  working  doors,  and  n  is  a  cast-iron  spout  for 
running  off  the  lead  from  the  sump. 

The  Freiberg  lead,  which  is  liquated  before  being  desilverised 
Pattinson's  process,  has  the  following  composition  according 
Schertel : — ^ 


by 

to 


Silver O-oii 

Copper 0-94 

Bismuth      0-066 

Arsenic 0'449 

Antimon}^ 0-82 

Tin 0-210 


^}tt\      0-055 

Cobalt  J 

Iron 0-027 

Zinc 0-022 

Sulphur 0-200 


Twelve  tons  of  lead  are  liquated  in  12  hours  with  a  consumption 
of  14  cubic  feet  of  inferior  coal.     The  liquation  residue  forms  2  to  5 

^  Jahrhucli  far  das  Berg-und  Hiittenwesen  im  Koiiigreich  Sachsen,  1882. 
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per  cent,  of  the  weight  of  the  lead  used,  and  contains  96  per  cent,  of 
the  nickel  content  of  the  original  lead,  08  per  cent,  of  the  copper  and 


Fig.  284. 


25  per  cent,  of  the  arsenic ;  it  has  according  to  Schertel  the  following 
composition  : — ■ 

Silver 0-17 


Lead 62-40 

Copper 17-97 

Arsenic 2-32 


Antimony 0-98 

Tin 0-04 

Nicken 
Cobalt/    •    •    -    • 


1-09 


In  the  furnace  described  as  in  use  at  Przibram,  13  tons  of  lead 
containing  0'07  to  O'l  per  cent,  of  copper  are  liquated  in  24  hours, 
yielding  about  6  per  cent,  of  liquation  residue  containing  80  to  90  per 
cent,  of  the  copper  of  the  original  lead. 

The  reverberatory  improving  furnace  is  used  both  for  the  elimina- 
tion of  the  copper  contained  in  the  lead  and  of  the  other  impurities 
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as  well  by  an  oxidising  fusion.  Where  rapid  working  is  the  rule,  as 
in  the  desilverismg  works  of  the  United  States,  the  copper  is  found 
in  the  scums  taken  off  in  the  refining  furnace,  and  these  scums  are 
liquated  alone  in  a  special  furnace,  yielding  a  considerable  amount 
of  argentiferous  lead  and  a  residue  rich  in  copper.  The  lead  is 
desilverised,  and  the  cupriferous  residue  is  smelted  together  with 
galena,  yielding  copper-lead  matte,  which  is  further  worked  up  for 
copper,  silver  and  lead.  The  reverberatory  furnace  is  worked  with 
natural  draught,  and  if  the  lead  is  very  impure  a  blast  of  air  is 
directed  over  the  molten  surface.  The  older  furnaces  held  10  to  20 
tons,  the  later  ones  hold  30  to  35  tons  or  in  rare  cases  in  some  works 
in  the  United  States  as  much  as  50  tons.  The  hearths  are  elliptical 
or  rectangular,  the  length  being  from  one  and  a  half  times  to  twice 
the  width,  and  the  depth  varying  from  11  to  16  inches,  and  occa- 
sionally reaching  as  much  as  21^  inches.  In  England,  deeper 
furnaces,  holding  over  100  tons,  are  in  use. 

In  modern  furnaces  the  hearth  is  built  on  a  shallow  iron  pan  in 
order  to  avoid  loss  of  metal ;  these  pans  were  at  first  constructed  of 
cast-iron,  but  on  account  of  their  great  tendency  to  crack  they 
have  been  generally  replaced  by  wrought-iron.  The  hearth  bottom  • 
is  made  of  marl  or  firebrick,  and  as  it  is  soon  eaten  away  by  the 
lead  and  antimony  oxides,  it  is  built  in  two  layers  of  firebrick. 
Either  the  entire  hearth  or  the  side  walls  only  are  surrounded  with  a 
water  jacket  in  order  to  diminish  as  far  as  possible  the  action  of  the 
oxides  upon  the  material  composing  the  hearth.  In  the  first  case  the 
iron  pan  on  which  the  hearth  is  built  is  surrounded  by  a  second 
wrought-iron  pan,  and  the  cooling  water  circulates  in  the  space 
between  the  two,  which  is  from  3  to  4  inches  wide.  In  the  most  recent 
pans  the  sides  only  are  water-jacketed,  the  cooling  of  the  bottom 
being  considered  superfluous. 

Figs.  285  to  288  show  the  details  of  the  older  furnace  without  any 
cooling  arrangement,  in  use  at  Przibram  in  Bohemia.  The  hearth  is 
of  marl,  the  furnace  holds  22  tons  and  is  provided  with  an  air-blast; 
h  is  the  hearth,  m  the  heating  chamber,  r  the  grate,  /  the  flue ;  a,  a  are 
the  blast  pipes  one  on  each  side  of  the  hearth,  n  the  hollow  air-cooled 
fire  bridge;  g,(,  are  working  doors,  w  is  the  tap  hole  through  which 
the  refined  lead  is  run  out  of  the  furnace. 

A  modern  American  furnace  with  wrought-iron  pan,  the  sides  of 
which  are  water-jacketed,  is  shown  in  Figs.  289  to  293  ;  a  is  the  fire- 
place, c  the  pan  made  of  boiler  plate  f  inch  thick  which  encloses 
the  hearth  up  to  the  working  doors  (3  feet  6  inches  high),  b  is  the 
water  jacket  also  made  of  f  inch  thick  boiler  plate.     It  is  3  inches 
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Figs.  287  and  288. 
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wide  inside  and  1  foot  9  inches  high,  and  is  supplied  with  water 
through  a  pipe  1^  inches  diameter,  the  water  flowing  away  through 
another  pipe  of  the  same  size;  the  hearth  is  16  feet  long  and  8  feet 
broad,  including  the  water  jacket;  d  is  the  hollow  air-cooled  fire 
bridge, /is  the  flue  leading  into  g  and  thence  to  the  stack.  In  one  of 
the  longer  sides  of  the  furnace  there  are  three  working  doors  i,  and 
only  tAVO,  h,  on  the  opposite  side ;  through  the  latter  the  lead  is 
charged  in  to  the  furnace,  whilst  the  scums  and  dross  are  withdrawn 
through  the  former.  The  doors  i  are  let  into  the  water  jacket  for  a 
depth  of  3  inches,  but  h,  h  are  level  with  the  upper  edge  of  the  jacket. 
The  pan  rests  on  iron  bearers, /,_;',  of  I  section,  they  in  turn  resting 
on  the  masonry  z.  On  the  bottom  of  the  pan  is  a  layer  of  brickdust, 
and  on  that  two  layers  of  firebrick  o  and  ^ ;  the  lower  layer  is  of  less 
refractory  brick  and  the  upper  of  the  best  quality  of  fireclay,  the 
bricks  being  set  as  closely  as  possible  in  fireclay  mortar.  The  side 
Avails  of  the  furnace,  q,  are  constructed  of  firebrick,  which  reaches 
down  to  the  lower  layer  o  of  the  firebrick  of  the  hearth,  and  the 
corrosion  of  the  hearth  is  confined  to  the  upper  layer  ^;  of  the  hearth 
and  to  a  certain  depth  of  the  side  walls  q.  The  hearth  slopes  to  the 
tap  hole  t,  which  consists  of  a  conical  iron  tube  passing  through  the 
water  jacket  and  ending  in  the  cast-iron  spout  c.  The  tap  hole  is 
closed  either  by  clay  rammed  into  it  or  by  an  iron  rod  tipped  with  clay. 

In  the  refining  process  the  lead  is  first  melted  on  the  hearth,  and 
any  scum  which  rises  is  taken  oif ;  the  temperature  is  then  raised  to 
dull  redness,  and  if  an  air-blast  is  employed  this  is  now  brought  into 
action.  Tin  is  the  first  impurity  to  oxidise  and  is  removed  as  a  dross, 
then  the  oxidation  of  the  antimony,  arsenic,  and  other  easily  oxidis- 
able  elements  follows. 

As  antimony  is  only  slowly  oxidised  under  these  circumstances,  its 
removal  is  facilitated  in  many  works  by  the  addition  of  litharge,  or 
just  as  in  the  refining  in  iron  pots,  steam  is  passed  through  the 
molten  bath  by  means  of  an  iron  pipe.  By  this  means  the  time 
required  lor  the  oxidation  is  reduced  by  one  half,  but  large  quantities 
of  oxide  are  formed  which  collect  at  the  side  of  the  furnace  and 
rapidly  corrode  the  side  walls,  so  that  the  process  is  only  employed 
when  actually  necessary. 

The  antimony  scum  {dbstrich)  is  allowed  to  cool  somewhat  so 
as  to  enable  it  to  be  drawn  out  as  a  solid  crust,  the  doors  of  the 
furnace  being  opened  for  this  purpose.  In  the  case  of  lead  poor  in 
antimony  one  such  operation  is  sufficient,  otherwise  it  is  repeated 
several  times,  the  refining  being  finished  when  nothing  but  litharge 
forms  on  the  surface  of  the  molten  metal.     The  bath  is  then  cooled 
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by  leaving  the  doors  open,  and  the  still  molten  lead  is  tapped  out  and 
run  into  moulds,  either  by  means  of  a  syphon  or  a  spout  moving  in 
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Figs.  292  and  293. 

a  semicircle  and  delivering  the  lead  into   the   empty  moulds  also 
arranged  in  that  form. 

G  G 


450 


METALLURGY 


The  amount  of  the  scums  produced  depends  upon  the  percentage 
of  foreign  matters  in  the  lead,  the  first  scum  (schlicker)  being  on  an 
average  4  per  cent,  of  the  weight  of  the  original  lead,  whilst  the 
second  scum  (ahstricJi)  amounts  to  about  5  per  cent.  In  modem 
furnaces  156  lbs.  of  coal  are  used  for  every  ton  of  lead  refined. 

The  form  of  furnace  just  described  is  employed  for  refining  lead 
Avbich  is  to  be  desilverised,  lead  which  has  been  desilverised  or  lead 
free  from  silver.  In  the  purification  of  lead  desilverised  by  means 
of  zinc  4  to  5  per  cent,  of  zinciferous  scum  containing  90  per  cent,  of 
lead  is  produced,  and  a  charge  of  30  tons  is  purified  in  14  hours, 
1  cwt.  of  coal  being  used  for  each  ton  of  the  original  lead. 

In  the  Przibram  furnace  before  described,  22  tons  of  liquated  lead 
are  refined  in  24  to  26  hours,  the  consumption  of  fuel  being  9  per 
cent,  of  the  weight  of  the  lead,  and  81  per  cent,  of  refined  lead  being 
obtained,  having,  at  Przibram,^  the  following  composition  : — 


Sliver 

1             i 

2 

3 

4 

0-00015     1 
0-0009       1 
0-0022 
0-001 
0-0016 
traces 

0-0014 

0-0021 

0-0018 

0-001 

0-0029 

0-0008 

0-0017 

0-00119 

0-00185 

0-0011 

0  0032 

0-0012 

0-0013 
0-0012 
0-0021 
0-0017 
0-0029 
0-0011 

Copper   

Bismuth 

Iron        

Antimony      

Zinc 

At  Freiberg  the  refining  of  argentiferous  lead  before  pattinsonising 
is  effected  after  previous  liquation  in  a  furnace  similar  to  that  used 
at  Przibram,  an  air-blast  being  employed.  The  lead  is  introduced 
in  several  charges,  the  first  of  6  tons,  and  after  this  is  melted  a 
second  of  10  tons  and  then  a  third  charge  of  5  tons.  The  first  scums 
are  rich  in  tin  and  arsenic  which  are  smelted  as  before  mentioned  for 
tin-lead,  and  then  arsenical  and  antimonial  ahstrich  follow,  which  are 
smelted  for  hard  lead.  The  refining  of  21  tons  may  take  as  long  as 
36  hours,  the  time  depending  upon  the  percentage  of  impurity 
present.  In  an  operation  lasting  that  time,  24h  cubic  feet  of  lignite 
and  lOi  cubic  feet  of  coal  are  used,  85  per  cent,  of  refined  lead 
containing  0"5  to  0"7  per  cent,  of  silver  being  obtained. 

At  Port  Pirie  in  South  Australia  the  argentiferous  lead  from 
Broken  Hill  is  refined,  without  previous  liquation,  before  being 
desilverised.  Figs.  294  to  298  show  the  construction  of  the  furnace 
used  which  has  a  water-cooled  fireclay  hearth.  The  charge  consists 
of  22  tons  of  lead  with  250  to  350  ounces  of  silver  per  ton,  and  this 

1  Oesterr.  Zeitschr.  1885,  p.  208. 
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is  refined  in  14  to  16  hours,  I'o  tons  of  coal  being  used.  One  man 
is  required  to  work  the  furnace  during  the  shift,  being  assisted  by  two 
labourers  in  the  charging  operation,  which  lasts  1^  hours.  The  total 
amount  of  scums  reaches  2|  to  3  tons  from  the  22  ton  charge  ;  the 
first  scum  is  cupriferous  and  is  smelted  in  blast  furnaces  with  galena 
for  copper  matte.  The  second,  third,  and  fourth  scums  are  rich  in 
antimony,  and  are  liquated  and  then  smelted  for  hard  lead. 


Fig    294. 


Fig.  295. 


At  Cheltenham  near  St.  Louis  (Missouri)  38  to  40  tons  of  lead 
are'refined  without  previous  liquation  in  from  1-5  to  30  hours,  accord- 
ing to  the  degree  of  impurity  of  the  lead.  The  consumption  of  coal 
varies,  according  to  the  duration  of  the  work,  from  1^  to  2|  tons,  and 
the  labour  required  is  IJ  men  per  furnace  per  12  hour- shift. 

After  desilverising  by  zinc,  the  lead  is  freed  from  the  zinc  taken 
up,  by  a  refining  in  the  same  furnace.  A  quantity  of  36  tons  is 
treated  at  one  time,  the  refining  lasting  12  to  18  hours,  and  the  coal 
consumption  averaging  2*2  tons,  including  the  coal  used  in  heating 
the  casting  pot,  the  labour  requirements  being  the  same  as  in  the 
last  instance. 
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At  the  works  of  the   Omaha  and  Grant  Smelting  and  Kefining 
Company  at  Omaha  in  Nebraska,  large  refining  furnaces  holding  45 


Fig.  297  and  298. 


tons  of  lead  are  in  use,  in  which  lead  carrying  300  ounces  of  silver  per 
ton  is  refined  before   being   desilverised    by  means    of  zinc.     The 
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refiniDg  of  this  amount  takes  12  hours,  and  Ih  tons  of  coal  are  used. 
Scums  are  obtained,  which  are  smelted  together  with  galena  for 
copper  matte,  and  Avork-lead,  and  antimonial  dross,  the  latter  being 
smelted  for  hai'd  lead  after  liquation. 

At  the  National  Works  near  Chicago  (Illinois)  the  refining  furnace 
is  heated  with  the  fluid  residues  remaining  after  the  distillation  of 
crude  petroleum.  The  charge  consists  of  37  tons  of  argentiferous 
lead  containing  2  to  3  per  cent,  of  antimony,  and  litharge  is  added 
to  the  bath  to  hasten  the  oxidation  of  the  antimony.  The  whole 
operation  lasts  12  hours,  and  32  to  35,  tons  of  refined  lead  are  ob- 
tained. The  cupriferous  dross  is  smelted  with  galena  in  reverberatory 
furnaces,  litharge  and  cupriferous  lead  matte  being  produced  ;  the 
latter  is  treated  with  an  air-blast  in  a  refining  furnace,  giving  lead 
slags  and  a  concentrated  copper  matte  which  again  undergoes  the 
same  operation.  The  final  products  are  lead  slag  and  coarse  copper, 
containing  both  gold  and  silver,  the  so-called  copper  bottoms.  The 
antimonial  dross  is  liquated  and  then  smelted  for  hard  lead. 

The  casting  of  refilled  lead 

The  lead  after  refining  has  to  be  cast  into  moulds.  It  is  allowed 
to  cool  until  it  attains  the  requisite  temperature,  and  the  usual 
practice  in  former  days  was  to  then  ladle  it  out  of  the  furnace  or 
refining  pot  into  the  moulds.  Ladling  is  seldom  resorted  to  at  the 
present  day,  and  it  is  usually  run  through  a  tap  hole  into  a 
launder  or  a  pipe  movable  in  a  semicircle,  and  thence  into  a  series 
of  moulds  arranged  in  a  semicircle,  or  else  it  is  run  out  into  heated 
pots  and  syphoned  or  pumped  over  into  the  moulds.  The  use  of  the 
syphon  is  preferable,  or  if  the  levels  of  the  vessels  will  not  allow  of 
this,  then  Rosing's  lead  pump  may  be  used. 

The  arrangement  used  in  works  in  the  United  States  is  shown  in 
Fig.  299,^  A  tube  2  inches  in  diameter  provided  with  a  stopcock  c, 
passes  through  the  tap  hole  and  is  connected  with  the  pipe  ^,  6  to  10 
feet  long,  by  means  of  the  vertical  pipe  e  and  the  swivel  elbow/,  this 
allowing  of  the  pipe  being  turned  horizontally  in  a  semicircle  by  means 
of  the  handle  h ;  when  the  lead  is  ready  to  tap,  the  cock  c  is  heated  by 
fire  applied  to  it,  and  opened,  when  the  lead  flows  out  through  the 
pipe  into  the  moulds  placed  to  receive  it.  The  pipe  g  is  usually  pre- 
viously warmed  before  screwing  it  into  the  elbow  /  by  dipping  it  into 
the  bath  of  lead  in  the  furnace,  and  after  fixing  it  in  position  the  cock 

1  Hofmau,  oj).  cit. 
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c  is  opened  fully  so  as  to  prevent  the  lead  solidifying  in  the  tube ; 
it  is  then  half  closed  so  as  to  moderate  the  violence  of  the  flow. 

This  method  of  tapping  has  the  drawback  of  necessitating  the 
cooUng  of  the  refining  furnace  down  to  the  casting  point,  which 
takes  some  time  and  necessarily  diminishes  its  output,  so  that  the 
better  plan  is  to  run  off  the  lead  into  a  hot  iron  pot  and  syphon 
into  moulds  from  the  latter. 

A  syphon  arrangement^  contrived  by  Steitz  and  in  use  at  some  of 
the  American  desilverising  works,  for  running  the  desilverised  lead 
into  the  refining  furnace,  is. shown  in  Fig.  300.     The  syphon  is  of 
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Fig.  300. 


bent  gas  tubing  2  to  2|  inches  wide,  one  end  of  which  reaches  to 
the  bottom  of  the  pot,  the  other  being  connected  b}'  an  elbow  c  with 
a  vertical  pipe  provided  with  a  cast-iron  stopcock  e  at  its  lower  end. 
The  end  of  the  tube  dipping  into  the  pot  is  furnished  with  an  elbow  h 
resting  on  the  bottom  of  the  pot.  The  lead  discharged  from  the  cock 
flows  into  a  launder  of  cast-iron  and  from  that  into  the  refining  furnace. 

If  it  is  desired  to  cast  the  lead  directlj^  into  the  moulds,  the 
vertical  portion  of  the  syphon  is  connected  with  a  pipe  movable 
horizontally  in  a  semicircle,  from  which  the  molten  lead  runs  into  the 
moulds. 

A  similar  aixangement  is  shown  in  Figs.  301  and  302,^  where  i  is 
the  longer  limb  of  the  sj'phon  outside  the  pot,  and  /  is  a  cast-iron 
stopcock  on  it.  It  is  connected  to  a  movable  joint  into  which  the 
tube  j!>,  which  is  10  feet  long,  is  screwed.  This  can  be  turned  round 
in  a  half  circle  by  the  handle  $,  the  movable  portion  m  being  furnished 
with  a  pivot  resting  in  the  socket  o  (Fig.  302j). 

Rosing's  lead  pump  is  only  used  when  the  position  of  the  con- 
taining vessel  renders  the  use  of  a  syphon  impracticable  as,  for 
instance,  when  the  pot  is  on  the  ground  level  The  pump  Hfts  the 
lead  by  means  of  direct  steam  pressure  and  acts  very  satisfactorily. 

The  moulds  in  which  the  lead  is  cast  vary  in  form  according  to 
the  requirements  of  the  trade.     A  shape  common  in   the  L'nited 


^  Ho&nan,  op.  ck. 
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States  is  shown  in  Figs.  303  to  305,  this  haTiug  been  found  con- 
venient for  quick  casting.*    One  end  is  furnished  with  wheels,  the 
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other  rests  on  the  bearex  h^  a  handle  can  be  hooked  through  the  hole 
i%  the  mould  and  contents  wheeled  awar.  and  the  ingot  tipped  out, 
and  the  mould  is  then  again  ready  for  use. 

The  composition  d  desUTeiised  and  refined  American  market 
lead  is  shown  by  the  Mlowing  analyses : — 
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SILVER 

Physical  Peoperties 

Silver  has  a  pure  white  colour  and  a  perfect  metallic  lustre.  It  is 
exceedingly  malleable  and  ductile,  being  only  second  to  gold  in  these 
proj)erties ;  it  is  harder  than  gold,  but  softer  than  copper.  The 
specific  gravity  of  silver  according  to  G.  Rose  lies  between  10  "514 
and  10-619  at  14°C,  and  according  to  Matthieson  it  is  10-408  at  IS^C. 
It  crystallises  in  the  regular  system. 

Its  conductivity  for  heat  stands  to  that  of  gold  in  the  ratio  of 
100: 102-8  (Despretz),  100  :  98  (Calvert  and  Johnson),  100  :  60  (Wiede- 
mann and  Franz).  According  toRegnault  its  specific  heat  is  0-05701 
and  according  to  Bunsen  0-0559. 

Silver  is  of  all  the  metals  the  most  perfect  conductor  of  electricity  ; 
if  its  conductivity  be  taken  as  100,  that  of  gold  is  73,  and  of  copper 
72  to  77  (Matthieson). 

It  melts  at  about  1000°C  (according  to  Becquerel  at  960°C,  and 
according  to  Riemsdyck  at  1040''C).-^  At  high  temperatures  it  volati- 
lises, yielding  a  green  vapour,  and  it  can  be  distilled  by  means  of  the 
oxy-hydrogen  blowpipe. 

When  in  the  molten  state,  it  possesses  the  jiower  of  absorbing 
oxygen  from  the  air  to  the  extent  of  22  times  its  own  volume,  the  gas 
beinor  given  out  again  on  cooling  with  such  vigour  that  the  surface  of 
the  silver  is  thrown  uj)  into  small  bubbles,  and  particles  of  the  metal 
are  projected.  This  phenomenon  is  known  as  the  spitting  of  silver, 
and  only  occurs  v/hen  the  silver  is  pure,  small  quantities  of  copper, 
bismuth  or  zinc  entirely  preventing  it.  The  spitting  may  also  be 
prevented,  even  with  pure  silver,  by  covering  the  surface  with  a 
layer  of  charcoal  powder,  common  salt,  potash  or  other  bodies  which 
possess  no  oxidising  action.  The  presence  of  small  amounts  of  arsenic, 
antimony,  bismuth  and  lead  renders  silver  brittle. 

1  960 -TT,  Heycock  and  Neville,  Jonrn.  Chtm.  Soc.  1895,  p.  188. 
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Chemical  Properties. 

Silver  does  not  oxidise  in  either  dry  or  moist  air  at  the  ordinary 
temperature,  and  only  very  slightly  if  the  temperature  be  raised  ; 
caustic  alkalies,  alkaline  carbonates,  nitre  and  potassium  chlorate  are 
all  without  action  upon  it.  Nitric  acid  easily  dissolves  silver ; 
sulphuric  acid  only  dissolves  it  when  the  acid  is  hot  and  concentrated. 
Aqueous  hydrochloric  acid  attacks  it  only  superficially,  and  vegetable 
acids  are  practically  without  action  ujDon  it.  It  is  blackened  by 
sulphuretted  hydrogen  owing  to  the  formation  of  silver  sulphide. 

It  combines  with  chlorine,  forming  silver  chloride,  and  it  is  also 
converted  into  the  same  body  by  the  action  of  certain  chlorides 
such  as  cu]Dric,  ferric  and  mercuric  salts.  Gaseous  hydrochloric  acid 
passed  over  heated  silver  converts  it  into  the  chloride,  with  liberation 
of  hydrogen.  Chloride  of  silver  is  also  formed  when  finely  divided 
silver  is  heated  with  common  salt. 

Melted  together  with  sulphur,  silver  is  converted  into  the  sulphide. 

Silver  easily  alloys  with  lead,  copper  and  zinc  when  melted 
together  with  these  metals,  and  forms  an  amalgam  when  brought  into 
contact  with  mercury  in  the  cold,  though  the  amalgamation  proceeds 
much  more  rapidly  Avhen  the  metals  are  heated  together. 

The  Chief  Chemical  Reactions  of  Silver  Compounds  that 

ARE   OF   importance   IN   ITS  EXTRACTION 

Oxides  of  Silver 

The  oxides  of  silver,  viz.  silver  oxide  (Ag^)  silver  suboxide  (Ag^O) 
and  silver  peroxide  (Ag.p^  oi^  AgO),  do  not  play  any  important  part 
in  the  extraction  of  the  metal. 

Silver  oxide  (Ag^O)  is  formed  in  the  dry  way  by  heating  silver 
with  certain  oxides  (cupric  oxide,  red  lead,  manganese  dioxide),  with 
the  nitrates  or  sulphates  of  lead  and  copper,  or  with  arsenic  acid. 
Silver  oxide  is  also  obtained  as  a  brownish  powder  by  passing  a 
powerful  electric  discharge  through  the  metal,  or  by  heating  the 
metal  in  the  oxy-hydrogen  flame. 

Silver  when  present  in  litharge  is  present  in  part  as  oxide.  As 
however,  according  to  H.  Rose  and  other  authorities,  silver  oxide  is 
decomposed  between  250°  and  300°C  into  silver  and  oxygen,  and  as 
litharge  has  been  subjected  for  a  considerable  time  to  a  temperature 
between  900°  and  lOOO'C,  its  existence  in  it  might  be  called  in 
question.  In  favour  of  the  view  that  silver  exists  in  litharge  as  oxide, 
are  the  observations  of  St.  Clair-Deville   and   Debray  and   those  of 
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Troost  and  Haute-Feuille  ^  tliat  silver  oxide  can  be  formed  at  high 
temperatures.  In  addition,  Wait  has  extracted  18'67  and  19'25  per 
cent,  of  the  silver  from  litharge  containing  2*94  per  cent,  of  silver, 
by  means  of  acetic  acid,^  and  as  metallic  silver  is  insoluble  in  acetic 
acid  it  may  be  assumed  that  the  metal  must  have  been  present 
as  oxide.  The  limiting  temperature  below  which  silver  oxide  is 
stable  must  consequently  be  regarded  as  not  yet  definitely  settled. 

In  the  wet  way  silver  oxide  is  obtained  as  a  brownish  precipitate 
by  adding  caustic  potash  or  soda,  baryta-  or  lime-water  to  a  silver 
solution.  It  is  only  soluble  to  a  very  slight  extent  in  water,  the 
solution  possessing  an  alkaline  reaction.  It  acts  as  a  powerful  base, 
precipitating  copper  oxide  from  copper  solutions,  and  partially 
precipitating  the  oxides  of  nickel,  lead,  cadmium  and  zinc  from 
solutions  of  their  salts. 

Silver  suboxide  (Ag^O)  is  obtained  by  heating  silver  salts  of 
organic  acids  in  a  current  of  hydrogen  to  100°C  ;  it  j^ossesses  no 
metallurgical  importance. 

Silver  peroxide  (Ag^Og)  is  produced  at  the  positive  electrode 
when  silver  solutions  are  electrolysed,  and  is  also  formed  by  the  action 
of  ozone  upon  silver  or  its  oxide. 

Silver  Sulphide 

Silver  sulphide  is  easily  prepared  by  either  dry  or  wet  methods. 
Prepared  in  the  dry  way,  by  melting  together  silver  and  sulphur, 
it  forms  a  dark  grey  crystalline  mass  exactly  resembling  the  native 
silver  sulphide.  In  the  wet  way  it  may  be  obtained  by  treating 
a  solution  of  a  silver  salt  with  sulphuretted  hydrogen  or  with 
sulphides  of  the  alkalies  or  alkaline  earths.  Silver  sulphide  is  not 
fusible  alone,  but  can  easily  be  obtained  in  the  molten  state  in  ad- 
mixture with  the  sulphides  of  other  metals  (mattes). 

Silver  sulphide  is  not  decomposed  when  heated  in  absence  of 
air,  but  in  presence  of  air  it  forms  sulphur  dioxide  and  metallic  silver. 
Heated  in  an  atmosphere  of  steam,  metallic  silver,  sulphuretted 
hydrogen  and  sulphur  dioxide  are  produced.  Heated  in  a  current  of 
hydrogen,  silver  sulphide  is  reduced  to  metal. 

Gaseous  sulphur  trioxide  converts  silver  sulphide  into  the 
sulphate  ;  when  in  combination  with  copper  sulphide,  it  can  also  be 
converted  into  sulphate  by  careful  roasting,  the  copper  being  left  as 
oxide.     In  this  case  the  silver  sulphate  is  produced  by  the  action  of 

^  Graham-Oito-Michaelis,  Anonj  Chemie  1884,  p.  985. 
^  Trans.  A.I. M.E.    xv.  p.  423. 
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sulphur  trioxide  obtained  from  copper  sulphate,  which  in  its  turn  is 
the  product  of  the  action  of  hot  air  upon  the  sulphide.  Chlorine  acts 
perceptibly  on  silver  sulphide  in  the  cold,  and  energetically  when  hot, 
the  silver  being  completely  converted  into  chloride,  and  sulphur 
chloride  being  produced. 

Heated  together  with  sodium  chloride  in  presence  of  air,  silver 
chloride,  metallic  silver  and  sodium  sulphate  are  formed.  By  roasting 
with  common  salt,  silver  sulphide  can  be  completely  converted  into 
chloride  even  when  mixed  with  other  metallic  sulphides. 

Treated  with  a  solution  of  cupric  chloride,  silver  sulphide  is 
converted  into  the  chloride,  copper  sulphide  being  formed  thus : — 

Ag^S  +  CuCl,  =  2AgCl  +  CuS. 

This  reaction  proceeds  most  quickly  and  completely  on  boiling. 

Cupric  chloride  also  reacts  in  the  dry  state  with  silver  sulphide, 
cuprous  chloride  being  produced. 

Cuprous  chloride  solution  also  reacts  with  silver  sulphide,  convert- 
ing it  into  chloride  according  to  the  equation  : — 

Ag^S  +  CU2CI2  =  2AgCl  +  CuS  +  Cu 

Ferric  chloride  solution  converts  silver  sulphide  only  slowly  and 
incompletely  into  silver  chloride.  Ferrous  chloride  and  mercuric 
chloride  solutions  do  not  attack  it. 

Sodium  copper  thiosulphate  (4Na2S203,3Cu2S203  +  xHgO)  quickly 
decomposes  silver  sulphide,  the  silver  going  into  solution  and  copper 
sulphide  being  produced  (Russell).  One  part  of  the  solid  salt  is 
capable  of  bringing  O'llS  to  O'lSG  parts  of  silver  into  solution. 
Solutions  of  the  alkalies  and  alkaline  chlorides  do  not  attack  silver 
sulphide,  though  alkaline  cyanides  do. 

Heated  with  metallic  iron,  silver  sulphide  is  completely  decom- 
posed with  the  formation  of  ferrous  sulphide  and  metallic  silver. 
Iron  alone  in  the  cold  only  acts  slowly  upon  it,  but  decomposes  it 
more  completely  in  the  presence  of  mercury.  It  is  quickly  reduced 
by  iron  or  zinc  in  the  presence  of  dilute  hydrochloric  acid. 

Copper,  when  heated  with  silver  sulphide,  partially  decomposes  it, 
metallic  silver  and  an  argentiferous  copper  matte  being  produced. 
Heated  with  metallic  lead,  silver  sulphide  reacts  as  follows : — 

AggS  +  xPb  =  AggxPb  +  PbS 

but  the  reduction  is  not  complete,  a  portion  of  the  silver  sulphide 
uniting  with  the  lead  sulphide  forming  an  argentiferous  matte.      If 
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lead  oxide  be  present  at  the  same  time,  then  complete  decomposition 
ensues  as  the  latter  reacts  in  this  way  with  the  sulphide  : — 

Ag.S  +  2PbO  =  2AgPb  +  SO, 

Cupric  oxide  acts  in  precisely  the  same  way. 

Lead  sulphate  decomposes  silver  sulphide  according  to  the 
■equation  : — 

Ag,S  +  PbSO,  =  Ag.Pb  +  2S0,. 

Silver  sulphate  decomposes  silver  sulphide  in  a  similar  way. 
Mercury  decomposes  the  sulphide  only  slowly,  forming  silver  amalgam, 
but  in  presence  of  metaUic  iron  the  decomposition  proceeds  rapidly, 
especially  on  heating. 

Silver  sulphide  is  almost  entirely  decomposed  when  melted  with 

caustic  potash   or  soda,  sulphide  and   sulphate   of  the  alkali  being 

produced.    It  is  completely  reduced  by  fusion  with  potassium  nitrate. 

Molten  silver  dissolves  silver  sulphide,  according  to  Percy  100  parts 

of  silver  taking  up  19"56  parts  of  the  sulphide. 

It  unites  with  the  sulphides  of  other  metals  when  melted  with 
them,  forming  mattes  which  possess  the  power  of  dissolving  metallic 
silver.  This  fact  is  made  use  of  in  the  smeltinof  of  argentiferous  ores 
poor  in  sulphur,  where  other  sulphides,  especially  iron  pyrites,  are 
added  to  the  smelting  charge  with  the  object  of  collecting  the  silver 
in  the  regulus  or  matte. 

By  roasting  siuect  the  compounds  of  silver  sulphide  with  the 
sulphides  of  iron  and  copper,  a  mixture  of  copper  and  iron  oxides  with 
metallic  silver  is  obtained. 

Concentrated  nitric  acid  easily  decomposes  silver  sulphide  with 
the  separation  of  sulphur  and  the  formation  of  silver  nitrate,  and 
strong  sulphuric  acid  acts  similarly,  forming  silver  sulphate  ;  it  is  not 
attacked  by  dilute  sulphuric  acid. 

Dilute  hydrochloric  acid  is  without  action  ujDon  silver  sulphide, 
but  it  is  attacked  by  the  strong  acid  especially  on  heating ;  silver 
chloride  is  produced  which  partly  goes  into  solution  and  partly  coats 
the  remaining  sulphide,  interfering  with  the  further  action  of  the  acid. 

Silver  Chloeide 

This  compound  may  be  produced  either  in  the  wet  or  dry  way. 
In  the  dry  way  it  is  formed  by  the  action  of  chlorine  upon  either 
silver  or  its  sulphide,  or  by  the  action  of  hydrochloric  acid  and 
certain  chlorides  upon  the  same  bodies  at  a  red  heat.  In  the  wet 
way  it  is  produced  by  the  addition  of  chlorine  or  chlorides  to  silver 
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solutions,  or  by  the  action  of  various  metallic  chlorides  upon  silver, 
silver  sulphide  or  compounds  of  silver  with  arsenic  and  antimony. 

It  is  found  native  as  horn  silver,  crystallising  in  the  regular 
system.  It  melts  at  260'C.  to  a  reddish  yellow  liquid,  and  is 
slightly  volatile  at  high  temperatures.  It  is  soluble  to  a  certain 
extent  in  hydrochloric  acid  and  solutions  of  chlorides,  easily  soluble 
in  aqueous  ammonia  and  very  easily  soluble  in  sodium  and  calcium 
thiosvilphate  solutions  and  in  alkaline  cyanides.  It  is  less  soluble 
after  fusion  than  when  precipitated  from  solution  and  in  the  latter 
case  the  curdy  form  of  precipitate  is  more  easily  soluble  than  the 
gelatinous,  granular  or  crystalline  variety. 

According  to  the  investigations  of  A.  Vogel  and  Bernhart,  one 
litre  of  a  solution  of  each  of  the  following  chlorides  at  the  ordinary 
temperature  dissolves  the  quantity  of  silver  chloride  given  in  the 
followinof  table : — 


Potassium  chloride 

Sodium  „ 

Ammonium  ,, 

Calcium  „ 

Barium  „ 

Strontium  „ 
Masfnesium 


0*472  grams  of  silver  chloride. 

0-950 

1-575 

0-930 

0-143 

0-884 

1-710 


In  solutions  of  the  chlorides  of  tin,  mercury,  copper,  zinc,  cadmium, 
nickel  and  cobalt,  it  is  insoluble. 

According  to  H.  C  Hahn  and  W.  M.  Curtis  the  solubility  in 
solutions  of  various  chlorides  is  as  follows  : — 


Salt. 

strength  of 
Solution. 
Per  cent. 

Temperature 

°c. 

■ 

Amount  of 
silver  cbloricle 
dissolved  per 

litre  grams. 

Silver  dissolved 

per  litre 

grams. 

Pota.ssiuni  chloride      .    . 

24  05 

19-(j 

0-914 

0-688 

Sodium                , , 

25-96 

19-6 

1-270 

0-956 

Ammonium 

_ 

28-45 

30 

3-673 

2-764 

Calcium 

.41-26 

30 

8-350 

6-283 

Barium 

27-32 

30 

0-741 

0-558 

Magnesium 

36-35      . 

30 

7-095 

5-339         ! 

Ferrous 

30-70 

20 

2.395 

1-802 

Ferric 

37-48 

21-4 

0-085 

0-064 

Manganous 

43-85 

30 

2-958 

2-226 

Zinc 

53-34 

30 

0-215 

0-162 

Copper 

44-48 

30 

0-833 

0-627 

Lead 

0-99 

30 

— 

— 

These  experiments,  as  well  as  those  of  Vogel,  were  performed  with 
amorphous  silver  chloride,  and  though  the  two  series  do  not  agree  in 
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all  respects,  yet  they  show  that  silver  chloride  is  more  soluble  in 
ammonium,  iron  and  manganese  chloride  solutions  than  in  solutions  of 
common  salt,  and  more  soluble  in  calcium  and  magnesium  chloride 
solutions  than  in  any  others. 

According  to  Vogel  and  Bernhart's  researches,  11  parts  of  hydro- 
chloric acid  (Sp.  Gr.  1'165)  dissolve  at  the  ordinary  temperature  2'98 
parts  of  silver  chloride,  the  acid  diluted  with  an  equal  bulk  of  water 
dissolves  0'56  parts,  diluted  with  five  times  its  volume  of  water  0*035 
parts,  and  diluted  with  an  equal  bulk  of  water  and  at  the  boiling 
point  5 "6  parts  of  silver  chloride. 

Russell  has  investigated  the  solubility  of  silver  chloride  in  sodium 
thiosulphate  solutions ;  concentrated  thiosulphate  solutions  dissolve 
more  silver  chloride  than  weaker  ones,  but  temperature  is  without 
influence  upon  the  solubility,  one  part  of  thiosulphate  dissolving 
0'485  parts  of  silver  chloride  containing  0'365  parts  of  silver.  The 
solubility  of  the  chloride  is  interfered  with  by  the  presence  of  lead 
sulphate  or  sodium  sulphate  and  particularly  by  caustic  alkalies  and 
the  alkaline  earths. 

Silver  chloride  is  reduced  to  metal  by  hydrogen  as  well  as  by 
caustic  alkalies  and  alkaline  carbonates  and  the  alkali  metals. 
Hydrogen  reduces  it  when  it  is  heated  for  a  long  time  in  a  current  of 
this  gas.  Metals  reduce  it  both  in  the  dry  and  wet  state,  and 
according  to  Karsten  in  the  following  orders,  metals  with  the  strongest 
reducing  properties  coming  first :  zinc,  iron,  arsenic,  lead,  copper, 
antimony,  mercury,  tin  and  bismuth.  Mercury  reduces  it  with  the 
simultaneous  formation  of  mercurous  chloride,  and  in  all  cases  the 
reduction  proceeds  more  quickly  in  presence  of  hydrochloric  acid. 

Iodide  and  bromide  of  silver  behave  similarly  to  the  chloride. 

Compounds  of  Silver  with  Arsenic,  Antimony  and  Sulphur. 

These  are  all  converted  into  silver  chloride  by  a  chloridising 
roasting,  that  is  by  roasting  with  common  salt.  The  silver  contained 
in  them  is  also  partially  converted  into  chloride  by  treatment  with 
cupric  or  cuprous  chloride  solution. 

On  fusion  with  lead  and  lead  oxide,  they  yield  up  the  whole  of 
their  silver,  which  alloys  with  the  lead. 

Of  the  various  oxygen  compounds  the  sulphate,  thiosulphate, 
arseniate  and  antimoniate  of  silver  are  of  special  metallurgical 
importance.  Silver  sulphate  is  formed  when  silver  is  dissolved  in 
boiling  concentrated  sulphuric  acid,  and  also  by  roasting  such 
argentiferous  metallic  sulphides  as  give  rise  to  the  formation  of 
sulphuric  anhydride,  argentiferous  copper  matte  for  example.     Silver 
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sulphate  decomposes  on  heating  into  silver,  oxygen  and  sulphur 
dioxide,  but  the  temperature  required  is  higher  than  that  needed  for 
the  decomposition  of  the  sulphates  of  copper,  iron  and  zinc. 

Zinc,  iron  and  copper  precipitate  metallic  silver  from  solutions  of 
the  sulphate.  Ferrous  sulphate  also  jjrecipitates  silver  from  solutions 
of  the  sulphate.  Silver  sulphate  is  difficultly  soluble  in  cold  water, 
easily  soluble  in  hot  water,  and  very  easily  soluble  in  sulphuric  acid. 
As  dilute  sulphuric  acid  is  without  action  on  silver  it  may  be  separated 
from  its  admixture  with  copper  oxide  by  treatment  with  this  acid, 
copper  sulphate  being  produced  and  metallic  silver  remaining. 

Silver  nitrate  is  jDroduced  by  dissolving  the  metal  in  nitric  acid  ; 
it  is  decomposed  at  high  temperatures,  leaving  a  residue  of  metallic 
silver. 

Silver  thiosulphate  (Ag2S.,03)  decomposes  tolerably  quickly  in 
air,  forming  sulphide  and  sulphate  of  the  metal,  but  it  forms  stable 
double  salts  with  the  thiosulphates  of  the  alkalies  and  alkaline 
earths ;  solutions  of  sodium  and  calcium  thiosulphates  easily  dissolve 
silver  chloride  forming  double  salts  possessing  a  sweetish  taste. 

Sulphuretted  hydrogen  and  sulphides  of  the  alkalies  and  alkaline 
earths  precipitate  silver  from  its  thiosulphate  solution  in  the  form  of 
silver  sulphide. 

Silver  arseniate  and  antimoniate  are  very  stable  silver  compounds 
formed  in  the  roasting  of  arsenical  or  antimonial  silver  ores.  By 
melting  with  lead  they  are  almost  entirely  reduced,  the  metallic 
silver  alloying  with  the  excess  of  lead  and  by  roasting  with  salt  they 
are  almost  completely  converted  into  silver  chloride. 

Sodium  thiosulphate  or  sodium  copper  thiosulphate  dissolves 
both  compounds,  one  part  of  the  crystallised  sodium  salt  dissolving 
(best  in  the  hot  solution)  according  to  Russell  0*2  parts  of  silver  in 
the  form  of  arseniate.  When  present  as  antimoniate "  which  is  also 
more  easily  soluble  in  hot  solutions,  one  part  of  sodium  thiosulphate 
dissolves  O'Oo  parts  of  silver.  The  solubility  of  both  salts  in  sodium 
thiosulphate  is  considerably  increased  by  the  presence  of  caustic  soda. 

Mercury  does  not  decompose  silver  arseniate  or  antimoniate. 

Silver  Alloys 

The  alloys  of  silver  of  special  metallurgical  importance  are  those 
with  mercury,  lead,  copper,  zinc  and  gold. 

Silver  easily  alloys  with  mercury,  especially  on  warming,  the  alloy 
being  known  as  silver  amalgam.  Mercury  also  possesses  the  property 
of  reducing  metallic  silver  from  its  combinations  with  chlorine, 
bromine,  iodine,  sulphur  and  copper,  the  reduced  metal  forming  an 
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amalgam,  and  it  is  on  this  account  largely  used  in  the  extraction  of 
silver  from  its  ores. 

Silver  amalgam  occurs  in  nature,  crystallised  in  the  regular  system. 

By  squeezing  through  canvas  the  fluid  amalgam  can  be  separated 
into  two  portions,  a  pasty  amalgam  which  remains  behind,  and  a 
fluid  portion  consisting  largely  of  mercury.  With  amalgams  of  silver 
and  mercury  the  upper  portions  are  richer  in  silver  than  the  losver 
ones  whereas  in  the  case  of  gold  amalgams  the  lower  portions 
are  the  richer  in  gold ;  this  is  due  to  the  fact  that  the  specific 
gravity  of  mercury  is  greater  than  that  of  silver  amalgam  but  less 
ihan  that  of  ookl  amalgam. 

On  heating  above  the  boiling  point  of  mercury,  silver  amalgam 
parts  with  its  mercury  leaving  a  residue  of  silver. 

Lead  alloys  very  easily  with  silver  when  the  two  metals  are 
simply  melted  together,  and  lead  possesses  the  power  of  withdrawing 
silver  from  its  compounds  with  copper,  sulphur,  arsenic,  antimony 
and  from  silver  salts,  forming  an  alloy  with  it.  This  property  is  made 
use  of  extensively  for  the  extraction  of  silver ;  from  its  alloy  with 
copper  it  is  extracted  by  means  of  lead,  and  from  its  compounds  with 
sulphur,  arsenic  and  antimony  by  the  aid  of  lead  oxide,  as  these 
compounds  are  not  completely  decomposed  by  the  metal  alone.  Lead 
oxide  acts  as  an  oxidising  agent  towards  the  sulphur,  arsenic  and 
antimony,  the  reduced  lead  taking  up  the  silver. 

From  lead-silver  alloys  the  lead  can  be  removed  as  litharge  by 
oxidation,  or  it  can  be  separated  electrolytically,  or  the  silver  can  be 
abstracted  from  the  molten  alloy  by  treatment  with  zinc  which  has  a 
greater  affinit}'  for  silver  than  is  possessed  by  lead. 

Copper  alloys  easily  with  silver,  and  argentiferous  copper  is 
produced  in  the  smelting  of  argentiferous  copper  ores  or  when  silver 
and  copper  ores  are  smelted  together. 

Silver  can  be  separated  from  copper  alloys  by  electrolysis,^  or  if 
treated  with  mercury  the  silver  is  taken  up  by  the  latter  metal.  If 
the  alloy  be  melted  with  lead,  a  silver-copper-lead  alloy  is  obtained, 
and  if  this  be  heated  to  a  higher  temperature  than  the  melting  point 
of  lead,  a  lead-silver  alloy  flows  from  it,  leaving  behind  the  copper 
deprived  of  the  greater  portion  of  its  silver  (liquation). 

If  the  silver-copper  alloy  be  powdered  and  roasted  with  common 
salt,  the  silver  is  converted  into  silver  chloride,  the  copper  being 
then  present  mainly  as  oxide.  If  the  alloy  be  melted  with  an  excess 
of  sulphur,  sulphides  of  both  metals  are  produced  (matte),  but  if  an 
insuflicient  amount  of  sulphur  is  present,  it  combines  with  the  copper, 
and  silver  separates  in  the  metallic  state. 

^  See  this  volume,  p.  260. 
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If  the  copper-silver  alloy  be  treated  with  dilute  sulphuric  acid  in 
presence  of  air,  the  copper  passes  into  solution  as  sulphate,  the  silver 
remaining  unacted  on.  With  concentrated  hot  sulphuric  acid  and 
Avith  nitric  acid  both  copper  and  silver  go  into  solution. 

Silver  readily  alloys  with  zinc,  and  as  zinc  possesses  a  greater 
affinity  for  silver  than  lead,  the  silver  can  be  extracted  from  molten 
silver-lead  alloys  by  its  means,  A  mixture  of  zinc,  silver  and  lead  is 
produced  from  whicli  a  large  proportion  of  the  lead  can  be  separated 
by  liquation.  If  the  lead  and  zinc  are  free  from  copper,  a  tolerably 
rich  silver-zinc  alloy  can  be  obtained,  especially  by  the  addition  of  a 
small  proportion  of  aluminium.  The  zinc  in  the  lead-zinc-silver  alloy 
can  be  got  rid  of  by  distillation,  or  by  oxidation  or  treatment  Avith 
fluxing  materials,  or  by  treatment  with  sulphuric  acid,  and  from  the 
zinc-silver  alloy,  the  zinc  can  be  eliminated  by  electrolysis,  distillation 
or  treatment  with  acid. 

Gold  and  silver  easily  alloy  together.  If  the  alloy  be  boiled  with 
concentrated  sulphuric  acid,  the  silver  goes  into  solution  as  sulphate, 
the  gold  remaining  behind.  Or  if  an  alloy  in  which  the  proportion  of 
gold  to  silver  is  not  greater  than  4  : 7  be  heated  with  nitric  acid,  the 
silver  is  dissolved  and  the  gold  left ;  if  gold  be  present  in  excess  of 
this  proportion  the  residual  gold  retains  some  silver.  If  a  gold-silver 
alloy  be  treated  with  aqua  regia,  the  gold  dissolves  and  the  silver 
remains  as  chloride. 

Melted  together  with  antimony  sulphide,  the  silver  in  a  gold- 
silver  alloy  combines  with  the  sulphur,  and  the  gold  with  the 
antimony.  Chlorine  gas  passed  into  a  molten  alloy  of  silver  and 
gold  converts  the  silver  into  chloride,  the  gold  being  unaffected.  By 
making  a  gold-silver  alloy  form  the  anode  and  a  silver  plate  the 
cathode,  and  using  a  silver  nitrate  solution  as  the  electrolyte,  silver 
is  deposited  on  the  cathode  and  gold  remains  behind  at  the  anode. 

The  Ores  of  Silver 

Silver  occurs  in  nature  both  in  the  free  state  and  in  combination 
with  other  bodies.  In  its  combinations  it  occurs  either  as  an 
essential  constituent  of  the  ore  or  as  an  accidental  ingredient,  and 
both  classes  of  ores  are  of  metallurgical  importance.  To  the 
first  class,  the  silver  ores  proper,  the  following  bodies  belong : 

Native  Silver 

This  often  occurs  in  isomorphous  admixture  with  gold,  mercury 
and  copper;  it  is  found  at  Kongsberg  in  Norway,  in  the  Erzgebirge 
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in  Saxony  (Freiberg,  Schneeberg,  Johann-Georgenstadt),  in  the  Lake 
Superior  district  in  Michigan,   U.S.A.,  and    in    Nevada,   in  Mexico 
Batopilas),   Peru    (Coronel   and    Loyse  mines),    Chili,    Bolivia,    and 
Australia  (Broken  Hill,  New  South  Wales). 

Amalgam,  xAgnHg 

The  proportions  of  silver  and  mercury  are  variable,  the  silver 
content  ranging  from  26  to  86  f)er  cent.  It  has  been  found  at 
Moschellandsberg  in  the  Palatinate,  at  Rosenau  in  Hungary,  Allemant 
in  France,  and  in  Chili  and  Bolivia. 

Antimonial  Silver  or  Dyscrasite,  Ag^Sb  to  Ag^gSb 

This  is  an  isomorphous  mixture  of  silver  and  antimony  with  from 
64  to  94  per  cent,  of  silver.  It  has  been  found  chiefly  at  St.  Andreas- 
berg  (Upper  Harz),  Wolfach  (Baden),  Chanarcillo  (Chili),  and  in 
Bolivia. 

Argentite  or  Silver  Glance,  Ag._,S 

One  of  the  most  important  ores  of  silver,  containing  87'1  per  cent, 
of  silver  and  usually  small  amounts  of  lead,  copper  or  iron.  It  occurs, 
generally  in  admixture  with  other  sulphides  in  the  Erzgebirge  (Frei- 
berg), in  Bohemia,  Hungary,  France  (Huelgoet  and  Chiromaguy), 
Mexico  (particularly  in  the  mines  at  Guanaxuato  and  Zacatecas), 
Nevada  (formerly  in  large  quantities  in  the  Comstock  lode,  Virginia 
City)  Peru,  Chili,  Bolivia  (Huanchacas). 

Stromeyerite,  (Cu^S  +  Ag^S), 

with  53'1  per  cent,  of  silver  occurs  in  Chili  and  in  the  Altai 
Mountains,  Siberia. 

MlARGYRITE,    Ag.,S  +  Sb2S3, 

with  32"8  to  36'4  per  cent,  of  silver  is  found  in  Saxony  (Freiberg),  in 
the  Harz  (Andreasberg),  in  Bohemia,  (Przibram),  in  Mexico  (Potosi, 
Parenos). 

Pyrargyrite  {Dunhles  Bothgultigerz),  3AgoS  +  SKSg, 

with  598  per  cent,  of  silver  occurs  at  Andreasberg  in  the  Harz,  in 
the  Erzgebirge,  in  Norway,  Hungary,  Spain,  Nevada  and  Idaho  and 
in  Mexico  and  Chili. 
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Proustite  {Lichtes  Botligultigerz),  SAg^S  +  AS2S3, 

with  65'4  per  cent,  of  silver  is  found  at  Andreasberg,  Freiberg,  Spain 
(Guadalcanal)  and  Nevada. 

Fahl  Ore  or  Tetrahedrite 

This  is  an  important  silver  ore  and  consists  of  a  mixture  of 
antimony  or  arsenic  sulphide,  or  both,  with  sulphides  of  silver, 
copper,  zinc,  iron  and  mercury.  According  as  to  whether  antimony 
or  arsenic  sulphide  is  present  the  ore  is  distinguished  as  antimonial 
fahl  ore  with  the  formula  4E.S  +  SboSg  or  arsenical  fahl  ore 
4RS  +  AsgSg,  where  R  =  Cug,  Ag.^,  Zn,  Fe,  Hg.  The  silver  content 
varies  from  a  fraction  of  a  per  cent,  up  to  81  per  cent.,  being 
greatest  in  the  antimonial  varieties,  the  silver  in  the  arsenical 
varieties  being  in  much  smaller  amounts  or  even  absent  altogether. 
When  the  ore  contains  both  arsenic  and  antimony  the  silver  content 
seldom  amounts  to  more  than  1  per  cent.  Silver  and  copper  as  a 
rule  replace  each  other,  the  percentage  of  copper  decreasing  with 
increasing  silver  content.  Fahl  ore  is  found  in  deposits  of  silver  and 
copper  ores  in  Germany,  the  Tyrol,  Hungary  and  Colorado  U.S.A. 

Stephanite  (melanglanz  or  schivarzgilltigerz),  oAggS  +  8^383, 
with  68'4  per  cent,  of  silver  occurs  in  Saxony,  Hungary,  and  Mexico. 

PoLYBASiTE,  9  (Cu^SAg^S)  (SbaSgAs^Sg) 

This  ore  contains  64  to  72'4  per  cent,  of  silver,  part  of  which  may 
be  replaced  by  copper,  iron  or  zinc,  whilst  the  antimony  may  be 
partly  or  wholly  replaced  by  arsenic.  It  is  found  at  Freiberg, 
Andreasberg,  Schemnitz  (Hungary)  and  in  Mexico.  Rarer  ores  are 
Freieslebenite  5  (PbAg.,)  S  +  2Sb2S3  with  22  per  cent,  of  silver, 
Sternbergite  (AgFe2S3)  with  33  per  cent,  of  silver  and  silver  telluride 
or  Hessite,  Ag^Te,  with  61  per  cent,  of  silver. 

Kerargyrite  or  Horn  Silver,  AgCl, 

"with  72'5  per  cent,  of  silver  frequently  occurs  in  such  quantities  as 
to  be  worth  working  alone.  It  is  a  decomposition  product  of  the 
sulphide  ores,  and  is  found  in  the  upper  portions  of  such  deposits 
in  Mexico,  Chili,  Peru,  Bolivia,  the  Altai  Mountains,  the  state  of 
Colorado  (Leadville),  U.S.A.,  Broken  Hill,  in  New  South  Wales. 

Bromite,  AffBr, 
Avith  57'45  per  cent,  of  silver  occurs  in  similar  situations  to  silver 
•chloride  in  Mexico,  Chili,  and  Broken  Hill  (Australia). 
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Embolite,  (xAgCl  +  nAgBr), 

with  GO  to  70  per  cent,  of  silver  is  occasionally  found  under  the  same 
conditions  as  silver  chloride,  as  at  Broken  HilL 

lODITE,   Agl, 

with  45'96  per  cent,  of  silver  occurs  like  the  chloride  in  Mexico  and 
Chili  and  has  recently  been  found  at  Broken  Hill. 

The  majority  of  the  preceding  ores  occur  together  in  the  several 
ore  deposits,  so  that  the  ore  delivered  to  the  smelting  works  i& 
usually  a  mixture  of  several  of  them.  The  chlorides,  iodides  and 
bromides  together  with  native  silver,  occur  in  the  upper  portions  of 
the  deposits,  whilst  the  arsenic,  antimony  and  sulphur  compounds  ai'e 
found  in  the  lower  portions.  Fahl  ore  usually  occurs  by  itself  apart 
from  other  silver  ores. 

Minerals  which  contain  silver  as  an  accidental  ingredient  are 
galena,  zinc  blende,  copper  pyrites,  magnetic  pyrites,  iron  pyrites, 
bournonite,  copper  glance,  bornite,  native  arsenic,  arsenical  pyrites 
and  certain  nickel,  cobalt  and  bismuth  ores. 

Galena  often  contains  silver  in  such  considerable  amounts  (up  to 
1  per  cent.)  that  the  value  of  the  silver  in  it  is  greater  than  that  of 
the  lead,  and  the  greater  portion  of  the  silver  produced  in  Europe  is 
obtained  from  galena.  Copper  ores  also  often  contain  a  considerable 
percentage  of  silver  as  for  instance  in  the  Mansfeld  copper  schist. 

Aegentiferous  Products  obtained  in  Smelting. 

In  addition  to  the  ores  of  silver  there  are  a  variety  of  smelting 
products  which  serve  as  sources  of  the  metal,  the  chief  of  these  being 
copper  and  lead  mattes,  black  copper,  argentiferous  burnt  pyrites  and 
certain  drosses  and  scums. 

The  Extraction  of  Silver  from  its  Ores 

It  will  have  been  gathered  from  a  perusal  of  the  above  list  of 
silver  ores,  together  with  the  various  reactions  of  silver  compounds 
before  described,  that  there  is  considerable  variety  in  the  processes  of 
silver  extraction.  In  all  cases  the  silver  is  at  last  obtained  in  union 
with  lead,  zinc,  copper  or  mercury,  or  in  a  solution  from  which  it 
can  be  precipitated  as  metal  or  as  sulphide  or  chloride,  or  else  it  is 
separated  by  electrolysis  from  its  combinations.  The  methods  of 
extraction  fall  into  three  main  groups  : — 

1.  Dry  processes. 

2.  Wet  processes. 

3.  Electrolytic  methods  of  separation. 
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To  a  certain  extent  the  wet  and  dry  methods  of  extraction  are 
combined,  argentiferous  products  obtained  by  dry  methods  being 
worked  up  by  wet  processes  or  vice  versa.  Electrolytic  processes  are 
also  usually  preceded  by  a  preparation  of  the  ore  by  dry  methods. 

The  extraction  of  silver  from  ores  and  smelting  products  in  the 
dry  way  is  based  upon  the  conversion  of  the  silver  into  a  silver-lead 
alloy,  whilst  the  combined  wet  and  dry  methods  include  : — 

I.  The  conversion  of  silver  into  a  silver-lead  alloy. 

II.  The  production  of  silver  amalgam. 

III.  The  production  of  a  silver  compound  which  is  soluble  in 
aqueous  solutions. 

The  electrolytic  processes  for  the  separation  of  silver,  require  its 
conversion  into  a  copper-silver,  lead-silver,  zinc-silver  or  gold-silver 
alloy,  from  which  the  silver  is  obtained  by  making  it  the  anode  in  an 
electrolytic  cell. 

The  adoption  of  any  particular  method  of  extraction  is  determined 
by  the  character  of  the  ores  or  argentiferous  smelting  products  which 
are  to  be  worked,  the  various  admixtures  which  they  contain  and 
upon  local  conditions. 

Ores  very  rich  in  silver  are  chiefly  worked  in  the  dry  way.  For 
ores  of  poor  or  medium  silver  content,  either  wet  or  dry  methods  are 
used,  depending  on  the  ingredients  associated  with  the  silver  com- 
pounds, and  upon  the  price  of  fuel  and  other  local  conditions.  Ores 
containing  large  percentages  of  lead  are  mainly  worked  by  dry 
processes,  ores  with  large  amounts  of  copper  being  advantageously 
treated  by  wet  processes  or  electrolytic  methods. 

In  the  case  of  ores  free  from  copper  and  lead,  or  containing  only 
small  amounts  of  these  metals,  the  method  of  treatment  depends 
upon  the  price  of  fuel  and  motive  power,  upon  the  possibility  of 
obtaining  lead  ores  or  plumbiferous  materials  cheaply,  upon  the 
possibility  of  treating  the  ore  directly  with  mercury  without  roasting, 
or  of  converting  the  silver  in  it  into  chloride,  which  can  then  be 
dissolved  by  brine  or  thiosulphate  solution.  It  al^^depends  upon  the 
behaviour  of  the  unroasted  ore  towards  copper  chloride  solutions, 
upon  the  price  of  the  various  reagents  (salt,  copper  sulphate,  sodium 
thiosulphate,  mercury,  sodium  sulphide,  iron,  copper  and  zinc)  as 
well  as  upon  the  arrangements  for  the  transport  of  the  ores,  fuel  and 
fluxes  to  the  smelting  works. 

Argentiferous  lead  and  copper  ores  are  treated  by  the  usual 
processes  for  obtaining  the  respective  metals,  the  silver  in  lead  ores 
being  obtained  in  the  work-lead  and  in  copper  ores  in  the  various 
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intermediate  products  of  copper  smelting.  It  is  not  possible  to  give 
any  general  description  of  the  methods  of  Avorking  the  various 
metallurgical  bye-products  for  silver,  and  these  processes  must  be 
treated  individually. 

The  silver  obtained  by  the  above  processes  is  in  most  cases  impure, 
containing  elements  (copper,  lead,  arsenic^  antimony,  bismuth, 
selenium)  injurious  to  its  use  in  the  arts,  and  which  must  therefore 
be  removed  by  a   refining  process. 

The  Extraction  of  Silver  by  Dry  Methods 

The  extraction  of  silver  in  the  dry  way  is  effected  by  converting 
the  metal  into  a  silver-lead  alloy  and  then  submitting  this  to  an 
oxidising  melting  in  the  cupellation  furnace.  The  production  of  the 
silver-lead  alloy  depends  upon  the  power  which  lead  possesses  of 
extracting  silver  from  its  ores  and  from  various  products  containing 
it,  the  lead  readily  alloying  with  the  silver,  and  the  operation  is 
carried  out  either  by  a  simple  melting  or  by  a  combination  of  roast- 
ing and  melting  processes.  The  process  for  the  combining  of  the 
lead  and  silver  is  known  as  the  leading  ("  verhleien ")  of  the  silver, 
the  alloy  obtained  being  called  work-lead,  and  the  oxidising  melting 
for  the  separation  of  the  lead  is  called  cwpellation  ("  abtreibc?i"). 

If  the  amount  of  silver  in  the  work-lead  is  not  sufficiently  great 
to  render  direct  cupellation  profitable,  then  it  is  concentrated  before 
being  cupelled.  This  concentration  of  the  silver  in  the  work-lead  is 
effected  by  two  processes,  Pattinson's  process  and  the  method  of 
desilverising  by  means  of  zinc.  The  various  operations  involved  in 
obtaining  silver  in  the  dry  way  are  then  as  follows  : — 

I.  The  production  of  work -lead. 
II.  The  concentration  of  the  silver  in  the  work-lead. 
III.  Obtaining  the  silver  from  the  enriched  work-lead   (cupella- 
tion). 

The  process  of  leading  is  applicable  to  all  varieties  of  ores  and 
metallurgical  products,  but  it  is  attended  with  considerable  losses  of 
silver  and  a  large  fuel  consumption,  particularly  in  the  cases  of  cupri- 
ferous ores  and  of  ores  and  products  free  from  lead  and  poor  in  silver. 
On  this  account  the  silver  in  such  bodies  is  often  extracted  either  by 
the  wet  way  or  by  electrolytic  treatment. 

Leading  is  used  when  the  ores  contain  lead,  or  if  free  from  lead 
when  it  is  possible  to  procure  cheaply  large  amounts  of  lead  compounds 
(litharge,  old  hearths,  &c.),  and  where  fuel  is  abundant  or  when  the  ores 
are  so  very  rich  in  silver  that  they  can  be  put  directly  into  a  bath  of 
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molten  lead.  Its  employment  in  the  extraction  of  silver  from 
argentiferous  metallurgical  products  is  limited  to  those  cases  where 
the  products  are  rich  in  silver  or  are  not  suitable  for  treatment  by 
wet'  methods ;  cupriferous  products  free  from  lead  are  in  most  cases 
treated  most  advantageously  by  means  of  wet  methods  or  electrolytic 
processes.     Dry  methods  in  all  cases  demand  a  fairly  cheap  fuel. 

THE   PRODUCTION   OF   WORK-LEAD 
Under  this  head  we  have  to  distinguish  : — 

1.  The  production  of  work-lead  from  ores. 

2.  The  production  of  work-lead  from  metallurgical  products, 
namely,  from 

a.  Matte. 
h.  Speiss. 

c.  Alloys. 

d.  Other  metallurgical  products. 

I.  The  Production  of  Work-Lead  from  Ores. 

The  leading  of  the  ores  is  carried  out  in  various  ways  according 
to  the  amount  of  silver  present,  and  the  various  admixtures  which  the 
ores  contain. 

Silver  ores  proper  can  be  divided  into  those  with  high,  medium, 
or  low  silver  content. 

Ores  with  a  high  percentage  of  silver  are  thrown  into  a  bath  of 
molten  lead,  most  conveniently  in  the  cupellation  hearth  or  are 
alloyed  with  lead  by  the  more  costly  method  of  melting  them  with  it 
in  crucibles. 

Ores  of  medium  silver  content  are  smelted  in  blast  furnaces  with 
the  addition  of  lead  ores  or  materials  rich  in  lead  in  order  to  obtain 
the  silver  in  the  work-lead.  If  the  ores  contain  sulphur  the  poorer 
portions  are  roasted  before  smelting,  just  as  lead  ores  are  roasted,  whilst 
richer  ores  are  added  directlj^  to  the  smelting  charge.  In  the  case  of 
ores  containing  sulphur,  a  matte  is  always  produced  which  retains 
some  of  the  silver  and  ^Yhich  must,  therefore,  be  subsequently  worked 
up  for  that  metal,  and  as  this  involves  a  series  of  costly  operations  its 
formation  is  to  be  avoided  as  far  as  possible.  With  cupriferous  silver 
ores  like  fahl  ore  the  formation  of  matte  cannot  be  prevented,  and 
in  many  cases  a  speiss  is  produced  from  which  it  is  even  more  difficult 
to  obtain  the  silver  than  from  matte. 

Ores  poor   in   silver,  if  they  are  free  from  lead,   are   not    leaded 
directly,  but  are  converted  first  into  a  matte   (^^  rohstein").     This  is 
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effected  by  smeltiug  in  blast  furnaces  with  an  addition  of  pyrites  if 
the  ores  are  poor  in  sulphur,  or  directly  if  containing  a  medium 
amount,  or  after  previous  roasting  if  rich  in  sulphur.  The  matte 
produced  is  then  leaded.  If,  however,  the  ores  poor  in  silver  contain 
some  lead,  they  are  smelted  direct  for  work-lead.  Argentiferous 
lead  ores  are  smelted  directly  for  work-lead  by  the  ordinary  processes 
of  lead  smelting  without  regard  to  their  content  of  silver. 

Argentiferous  copper  ores  are  only  leaded  when  they  occur 
intimately  mixed  with  lead  ores  or  when  they  are  worked  in  common 
with  cupriferous  silver  ores  like  fahl  ore.  In  such  cases  they  are 
smelted  in  blast  furnaces  (after  previous  roasting  if  necessary),  with 
roasted  lead  ores  or  materials  rich  in  lead  such  as  litharge  or  cupella- 
tion  hearths,  any  silver  ores  which  may  be  available  being  added  at 
the  same  time  and  the  products  being  work  lead  and  matte.  The 
matte  (known  as  copf)er  matte)  contains  a  considerable  amount  of 
silver  and  is  worked  up  for  argentiferous  copper  matte,  from  which 
the  silver  is  extracted  by  a  repetition  of  the  leading  process  or  by 
wet  methods. 

This  process  is  only  employed  in  the  cases  just  mentioned,  as  it  is 
unsatisfactory  and  costly  on  account  of  the  imperfect  extraction  of  the 
silver  in  the  work  lead,  the  considerable  loss  of  metal,  and  the  tedious 
operations  involved  in  working  up  the  copper  matte. 

A  more  satisfactory  method  and  one  which  is  at  present  generally 
adopted  is  to  work  up  the  argentiferous  copper  ores  by  themselves, 
collecting  the  silver  in  the  various  intermediate  and  bye-products  of 
the  copper  smelting  process,  and  extracting  the  silver  from  these  by 
means  of  wet  methods  or  by  electrolytic  processes. 

Argentiferous  zinc  ores,  when  they  occur  intimately  admixed  with 
lead  ores  as  at  Freiberg  and  in  the  Lower  Harz,  are  either  "  leaded  " 
direct  or  after  roasting,  or  they  are  first  distilled  to  obtain  the  zinc 
and  the  retort  residue  is  then  smelted  for  work-lead,  a  method  Avhich 
is  also  in  use  at  Freibei'g. 

The  jjrocess  of  leading  was  also  formerly  in  use  at  Joachim sthal 
in  Bohemia^  for  the  extraction  of  silver  from  nickel  and  cobalt  ores, 
but  on  account  of  the  large  loss  of  silver  it  has  given  way  to  wet 
processes  of  extraction. 

THE   PRODUCTIOX   OF   WORK-LEAD   FROM   RICH   SILVER    ORES 

This  can  be  effected  either  by  melting  the  ores  Avith  lead  in 
crucibles  or  by  direct  addition  of  the  ore  to  a  red  hot  bath  of  the 
molten  metal. 

1  Btr(j.  u.  Hlitt.  Zt,).,  1864,  p.  104.     Oesterr.  Zeitsch.,  1857,  p.  313. 
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Method  of  Leading  in  Crucibles 

This  method  is  practically  obsolete  as  it  is  much  more  costly  than 
the  alternative  method.  The  best  plumbago  crucibles  were  used  and 
litharge  added  as  a  flux  together  with  some  iron  if  sulphide  of  silver 
was  present.  Potash,  glass,  borax  and  soda  were  also  used  as  fluxes. 
In  this  Avay  the  conversion  of  the  silver  into  the  silver-lead  alloy 
was  fairly  complete  if  there  was  no  production  of  matte,  otherwise 
the  matte  retained  a  considerable  amount  of  silver.  If  copper  were 
present,  a  copper  matte  was  produced  necessitating  a  series  of  costly 
operations  for  the  extraction  of  the  silver. 

This  method  of  leading  was  formerly  in  use  at  Kongsberg  in 
Norway  ^  with  ores  in  which  90  per  cent,  of  the  silver  was  in  the  free 
state,  the  ore  being  melted  in  charges  of  about  3  cwt.  in  plumbago 
crucibles  together  with  lead,  3  per  cent,  of  iron  filings  and  1  per  cent, 
of  borax,  and  the  silver-lead  alloy  produced  was  directly  cupelled. 

ProdtLction  of  the  Silver-Lead  A  Hoy  in  Lead  Baths 

The  work-lead  which  has  been  melted  in  the  cupellation  hearths 
serves  as  the  lead  bath  and  the  addition  of  the  silver  ores  takes  place 
at  the  commencement  of  the  period  of  litharge  production  and  after 
the  ahstrich  and  first  impure  litliarge  have  been  taken  off.  The  air 
blast  is  stopped  and  the  ore  is  thrown  on  to  the  surface  of  the  molten 
lead  in  quantities  of  |  to  1  cwt.,  the  temperature  being  raised  by 
increasing  the  firing.  The  ore  floating  on  the  surface  undergoes  a 
partial  roasting,  and,  if  arsenic  and  sulphur  are  present,  these  are  to  a 
certain  extent  eliminated,  the  silver  is  reduced  by  the  lead  and 
especially  by  the  litharge,  and  the  reduced  silver  is  taken  up  by  the 
large  excess  of  lead  present,  any  residue  remaining  on  the  surface  of 
the  bath  being  fluxed  by  the  litharge.  As  soon  as  the  slag  is  fairly 
fluid  it  is  raked  off  the  surface  and  the  cupellation  proceeds  until 
further  additions  of  silver  ores  are  made. 

This  method  is  in  use  at  Altenau  and  Andreasberg  in  the  Upper 
Harz.  At  Altenau,  ores  with  more  than  2  per  cent,  of  silver  are 
treated  in  the  above  way,  the  ore  being  added  by  means  of  a  scoop  in 
quantities  of  70  to  90  lbs  to  a  bath  of  metal  weighing  about  11 
tons,  on  the  hearth  of  a  German  cupellation  furnace.  By  quick 
firing  the  ore  is  roasted  and  then  fluxed,  and  after  a  short  time  the 
residue  is  raked  off,  the  whole  process  lasting  from  i  to  f  of  an 
hour,  and  being  again  repeated  after  an  interval  of  from  ^  to  one  hour 

1  Berg.  u.  Hiitt.  Ztrj.,  1855,  pp.  49,  99;  1858,  p.  101;  1866,  pp.  172,  250.    Preiiss. 
Miuist.  Zeitsch.,  vol.  xiv.,  p.  96. 
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from  the  raking  off  of  the  residue.  Half  a  ton  of  ore  is  added  to  a. 
lead  bath  containing  10  tons  of  lead. 

At  St.  Andreasberg,  ores  with  ]  0  per  cent,  and  over  of  silver  are 
treated  in  the  same  way,  about  a  cwt.  of  ore  being  added  each  time 
at  intervals  of  two  hours,  the  lead  bath  containing  at  the  beginning 
of  the  operation  0'4  per  cent,  of  silver.  The  residue  raked  off  in  the 
process  is  smelted  in  blast  furnaces  with  ores  containing  small  or 
medium  percentages  of  silver. 

At  Poullaouen  in  France,  ores  containing  native  silver,  horn  silver 
and  silver  sulphide,  with  2  per  cent,  of  silver  altogether,  were  also 
added  to  the  lead  bath  in  the  cupellation  furnace  during  the  period 
of  litharge  formation.^ 

PRODUCTION    OF  WORK-LEAD   ALLOYS    FROM    ORES  OF  MEDIUM  SILVER 

PERCENTAGE 

Ores  with  medium  percentages  of  silver  and,  under  favovirable 
circumstances,  ores  poor  in  silver,  are  smelted  together  with  lead  ores- 
or  with  roasted  lead  mattes,  litharge,  or  other  materials  rich  in  lead, 
as  in  the  ordinary  processes  of  lead  smelting.  If  arsenic,  antimony  or 
sulphur  are  present  in  the  ores,  the  latter  are  first  roasted  unless  they 
contain  large  percentages  of  silver.  Blast  furnaces  are  generally  used 
for  the  smelting,  reverberatory  furnaces  being  only  rarely  employed. 
Generally  when  the  ores  contain  sulphides,  and  invariably  when  thej 
contain  both  sulphur  and  copper  ores,  a  matte  is  obtained  in  addition 
to  the  work-lead  ;  the  matte  contains  some  of  the  silver  and  is  further 
worked  up  to  an  argentiferous  copper  matte  or  to  argentiferous  raw 
copper.  The  production  of  work-lead  in  this  way  in  no  way  differs 
as  regards  the  plant  employed  and  the  methods  used,  from  the 
ordinary  lead-smelting  processes  previously  described. 

As  most  lead  ores  are  argentiferous,  an  argentiferous  work-lead  is 
obtained  in  the  ordinary  process  of  lead  smelting,  and  in  many  cases 
silver  ores  are  added  to  the  smelting  charge  so  as  to  produce  a  richer 
work-lead,  so  that  no  special  description  of  the  leading  of  such 
ores  can  be  given,  the  process  being  practically  the  ordinary  lead 
smelting  process.  The  charge  is  usually  made  up  in  such  a  way  that 
the  work-lead  produced  contains  not  more  than  2  per  cent,  of  silver, 
otherwise  the  loss  of  silver  in  the  slag  becomes  too  great. 

The  process  of  leading  silver  ores  is  employed  at  the  following- 
places  : — At  Broken  Hill,  N.S.W.,  and  Port  Pirie,  South  Australia, 
where  the  ores  contain  chloride  and  iodide  of  silver  and  native  silver, 
at  Freiberg  in  Saxony,  St.  Andreasberg  in  the  Upper  Harz,  Schemnitz 

1  Ber(j.  n.  Hiitt.  ZUj.,  18.59,  p.  .SoL 
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and  Kapnik  in  Hungary,  Colorado,  El  Paso  (Texas)  and  various 
Mexican  works  where  sulphur,  arsenic  and  antimony  compounds 
of  silver  are  worked,  at  Altenau  in  the  Upper  Harz,  and  at  the 
Rothenbacher  works  near  Miisen  where  cupriferous  ores  are  smelted. 
The  working  of  the  Broken  Hill  ore  has  already  been  described 
on  page  415.  The  silver  ores  proper  are  chloride,  bromide  and 
iodide  of  silver,  embolite  and  native  silver,  which  occur  with  kaolin, 
siliceous  gangue  and  brown  haematite,  and  they  are  smelted,  together 
with  argentiferous  lead  carbonates  in  blast  furnaces  of  the  American 
type.  In  1891-92  the  ores  averaged  15  to  18  per  cent,  of  lead  and 
32  to  39  ounces  of  silver  per  ton,  and  consisted  of 

51  "5  per  cent,  of  Carbonate  ores. 

47  ,,  siliceous  and  clayey  argentiferous  ores  free  from  iron. 

1*5  „  iron  ores  containing  lead  and  silver. 

Limestone  and  haematite  are  added  to  the  ore  charge  to  the 
extent  of  32  and  3"1  per  cent,  respectively,  and  50  tons  of  charge  are 
smelted  in  24  hours  with  a  consumption  of  18  per  cent,  of  coke,  the 
work-lead  produced  containing  about  300  ounces  of  silver  per  ton. 

At  Freiberg  silver  and  lead  ores  are  smelted  together  by  the 
roasting  and  reduction  process,  the  methods  being  described  more  in 
detail  on  page  386.  The  lead  ores  are  galenas  containing  on  an 
average  40  per  cent,  of  lead  and  0'15  per  cent,  of  silver,  the  amount 
of  silver  in  the  ores  to  be  leaded  ranging  from  0*005  up  to  several 
per  cent.  These  oves  consist  of  silver  ores  proper  {" diXrrerzen "), 
argentiferous  copper  ores  with  from  1  to  10  per  cent,  of  copper, 
argentiferous  zinc  blendes  with  less  than  25  per  cent,  of  zinc  and 
argentiferous  mispickel  and  pyrites.  Argentiferous  zinc  blendes  with 
more  than  25  per  cent,  of  zinc  are  first  distilled  to  obtain  the  zinc 
and  the  residue  is  added  to  the  smelting  operation.  A  portion  of  these 
ores  is  either  distilled  in  order  to  obtain  arsenic  and  arsenical  com- 
pounds, or  roasted  for  the  manufacture  of  sulphuric  acid.  The  residue 
from  this  together  with  the  other  raw  ores  and  galena  is  then  roasted 
in  a  long-bedded  calciner  {fortschaufelungsofcn),  certain  residues 
containing  lead  and  silver,  and  flue-dust  with  less  than  25  per  cent,  of 
arsenic  being  added  at  the  same  time.  The  charge  for  roasting  is  so 
constituted  as  to  contain  20  to  30  per  cent,  of  lead,  20  per  cent,  of 
sulphur,  20  to  25  per  cent,  of  silica  and  not  more  than  10  per  cent, 
of  zinc,  the  silver  content  varying  from  O'Ol  to  0"015  per  cent.  This 
roasting,  the  material  being  finally  melted,  brings  the  sulphur  content 
down  to  3  to  5  per  cent.,  this  amount  of  sulphur  serving  to  convert 
the  copper  present  into  matte  in   the  subsequent  smelting.     Some 
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twelve  tons  of  ore  are  roasted  in  24  hours  with  a  consumption  of  So 
per  cent,  of  coaL 

The  roasted  mass  is  then  smelted  in  Pilz  furnaces  together  with 
an  equal  weight  of  slag  from  a  previous  operation,  and  in  this  way  a 
work-lead  with  O'o  to  1  per  cent,  of  silver  is  produced  together  with 
lead  matte  with  15  to  20  per  cent,  of  lead,  8  to  14  per  cent,  of  copper 
and  0'14to  0*2  per  cent,  of  silver,  which  matte  is  subsequently  smelted 
for  copper  matte  and  work -lead. 

At  the  works  at  St.  Andreasberg  in  the  Upper  Harz  foreign 
silver  ores  with  10  per  cent,  of  silver  are  smelted  together  with 
argentiferous  lead  ores  which  have  been  roasted  in  a  reverberatory 
furnace,  litharge  and  old  hearths,  the  combined  roasting  and  reduction 
and  iron-reduction  processes  being  employed.  Formerly  ores  with 
less  than  1  per  cent,  of  silver  were  roasted  together  with  the  galena, 
wdiilst  ores  with  more  than  1  per  cent,  were  added  to  the  charge  in 
the  raw  state.  At  present  richer  silver  ores,  up  to  4  per  cent,  are 
roasted.  The  smelting  operation  is  carried  on  in  Raschette  furnaces 
such  as  those  described  under  lead  smelting,  in  old  furnaces  of  trape- 
zoidal section  and  in  circular  furnaces  with  boshes,  basic  fluxes 
(roasted  matte,  slag  from  matte  smelting,  burnt  j^yrites,  basic  iron 
slags,  limestone)  and  slags  from  a  previous  operation  being  used. 

The  ore  charge  is  so  constituted  that  the  work-lead  produced  con- 
tains about  2  per  cent,  of  silver,  the  matte  containing  O'o  to  0"8  per 
cent,  of  silver,  10  to  15  per  cent,  of  lead  and  7  to  15  per  cent,  of  copper, 
whilst  the  slag  produced  lies  between  a  mono-  and  bisilicate  and 
contains  2  to  5  per  cent,  of  lead  and  O'OOS  to  0'02  per  cent,  of  silver. 

The  matte  is  roasted  in  kilns  (9  feet  high,  4  feet  6  inches  long  and 
4  feet  deep)  and  is  put  back  into  the  lead  smelting  operation  until 
the  amount  of  copper  in  it  reaches  15  per  cent.,  when  it  is  worked 
up  by  itself  for  this  metal.  It  is  first  roasted  in  kilns  and  then 
smelted  with  litharge  and  slag  from  the  ore  smelting,  producing  a 
work-lead  with  0'3  per  cent,  of  silver  and  a  matte  with  O'l  per  cent,  of 
sih'er,  10  per  cent,  of  lead  and  25  per  cent,  of  copper.  The  matte  is 
then  roasted  in  kilns  and  re-smelted  without  any  addition  of  litharge, 
the  matte  obtained  in  this  way  containing  35  per  cent,  of  copper. 
This  is  treated  at  the  coj)per  works  where  it  yields  a  raw  copper  wdth 
0'2  per  cent,  of  silver. 

The  slags  are  smelted  with  a  certain  amount  of  matte  yielding 
work-lead  with  0*4  to  0*5  per  cent  of  silver,  matte  with  O'l  per  cent,  of 
silver,  9  per  cent,  of  lead,  10  to  20  -per  cent,  of  copper  and  a  clean  slag 
containing  0"5  per  cent,  of  lead  and  0"001  to  0'002  per  cent,  of  silver. 
This  work-lead  serves    as    the  bath  into  which  the  rich  silver  ores 


SILVER  477 

are  put.  The  matte  is  roasted  and  added  again  to  the  slag  smelting, 
until  it  is  comparatively  poor  in  lead  and  rich  in  copper  when  it  is 
worked  up  for  the  latter  metal. 

At  Schemnitz  in  Hungary  auriferous  silver  ores  are  worked  up 
together  with  lend  ores.  The  lump  silver  ores  contain  the  silver 
chiefly  as  sulphide  (silver  glance  Ag,S),  and  they  contain  30  to  97  per 
cent,  of  silica,  up  to  20  per  cent,  of  alumina,  and  up  to  30  per  cent,  of 
calcium  carbonate  together  with  from  0"0o  to  2  per  cent,  of  manganese 
oxide  and  carbonate.  The  average  amount  of  auriferous  silver  is 
O'lo  per  cent.,  and  the  amount  of  gold  in  the  silver  varies  from  0"03  to 
12  per  cent.  The  silver  ores  in  the  state  of  slimes  contain  0"06  to  1 
per  cent,  of  silver  and  O'Ol  to  0"4  per  cent,  of  gold. 

The  lead  ores  used  for  leading  are  quartzose  cupriferous  pyrites 
and  pyrites  containing  galena  with  an  average  lead  content  of  45 
per  cent,  and  0"5  to  10  per  cent,  of  copper,  the  copper  content  being 
the  greater,  the  poorer  the  ores  are  in  lead.  The  lead  ore  slimes 
contain  0.02  to  0*08  per  cent,  of  silver  and  in  this  silver  there  is  0014 
to  0'28  per  cent,  of  gold.  The  ores  are  first  roasted  in  a  long-bedded 
calciner  {furtschcmfelungsnfen),  QQ  feet  long  and  16  feet  wide,  the 
roasted  ore  being  fused  at  the  end  of  the  operation.  The  charge  is 
adjusted  so  as  to  contain  10  per  cent,  of  lead,  20  per  cent,  of  sulphur 
and  200  parts  of  lead  for  every  one  part  of  silver.  So  much  iron  is 
added  in  the  shape  of  pyritic  gold  and  silver  ores,  burnt  pyrites  and 
brown  haematite  that  the  fused  mass  shall  be  practically  a  mono- 
silicate.  Every  24  hours,  12  to  13  tons  of  charge  are  roasted,  with  a 
consumption  of  353  cubic  feet  of  wood  for  10  tons  of  roasted  ore. 
Four  workmen  are  required  in  each  shift,  and  the  product  is  an  iron- 
lead  monosilicate  with  25  per  cent,  of  sulphur  and  at  least  10  per 
cent,  of  lead  containing  more  than  5  per  cent,  of  auriferous  silver. 

The  roasted  ores  are  smelted  in  Pilz  furnaces  with  Arents's 
automatic  taps  and  eight  tuyeres,  each  1*2  inches  in  diameter,  worked 
with  a  blast  pressure  of  half  an  inch  of  mercury.  The  modern  furnaces 
are  4  feet  in  diameter  at  the  tuyere  level  and  5  feet  at  the  throat,  the 
distance  between  tuyere  level  and  throat  being  11  feet  6  inches.  In 
the  year  1886  the  charge  consisted  of  9  cwt.  of  roasted  ore,  66  lbs. 
of  furnace  products  containing  lead  and  2  to  4  cwt.  of  slag  from 
a  previous  operation;  and  in  1893  it  was  composed  of  8^  cwt.  of 
roasted  material,  22  lbs.  of  rich  ores,  44  lbs.  of  roasted  matte,  44  lbs. 
of  raw  matte,  22  lbs.  litharge,  22  lbs.  scums,  44  lbs.  ironstone,  22  lbs. 
scrap  iron,  2>\  cwt.  slag,  and  22  lbs.  of  old  hearths.  The  average 
weight  of  the  charge  was  14  cwt.  and  1  cwt.  of  coke  was  used 
for  smelting  this  amount,  65  to  70  charges  (45-5  to  49  tons)  being 
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smelted  in  24  hours.  The  furnace  is  worked  in  12-hour  shifts  with 
two  charges  and  four  smelters.  The  products  of  the  smelting  opera- 
tion are  work-lead  with  0  5  to  1  per  cent,  of  silver,  matte  with 
12  to  15  per  cent,  of  lead,  8  to  10  per  cent,  of  copper,  and  O'l  to 
()*3  per  cent,  of  silver  (with  O'OOl  to  0*002  per  cent,  of  gold)  and  slag 
with  3  to  4  per  cent,  of  lead  and  O'OOSo  to  0'015  per  cent,  of  silver. 

The  slags  are  smelted  together  with  matte  in  Pilz  furnaces  yield- 
ing a  second  matte,  the  charge  in  1893  consisting  of  9  J  cwt.  of  slag, 
22  lbs.  of  poor  ore,  1  cwt.  of  raw  matte,  88  lbs.  of  roasted  matte, 
22  lbs.  of  litharge,  22  lbs,  of  slag  from  reduction  of  litharge,  22  lbs. 
of  old  hearths,  and  22  lbs.  of  liquation  residues.  Every  24  hours 
50  to  55  charges  were  worked  with  a  blast  pressure  of  -^'^  to  yV  of  an 
inch  of  mercur}^,  and  a  consumption  of  1  cwt.  of  coke  to  every  12-^- 
cwt.  of  charge.  The  products  were  work-lead  with  0"3  per  cent,  of  silver, 
matte  with  1  per  cent,  of  lead,  25  per  cent,  of  copper,  and  0"07  to 
0*08  per  cent,  of  silver,  together  with  a  waste  slag  containing  1*5  per 
cent,  of  lead  and  0'002  per  cent,  of  silver. 

The  matte  is  then  smelted  and  produces  work-lead  with  0*5  per 
cent,  of  silver  and  argentiferous  copper  matte. 

At  Kapnik,  in  Hungary,  argentiferous  and  auriferous  pyritic 
slimes  are  leaded  with  argentiferous  galena.  The  slimes  are 
separated  into  rich  gold  slimes  with  0"015  per  cent,  of  auriferous 
silver  (33  per  cent,  of  gold),  and  into  so-called  "  cirarische "  pyritic 
slimes  with  0"09  to  0*1  per  cent,  of  auriferous  silver  containing, 
however,  only  1*2  per  cent,  of  gold. 

The  lead  ores  contain  45  to  60  per  cent,  of  lead  and  0*9  to  1  per 
cent,  of  auriferous  silver  (1  to  3*2  per  cent,  of  gold).  The  pyritic 
slimes  at  the  time  of  the  author's  visit  in  1887  were  still  being 
roasted  in  heaps,  whilst  the  lead  ores  were  roasted  in  long-bedded 
reverberatory  furnaces,  the  roasted  ore  in  each  case  being  smelted  in 
blast  furnaces  with  roasted  matte,  the  charge  consisting  of 

73  parts  by  weight  of  roasted  pyritic  slimes 

16         „  „  „         lead  ores 

11         „  „  quartzose  flux 

26         „  „  roasted  matte  from  a  previous  operation. 

The  products  were  work-lead  with  0"25  per  cent,  of  auriferous  silver 
(10  per  cent,  of  gold  in  the  silver),  and  matte  with  004  to  0*05  per 
cent,  of  auriferous  silver,  12  per  cent,  of  lead,  and  the  whole  of  the 
copper  in  the  charge. 

The  matte  is  roasted  in  three  separate  firings,  and  part  of  it  is 
added  to  the  ore  charge,  part  of  it  being  smelted  with  additions  of 
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quartzose  silver  ores  and  plumbiferous  materials  in  blast  furnaces. 
In  this  latter  operation  work-lead  and  a  lalumbiferous  copper  matte 
a,re  obtained,  the  latter  being  deprived  of  its  silver  by  being  leaded, 
after  which  it  is  worked  up  for  copper.  The  work-lead  obtained  in 
the  leading  of  the  matte  has  less  than  0"15  per  cent,  of  auriferous 
silver  and  consequently  is  submitted  to  the  zinc  desilverising  process. 

At  the  smelting  works  at  Colorado,  which  have  already  been  de- 
scribed under  the  heading  of  Lead,  silver  ores  proper  are  smelted 
together  with  lead  ores,  partly  by  the  roasting  and  reduction  process 
and  partly  without  any  previous  roasting. 

At  the  works  of  the  Consolidated  Kansas  City  Smelting  and 
Refining  Company  at  El  Paso  in  the  State  of  Texas,  silver  ores  from 
Tombstone,  Arizona,  are  smelted  together  with  carbonates  from  Sierra 
Mojada  in  Mexico  (see  page  414). 

At  Altenau  in  the  Upper  Harz,  cupriferous  silver  ores  with  less 
than  2  per  cent,  of  silver  are  smelted  in  a  Raschette  furnace  together 
with  roasted  lead  ores  producing  work-lead  and  matte. 

Silver  ores  with  more  than  1  per  cent,  of  silver  are  smelted  direct, 
whilst  ores  with  less  than  1  per  cent,  of  silver  are  first  roasted  in  long- 
bedded  reverberatory  furnaces.  The  silver  ores  are  smelted  too-ether 
with  roasted  and  raw  matte  from  a  previous  operation,  burnt  pyrites, 
roll  scale,  or  similar  ferruginous  material,  small  amounts  of  limestone, 
plumbiferous  materials,  and  slags  from  a  previous  operation.  The 
furnaces  are  worked  with  a  blast  pressure  of  1  to  1^  inches  of  mercury, 
and  a  Raschette  furnace  produces  2  to  3  tons  of  work-lead  in  24  hours 
and  a  similar  amount  of  matte,  the  consumption  of  coke  being  30  to 
40  per  cent,  of  the  weight  of  the  charge.  The  composition  of  the 
charge  is  so  regulated  that  the  work-lead  obtained  does  not  contain 
more  than  2  per  cent,  of  silver.  The  matte  contains  0-1.5  to  0'4  per 
cent,  of  silver  as  well  as  the  whole  of  the  copper  contents  of  the  charge 
and  it  is  added,  partly  raw,  partly  after  roasting,  to  the  ore  smelting 
charge  until  its  copper  content  is  raised  to  10  per  cent. 

The  roasting  of  the  matte  is  effected  in  kilns,  and  in  24  hours 
1"25  tons  are  roasted  down  to  7  per  cent,  of  sulphur,  two  men  attend- 
ing to  a  group  of  four  kilns  in  the  12  hours  shift. 

The  roasted  matte  with  more  than  10  percent,  of  copper  is  smelted 
in  blast  furnaces  with  the  addition  of  various  lead-containing  materials 
and  .slags,  the  products  being  work-lead  and  copper  matte.  The 
copper  matte  contains  0'05  to  0-2  per  cent,  of  silver,  9  to  14  per  cent,  of 
lead,  and  25  to  40  per  cent,  of  copper.  It  is  roasted  in  kilns  and  then 
concentrated  in  blast  furnaces  ("  hrilknofen,"  see  page  94),  whereby 
black  copper  (with   10  per  cent,  of  lead  and   60  to  70  per  cent,  of 
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copper)  and  a  concentrated  copper  matte  with  O'l  to  ()"3  per  cent,  of 
silver,  1  to  3  per  cent,  of  lead  and  70  per  cent,  of  copper  are  obtained. 
This  concentrated  matte  is  roasted  sweet  in  a  long-bedded  calciner 
(treating  3'75  tons  in  24  hours,  and  using  075  tons  of  coal)  and  then 
smelted  in  blast  furnaces  for  black  copper  containing  85  to  94  per  cent, 
of  copper  and  0'2  to  0'3  per  cent,  of  silver.  The  black  copper  is 
desilverised  by  wet  methods.  The  slags  from  the  matte  smelting 
are  added  to  the  ore  smelting  on  account  of  their  basic  properties, 
whilst  slags  from  ore  smelting  are  added  to  the  matte  smelting 
charge. 

When  large  quantities  of  ore  slags  have  accumulated  they  are 
worked  up  for  the  lead  and  silver  they  contain  (2  to  3'5  per  cent,  of 
lead  and  0"015  to  0*03  per  cent,  of  silver),  undergoing  a  special  slag 
smelting  together  with  matte,  basic  slags,  and  plumbiferous  materials, 
the  products  being  a  waste  slag  with  O'OOl  per  cent,  of  silver,  1  to  1'5 
per  cent,  of  lead  and  12  to  15  per  cent,  of  zinc,  together  with  a  matte 
and  work -lead. 

At  the  Rothenbach  works  near  Mlisen,  in  the  district  of  Siegen, 
roasted  argentiferous  copper  pyrites,  fahl  ores,  and  roasted  galena 
were  smelted  in  blast  furnaces  for  work-lead  and  argentiferous  and 
cupriferous  lead  matte.  Formerly  6  parts  of  fahl  ore,  10  of  lead  ore, 
10  of  ore  slag,  and  a  little  iron  finery  slag  (or  in  default  of  lead  ores 
3  parts  of  litharge  were  used  to  every  10  of  fahl  ore)  were  smelted 
together  and  the  cupriferous  lead  matte  obtained  was  leaded  in 
order  to  desilverise  it,  and  lastly  it  was  worked  up  for  raw  copper, 

THE   PRODUCTION    OF   WORK-LEAD   FROM   POOR   SILVER  ORES 

If  the  poor  ores  contain  lead  they  are  treated  similarly  to  the  ores 
with  moderate  percentages  of  silver.  If,  however,  they  are  free  from 
lead  and  very  poor  in  silver,  they  are  not  leaded  direct,  but,  with 
the  object  of  enriching  them,  they  are  smelted  with  materials  con- 
taining sulphur  so  as  to  yield  a  raw  matte.  This,  consisting  chiefly 
of  sulphide  of  iron,  is  capable  of  dissolving  silver.  In  very  rare  cases 
the  raw  matte  before  being  leaded  undergoes  a  roasting  and  second 
smelting  with  the  object  of  increasing  its  silver  content  (Kongsberg 
in  Norway). 

If  the  silver  ores  contain  pyrites,  they  are  either  smelted  direct 
or  after  roasting  if  the  pyrites  is  present  in  excess,  pyrites  being  added 
if  the  ores  are  deficient  in  sulphur. 

The  smelting  for  raw  matte  is  mainly  conducted  in  blast  furnaces 
and  only  rarely  in  reverberatory  furnaces,  and  in  the  smelting  opera- 
tion the  foreign  metallic   oxides  and  earthy  matters  are  fluxed  and 
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the  silver  is  collected  together  into  the  matte.  The  materials  in  the 
charge  are  so  proportioned  that  the  matte  shall  not  contain  more  than 
2  per  cent,  of  silver,  otherwise  too  much  silver  finds  its  way  into  the 
slag,  which  in  any  case  contains  some  mechanically  entangled  matte. 
The  leading  of  the  matte  is  then  proceeded  with  in  the  ordinary 
way  and  will  be  further  described  when  treating  of  the  leading  of 
argentiferous  mattes. 

The  working  up  of  argentiferous  ores  for  raw  matte  in  this  way  is 
carried  on  at  Kongsberg  in  Norway,  at  Fernezely  near  Nagybanya  in 
Hungary,  at  Zalathna  in  Transylvania,  and  at  the  Gavrilov  smelting 
works  in  the  Altai. 

At  Kongsberg,^  silver  ores  with  0"03  per  cent,  of  native  silver  with 
-a  gangue  of  quartz  and  calcium  carbonate  are  smelted  in  blast 
furnaces  15  feet  high.  Pyrites  and  magnetic  pyrites  containing  some 
copper  are  added  to  the  charge,  iron  finery  slag  is  used  as  a  flux,  and  coke 
and  charcoal  as  fuel,  the  product  being  a  raw  matte  with  an  average 
silver  content  of  0"18  to  0"3  per  cent,  and  a  clean  slag  containing  0"002 
to  0"006  per  cent,  of  silver.  The  raw  matte  which  is  run  off  into  a 
tapping  pot,  where  it  solidifies  and  is  taken  out  as  a  cake,  is  not  at 
once  leaded  but  first  undergoes  a  process  of  concentration.  For 
this  purpose  it  is  broken  into  pieces  the  size  of  nuts  and  then  roasted 
four  times  in  stalls,  after  which  it  is  smelted  for  matte  with  rich  ores 
containing  1  per  cent,  of  silver  and  argentiferous  flue  dust,  the  enriched 
matte  being  then  leaded  as  subsequently  described. 

At  Fernezely  and  Strimbul  in  Hungary  gold  and  silver  ores  are 
smelted  in  blast  furnaces  for  raw  matte  which  is  afterwards  leaded. 
At  the  Fernezely  works  the  ores  are  *'  dry  ores "  (durrerze),  lump 
pyrites  and  pyritic  slimes.  The  dry  ores  are  free  from  lead  and 
pyrites,  and  contain  their  silver  in  the  form  of  pyrargyrite,  and  the  " ) 

gold  either  free  or  as  a  gold-silver  alloy.  The  percentage  of  silver  is 
about  0"125  and  the  silver  produced  contains  4  to  8  per  cent,  of  gold. 
The  lump  pyrites  contains  the  silver  as  proustite  and  the  gold  in  the 
free  state,  the  silver  percentage  varying  from  0*03  to  0"12  and  the  silver 
carries  10  per  cent,  of  gold.  The  pyritic  slimes  are  richest  in  gold  ; 
they  contain  0*2  to  0  14  per  cent,  of  auriferous  silver  containing  20  per 
cent,  of  gold.  The  pyrites  is  roasted  before  smelting,  and  at  the  time 
of  the  author's  visit  the  richest  slimes  were  roasted  in  Bode's  shelf 
furnaces,  the  bulk  of  the  slimes  as  well  as  the  lump  pyrites  being  still 
roasted  in  heaps,  though  it  was  intended  to  use  the  shelf  furnaces 
for  the  whole  of  the  ores. 

The  ores  undergo  only  one  roasting  in  heaps,  the  heaps  consisting 

1  Percy,  Silver  and  Gold,  I.  1880,  p.  507  ;  Kerl's  MttaUhiittenkimde,  p.  259, 

I    I 


482  METALLURGY 

of  three  layers  of  a  mixture  of  lump  ore  and  slimes,  which  are  arranged 
alternately  with  layers  of  wood  and  charcoal,  the  heaps  containing 
from  120  to  240  tons  of  ore.  For  every  10  tons  of  ore  405  cubic  feet 
of  wood  and  175  cubic  feet  of  charcoal  are  used. 

The  roasted  ores  are  smelted  for  raw  matte  in  blast  furnaces  of 
circular  section  26  feet  high,  having  a  diameter  of  5  feet  8  inches  at 
the  throat  and  5  feet  2  inches  at  the  tuyeres.  The  charge  consists  of  DO' 
parts  of  roasted  pyrites,  5  parts  of  dry  ores,  and  12  to  13  parts  of  lime- 
stone, charcoal  being  used  for  fuel.  The  blast  is  supplied  under  a 
pressure  of  1  inch  of  mercury  and  3  tons  of  charge  are  worked  in  24 
hours,  840  cubic  feet  of  charcoal  being  used  for  every  10  tons  of 
charge. 

The  yield  of  matte  is  33  per  cent,  of  the  weight  of  the  ores  and 
this  contains  90  per  cent,  of  the  auriferous  silver  originally  present  in 
the  ore,  the  remaining  10  per  cent,  being  found  in  the  slag,  which  is 
a  monosilicate  and  is  chiefly  used  up  in  the  smelting  for  the  leading 
of  the  matte. 

At  the  Zalathna  works  in  Transylvania  at  the  time  of  the  author's 
visit  in  1887,  auriferous  and  argentiferous  pyrites  with  a  highly 
siliceous  gangue  were  being  worked.  The  gold  was  almost  all  present 
in  the  free  state  and  only  a  small  portion  was  combined  with  tellurium, 
and  the  silver  was  partly  present  as  sulphide  and  partly  alloyed  with 
the  gold. 

The  pyritic  slimes  which  formed  92  per  cent,  of  the  ores  deUvered 
at  the  works  were  classed  as  poor,  medium,  and  rich  slimes,  the 
poor  varieties  containing  001  to  0029  per  cent,  of  auriferous 
silver,  the  medium  0*03  to  0*05  per  cent.,  and  the  rich  over  005  per 
cent. 

The  richest  ores,  which  were,  however,  only  procurable  in  small 
quantities,  were  the  tellurium  ores,  of  which  there  were  two  varieties, 
one  with  Vrt  to  5  per  cent,  of  auriferous  silver,  and  ores  of  the  second, 
class  with  0'2  to  1  per  cent. 

The  slimes  were  still  submitted  in  part  to  an  imperfect  single 
roasting  in  heaps,  and  in  part  were  roasted  in  Bode's  shelf  furuaces. 
The  heaps  were  made  up  of  200  to  250  tons  of  ore  and  burnt  for  4 
or  5  montlis,  10  tons  of  ore  requiring  166'5  cubic  feet  of  wood. 

The  shelf  furnaces  (Mal^tra  furnace)  possessed  5  or  7  shelves,  and 
1  cwt.  of  slimes  was  placed  on  each  shelf,  16  cwt.  of  slimes  with  86 
per  cent,  of  sulphur  being  roasted  in  24  hours  down  to  6  per  cent,  of 
sulphur.  The  gases  from  the  roasters  were  partly  utilised  for 
sulphuric  acid  making,  and  partly  for  conversion  into  sulphur  with 
the  aid  of  sulphuretted  hydrogen. 
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The  average  composition  of  the  roasted  slimes  was  as  foll(.)WS  : — 

Sulphur     .     .     6" 28  per  cent.     Silver     .     .  00 12    per  cent. 
Iron       .     .     .  56-45         „           Gold       .     .     00044       „ 
Mancranese      .     1-73         „           Calcium      .     0*024         „ 
Copper )    ,                                       Aluminium      2'25  ,, 

Zinc       I  Silicon    .     .  19-90 

Oxygen       .  1815  ,, 

The  ore  was  then  smelted  in  circular  blast  furnaces  23  feet  high,  pro- 
vided with  wells  or  sumps  and  having  a  diameter  of  39  inches  at  the 
throat  and  of  85|  inches  at  the  tuyere  level. 

The  slimes  which  have  undergone  heap  roasting  are  sintered 
together  in  the  process,  and  do  not  require  any  binding  material,  but 
the  slimes  roasted  in  the  shelf  furnace  must  be  agglomerated  by 
means  of  milk  of  lime  before  smelting. 

For  fluxing  the  iron,  acid  slags  were  added  and  quartzose  ores  if 
available.  The  richest  gold  ores  were  added  to  the  smelting  process 
without  previous  roasting,  and  the  average  composition  of  the  charge 
to  be  smelted  was  as  follows  in  1886  : — 

30  to  33  per  cent,  roasted  slimes  from  the  shelf  furnace 
11  „  „  „  heap  roasting 

8         ,,         unroasted  rich  slimes 
14          „         poor  ores  and  roasted  matte 
30  to  33         ,,         slags  from  a  previous  operation  or  from  the 
leading  process. 

Charcoal  was  used  as  the  fuel  with  blast  at  a  pressure  of  ^  to  -/g- 
of  an  inch  of  mercury,  7  tons  of  charge,  equivalent  to  4-54  tons  of  ore, 
being  worked  in  24  hours  with  a  consumption  of  7'3  cubic  feet  of 
charcoal  for  every  2  cwt.  of  ore. 

From  100  parts  of  roasted  ore,  48  parts  of  raw  matte  of  the 
following  average  composition  were  obtained  : — 


Iron 

.     .  65-86 

Silver     .     . 

.     .     0-028 

Calcium    . 

.     .     0-04 

Gold       .     . 

.     .     0011 

Zinc 

.  traces 

Sulphur 

.     .  28-54 

Lead     .     . 

.     .     4-23 

Slag        .     . 

.     .     1-29 

The  slags  lay  between  mono-  and  bi-silicates  and  were  composed 
as  follows  : — 

Silica 41-6       Magnesia     ....     0*24 

Ferrous  oxide  .  .  49-95 
Manganous  oxide  .  0-82 
Lime 266 


I  I  2 


Alumina      .     . 

.     .     3-42 

Sulphur       .     . 

.     .     1-02 

Silver      .     .     . 

.     .     0-0007 

Gold        .     .     . 

.     .     0-0001 
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The  process  for  the  leading  of  the  matte  will  be  subsequently 
considered  (see  page  491). 

At  the  Gavrilov  works  in  the  Altai,  Tomsk/  situated  200  verst 
north-east  of  Barnaul,  ores  are  worked  containing  0"027  to  O'Oo  per 
cent,  of  silver  and  0-5  per  cent,  of  lead.  The  ores  are  smelted  in  blast 
furnaces  to  a  raw  matte  which  is  desilverised  by  treatment  with  molten 
lead  in  hearths.  The  ores  have  a  gangue  of  quartz,  heavy  spar, 
oxide  of  iron,  and  a  little  lime  and  magnesia,  and  contain  some 
iron  pyrites.  The}'  are  divided  into  ochreous  quartzose  ores  wdth  from 
42  to  75  per  cent,  of  silica,  22  to  40  per  cent,  of  heavy  spar,  5  to  15 
per  cent,  of  ferric  oxide  and  alumina,  and  3  to  5  per  cent,  of  lime  and 
magnesia,  into  ochreous  sparry  ores  with  1 0  to  29  per  cent,  of  silica,  5 
to  7  per  cent,  of  lime  and  magnesia,  52  to  85  per  cent,  of  heavy  spar, 
3  to  17  per  cent,  of  oxide  of  iron  and  alumina,  and  into  sparry 
pyritic  ores  with  6  to  35  per  cent,  of  silica,  47  to  84  per  cent,  of  heavy 
spar,  and  4  to  17  per  cent,  of  metallic  sulphides  (pyrites). 

The  ores  are  smelted  with  coke  in  two-  and  three-tuyered  blast 
furnaces,  yielding  a  raw  matte  which  is  remarkable  for  its  high  per- 
centage of  barium  sulphide  (up  to  40  per  cent.).  The  heavy  spar  in 
the  ore  partly  reacts  with  the  silica  forming  sulphur  tri-oxide  and 
barium  silicate,  and  it  is  partly  reduced  to  sulphide  and  passes  into 
the  matte.  In  consequence  of  their  high  specific  gravity,  owing  to 
the  barium  they  contain,  the  slags  will  not  easily  separate  from  the 
matte,  so  that  if  the  charge  be  at  all  wrongly  composed,  mixtures  of 
matte  and  slag  are  obtained  which  must  be  again  added  to  the 
ore  smelting  process.  The  best  composition  for  the  charge  is  as 
follows  : — 

Quartzose  ochreous  ores    . 

SpaiTy  pyritic  ores       "> 

Sparry  ochreous  oren    i    '     '     ' 


25 

to  30  per  cent. 

75 

to  80 

100  parts 

10  to  12  per  cent. 

3         „ 

5 

5 

Desilverised  raw  matte      .     .     . 

Iron  ores     

Lime 

Slag  from  matte  desilverising     . 
Impure    slag    from    ore    smelting 

(mixtures  of  matte  and  slag)       .  25          ,, 

In  normal  working,  raw  matte   is  obtained  with  0'14  to  0'17  per 

1  Jossa  and  Kiirnakoflf,  Die  Bhi-  Silher  mid  Kup/erhiittenprozesse  im  Altai,  Benj. 
und  Hiittenm.-Ztg.,  1886,  Xos.  16,  17,  IS,  19. 
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cent,  of  silver,  and  the  composition  of  the  matte  which,  owing  to  its 
barium  content  is  unique,  is  as  follows  : — 


I. 

II. 

III. 

Sulpliiir 

24-29 
35-33 
20-38 
6-66 
2-73 
0-21 
0-47 
0-89 
1-43 

27-74 
35-62 
24-97 
5-10 
1-66 
0-51 
0-62 
(J -44 
0-41 

25-70 

39-66 

20-42 

6-25 

2-54 

traces 

traces 

1-51 

1-52 

Barium 

Iron 

Copper     

Zinc • 

Lead 

Aluminium      ... 

Calcium 

Magnesium 

The   slag  is  very  acid  and  approximates   closely  to  a  trisilicate. 
having  the  following  composition  : — 


I. 

ir. 

III. 

Silica 

45-502 

44-978 

44-30 

Barium  oxide 

41  -850 

40-868 

44-42 

Sulphur 

1-773 

2-035 

1-37 

Ferrous  oxide 

7-394 

6-180 

3-38 

Alumina 

3-650 

3-382 

3-42 

Lime 

2  02 

2-742 

3-21 

Magnesia     .     ■ 

0-623 

0-722 

1-98 

The  entire  process  is  imperfect ;  the  working  of  the  matte  is 
described  further  on. 

A  similar  method  of  working  siliceous  ores  is  in  use  at  Pavlov's 
Avorks  50  versts  west  of  Barnaul,  with  this  difference  that  the  ores  are 
roasted  in  heaps  before  smelting,  and  the  matte  produced  is  desilverised 
by  means  of  a  bath  of  molten  lead. 


n.    THE   PRODUCTION    OF   WORK-LEAD   FROM   METALLURGICAL 
BYE-PRODUCTS 

Matte,  speiss,  alloys,  and  similar  metallurgical  products  are  leaded 
for  the  purpose  of  extracting  the  silver  they  contain. 

The   Leading    of  Mattes. 

Argentiferous  mattes  are  produced  during  the  leading  of  silver 
ores,  in  the  smelting  of  argentiferous  lead  and  copper  ores,  and  as 
shown  above  they  are  produced  during  the  smelting  of  poor  silver  ores 
for  the  purpose  of  enriching  them  in  silver  before  they  are  leaded. 
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The  leading  of  argentiferous  mattes  is  effected  either  by  (1)  intro- 
ducing the  matte  into  a  bath  of  molten  lead  or  (2)  by  smelting  the 
matte  in  blast  furnaces  with  materials  rich  in  lead,  such  as  litharge, 
old  hearths,  lead  carbonate,  or  roasted  galena. 

(1)  Leading  in  a  lath  of  molten  lead.  {Eintrdnken  or  "  lead  soak- 
ing "  process.)  This  process  has  for  its  object  the  decomposition  of  the 
silver  sulphide  in  the  matte  by  means  of  metallic  lead,  the  separated 
silver  alloying  with  the  excess  of  lead.  As,  however,  silver  sulphide 
is  not  completely  decomposed  by  lead,  the  matte  cannot  be  completely 
desilverised  by  a  single  operation.  By  bringing  the  matte  and  lead 
into  as  intimate  contact  as  possible,  and  by  repeating  the  process 
several  times,  the  greater  part  of  the  silver  can,  however,  be  extracted 
from  the  matte.  In  the  United  States  (Pueblo  in  Colorado)  where 
this  process  is  carried  out,  the  limit  of  extraction  has  almost  been 
reached.  This  process  yields  as  a  rule  a  less  complete  extraction  of 
the  silver  than  the  method  of  smelting  the  matte  with  plumbiferous 
materials,  and  it  is  therefore  only  occasionally  employed  and  only  in 
conjunction  with  the  process  of  leading  the  matte  in  blast  furnaces. 

The  matte  is  either  run  directly  from  the  blast  furnace  in  its 
molten  condition  into  a  lead  bath,  or  else  the  matte  is  melted  in  a 
hearth,  and  lead  is  added  to  it,  when  it  melts  and  sinks  through  it,  or 
the  molten  matte  is  allowed  to  rise  through  a  column  of  molten  lead,  or 
lastly,  the  lead  is  melted  in  a  reverberatory  furnace,  and  the  matte  to 
be  desilverised  is  added  to  the  metallic  bath  in  a  powdered  condition, 
and  does  not  reach  the  fusing  point. 

The  first  method  is  in  use  at  Kongsberg  in  Norway,  the  second  at 
the  Gavrilov  and  Pavlov  works  in  the  Altai.  The  third  method  has 
been  tried  experimentally  at  Lohe  near  Siegen,  and  the  last  method, 
the  so-called  Crooke  process,  is  in  use  at  Pueblo,  Colorado. 

At  Kongsberg  in  Norway,  the  concentrated  matte,  the  composition 
of  which  has  already  been  given,  is  allowed  to  flow  from  the  blast 
furnace  into  a  tapping  hearth,  where  lead  is  added  to  it  in  the 
proportion  of  3  parts  of  lead  to  every  10  parts  of  matte. 

As  soon  as  the  lead  is  melted,  the  fluid  mass  is  intimately  mixed 
by  stirring  with  an  iron  rod.  The  matte  and  lead  are  then  allowed 
to  separate,  which  they  do  by  reason  of  their  difleient  specific  gravities, 
and  the  matte  is  lifted  off  after  cooling;.  The  matte  now  contains  0'75 
to  1  per  cent,  of  silver  and  the  lead  5  per  cent.,  and  the  desilverising  is 
the  more  perfect  the  higher  tlie  temperature  of  the  matte  when  the 
lead  is  introduced.  The  partially  desilverised  matte  is  smelted  with 
additions  of  plumbiferous  material  in  blast  furnaces  in  order  to  further 
desilverise  it. 
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The  second  method  is  employed,  at  the  Gavrilov  and  Pavlov  works 
in  the  Altai  Mountains.  The  raw  matte,  the  composition  of  which 
has  already  been  given,  is  melted  in  a  hearth  heated  by  coal  and 
worked  with  a  blast  of  air,  the  hearth  bed  consisting  of  a  mixture  of 
olay  and  charcoal  dust.  When  melted,  the  slag  is  raked  off  the  surface 
of  the  bath,  which  is  then  covered  with  charcoal,  and  upon  this  the  lead 
for  desilverising  is  put  in  the  form  of  small  bars.  These  bars  melt 
and  the  molten  lead  falls  through  the  molten  matte  to  the  bottom  of 
the  hearth,  carrying  with  it  the  greater  part  of  the  silver  contents  of 
the  matte.  In  order  to  ensure  a  thorough  mixture  of  the  lead  and 
matte,  a  pole  of  green  wood  is  thrust  to  the  bottom  of  the  hearth  and 
allowed  to  remain  there  for  about  three  minutes,  the  commotion 
caused  by  the  evolved  gases  ensuring  intimate  admixture  of  the  lead 
and  matte.  After  the  wood  is  withdrawn  the  lead  settles  down  to 
tiie  bottom  of  the  hearth  and  is  run  out  through  a  tap  hole  which  is 
closed  as  soon  as  matte  begins  to  issue  from  it. 

The  matte  is  treated  four  times  in  this  way  with  lead.  The  lead 
from  the  first  operation  is  cupelled,  whilst  the  lead  from  the  suc- 
ceeding three  operations  is  used  over  again  for  desilverising.  By 
these  operations  the  silver  content  of  the  matte  is  reduced  from  6 
solotnik  per  pud  to  1  to  1*5  solotnik  (1  pud  =  36  lbs.  avdps.  =  3,840 
solotnik).  The  desilverised  matte  and  the  slags  are  added  to  the  ore 
smelting  charge.  The  lead  loss  is  returned  as  16  parts  of  lead  for 
every  unit  of  silver  obtained,  and  the  loss  of  silver  amounts  to  6  per 
cent,  of  the  silver  content  of  the  matte.  A  hearth  yields  150  to  160 
pud  of  work-lead  in  24  hours,  and  the  concentrated  work-lead  contains 
0*32  per  cent,  of  silver. 

The  third  method,  or  the  hydrostatic  process,  which  consists  in 
allowing  the  molten  matte  to  pass  up  through  a  column  of  molten 
lead  has  not  proved  a  success,  as  the  matte  is  not  completely  desil- 
verised, and  it  is  moreover  costly,  as  it  necessitates  the  use  of  a  special 
furnace  for  melting  the  matte.  Menzler,  in  his  trial  of  this  method  at 
the  Lohe  works  in  Siegen,  used  a  low  blast  furnace  {krummofen) 
with  a  deep  well  in  the  forehearth,  the  forehearth  being  divided  into  two 
portions  by  a  partition  wall  of  firebrick  reaching  nearly  to  the  bottom. 
Molten  lead  was  run  into  the  well,  and  the  molten  matte  flowing  out 
of  the  furnace  forced  the  lead  into  one  of  the  divisions  of  the  well, 
and  then  the  matte  forced  its  way  up  through  the  column  of  molten 
lead  and  formed  a  layer  on  its  surface.  According  to  Karsten,^  not 
more  than  five-sevenths  of  the  silver  content  of  the  matte  can  be 
obtained  in  this  manner. 

^  System  der  Mefallurgie,  part  5.  pi  521. 
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The  method  of  desilverising  matte  by  throwing  it  in  a  powdered 
condition  into  a  lead  bath  was  in  use  at  the  time  of  the  author's  visit 
(1892)  at  the  Pueblo  Smelting  and  Refining  Company  in  Colorado. 

The  lead,  in  quantities  of  twenty-five  tons,  was  melted  in  a  reverber- 
atory  furnace  similar  to  that  used  in  refining.  Crushed  copper  matte 
was  then  strewn  on  the  surface  of  the  molten  metal  and  allowed  to 
remain  for  an  hour.  It  is  essential  to  success  that  the  metal  bath  be 
fairly  cool,  so  that  the  matte  shall  not  fuse,  otherwise  the  lead  abstracts 
copper  from  the  matte,  and  a  part  of  the  silver  passes  back  into  the 
fluid  matte.  The  bath  is  kept  cool  by  iron  bars,  fastened  to  the  bottom 
of  the  bath,  so  that  the  matte  does  not  melt  but  at  the  most  reaches 
the  softening  point. 

In  the  first  treatment  of  the  matte,  75  to  80  per  cent,  of  its  silver  con- 
tent is  obtained  in  the  lead,  and  a  further  treatment  is  necessary  to  obtain 
the  rest  of  the  silver.  Formerly  the  matte  underwent  four  successive 
operations,  but  in  1892  a  second  operation  was  found  to  be  sufficient. 
The  plant  consists  of  four  terraced  reverberatory  furnaces  lying  at 
different  levels,  and  each  holding  25  tons  of  lead,  the  lead  flowing 
from  the  upper  to  the  lower  one,  and  the  matte,  in  charges  of  Ih  tons, 
travelling  in  the  opposite  direction. 

Into  the  top  reverberatory  furnace,  poor  lead  or  lead  free  from  silver 
is  put,  whilst  the  enriched  lead  containing  also  2  to  3  per  cent,  of  copper 
is  tapped  out  of  the  lowest  furnace.  The  fresh  copper  matte  is  brought 
into  the  lead  in  the  lowest  furnace,  whilst  the  partially  desilverised 
matte  is  put  on  to  the  fresh  lead  in  the  top  furnace,  and  leaves  it  almost 
free  from  silver  but  containing  some  lead.  The  process  lasts  li  hours  in 
each  furnace,  and  according  to  the  manager's  statement  the  desilverised 
matte  contains  less  than  one  ounce  of  silver  per  ton.  The  desilverised 
matte  is  then  worked  up  for  refined  copper.  It  is  first  smelted  in 
blast  furnaces  to  free  it  from  mechanically-entangled  lead  which 
solidifies  below  the  matte,  the  lead  content  of  which  is  thus  reduced 
to  15  per  cent.  The  matte  is  then  roasted,  first  in  a  long-bedded  calciner 
and  then  at  a  higher  temperature  in  a  reverberatory  furnace  worked 
with  an  air  blast  (O'Harra-Brown  furnace,  see  copper,  p.  72),  the 
lead  contents  being  converted  in  this  way  into  oxide  and  sulphate, 
the  matte  not  being  melted  in  the  process.  The  roasted  matte  is 
then  smelted  in  an  English  reverberatory  furnace,  together  with 
quartz,  for  black  copper,  the  lead  oxide  and  sulphate  being  con- 
verted into  a  silicate  slag  by  the  quartz,  this  slag  being  added  ta 
the  lead  ore  smelting  charge,  and  the  black  or  blister  copper,  contain- 
ing about  99  per  cent,  of  the  metal,  being  lastly  refined  in  an  English 
reverberatory  furnace.    . 
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This  process  is  fairly  complicated,  so  that  its  economic  success  seems 
doubtful,  and  the  author  was  not  made  acquainted  with  the  results 
obtained. 

Smelting  of  Matte  vAtli  Materials  containing  Lead. — By  smelting 
matte  with  materials  containing  lead,  such  as  lead  ores  or  plumbi- 
ferous  metallurgical  products,  the  lead  is  reduced  and  alloys  with 
the  silver  of  the  matte.  The  matte  cannot  however  be  completely 
desilverised  by  a  siugle  operation.  In  addition  to  work-lead  a  matte 
poor  in  silver  is  produced,  which  is,  as  a  rule,  roasted  and  then 
smelted  again  with  plumbiferous  material,  and  by  a  repetition  of  this 
process  the  matte  can  be  deprived  of  most  of  its  silver,  provided  it  be 
not  too  rich  in  copper.  Smelting  with  lead  products  from  the  cupella- 
tion  process,  such  as  litharge  and  old  hearths,  is  particularly  favourable 
to  a  good  extraction  of  the  silver.  Cupriferous  mattes  must  be  re- 
peatedly treated  in  the  above  way  in  order  to  extract  their  silver,  and 
it  is  consequently  better,  as  a  rule,  to  work  such  mattes  by  a  wet 
process  or  electrolytically.  Mattes  containing  both  copper  and  lead 
are  treated  as  in  the  leading  of  cupriferous  silver  ores  and  in  the 
smelting  of  argentiferous  copper  ores  containing  lead,  the  object  being 
to  separate  the  lead  they  contain  by  one' or  several  roastings  and  smelt- 
ings,  the  copper  matte  which  is  obtained  being  then  either  worked  up 
by  wet  processes,  as  at  Freiberg,  or  else  smelted  in  the  dry  way  for 
blister  copper,  the  silver  contents  of  this  being  subsequently  extracted 
either  in  the  wet  way  or  by  electrolytic  processes. 

The  leading  of  mattes  in  this  way  is  performed  at  Fernezely 
Kapnik  and  Strimbul,  in  Hungary;  atZalathna,  in  Transylvania;  at 
the  Rothenbacher  works,  near  Miisen  ;  and  at  the  works  in  the  Upper 
Harz,  and  at  Freiberg. 

At  the  Fernezely  works,  in  the  mountain  district  of  Nagy  Banya,  in 
Hungary,  the  following  method  was  adopted  at  the  time  of  the  author's 
visit. 

The  raw  matte  was  twice  roasted  in  heaps  and  then  smelted,  to- 
gether with  roasted  lead  ores  and  rich  quartzose  roasted  ores.  The 
roasting  of  the  lead  ores  was  conducted  in  a  long-bedded  calciner 
with  a  single  hearth  62  feet  long  and  8  feet  3  inches  broad.  The 
smelting  was  conducted  in  a  furnace  exactly  similar  to  those  in  use 
for  ore  smelting,  the  charge  being  composed  as  follows  : 

62  parts  of  roasted  lead  ores 
30  „  „  matte 

8  „     rich  quartzose  ores. 

The  additions  of  the  materials  containino-  lead  were  so  arranged 
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that  for  every  part  of  auriferous  silver  in  tlie  charge  200  to  250  parts 
of  lead  in  the  form  of  litharge  or  old  cupellation  hearths  were  added. 
Charcoal  served  as  fuel  and  reducing  agent,  the  blast  pressure  was 
I  to  \^  of  an  inch  of  mercury,  and  every  12  hours  two  tons  of  charge 
were  worked  off,  735  cubic  feet  of  charcoal  being  used  for  every  ten 
tons  worked.  The  products  were  work -lead  with  0'3  to  0'7  per  cent,  of 
silver,  and  a  matte  with  0  '08  per  cent,  of  silver,  1 0  to  1 2  per  cent,  of  lead, 
and  1  per  cent,  of  copper,  80  per  cent,  of  the  lead  in  the  charge  being 
obtained  in  the  form  of  work-lead,  the  rest  being  in  the  matte  and 
the  slag.  The  matte  produced  amounted  from  15  to  16  per  cent,  of  the 
charge.  The  matte  was  then  twice  roasted  and  smelted  with 
plumbiferous  materials  in  order  to  extract  what  silver  it  contained, 
and  to  enrich  it  in  copper.  The  smelting  was  conducted  in  a  blast 
furnace  with  sump  19  feet  6  inches  high,  3  ft.  10  in.  diameter  c""  the 
throat,  and  3  ft.  3  in.  at  the  tuyere  level,  air  at  a  pressure  of  y  g-  to  j^-g- 
of  an  inch  of  mercury  being  used.  The  charge  was  made  up  as 
follows : — 

88  parts  of  roasted  matte 

9        „        quartz  or  quartzose  ores 

3        „        liquation  residues 
20        „        lead-bearing  additions  (litharge,  hearths,  residues  from 
the  zinc  desilvering  process,  and  ahstrich) 

5        „        limestone, 

the  amounts  being  so  proportioned  that  600  units  of  lead  Avere  present 
for  every  unit  of  auriferous  silver,  and  1*8  to  1"9  tons  of  charge  were 
worked  off  in  12  hours  with  a  consumption  of  156  cubic  feet  of  charcoal 
for  every  10  tons  of  ore.  The  products  were  rich  lead  with  0"2  to  0'29 
per  cent,  of  auriferous  silver,  and  a  second  matte  ("  zweiten  VerUeiungs- 
stein ")  contsdnmg  0*04  to  0'05  per  cent,  of  silver,  5  to  6  per  cent,  of 
lead,  and  5  to  6  per  cent,  of  copper,  the  slag  produced  being  added 
to  the  first  ore   smeltinsf'  charge. 

This  second  matte  is  then  leaded  or  desilverised  again,  being 
twice  roasted  and  then  smelted  in  similar  furnaces  to  those  employed 
in  the  preceding  operation,  600  parts  of  lead  being  present  in  the 
charge  for  every  one  part  of  silver.  Copper  ores  are  also  added  to 
the  extent  of  three  per  cent.,  with  the  object  of  producing  a  richer 
copper  matte,  and  1*2  to  1*3  tons  of  charge  are  smelted  in  twelve 
hours,  the  blast  pressure  being  0*47  to  0"62  inches  of  mercury,  and  805 
to  840  cubic  feet  of  charcoal  being  required  for  every  ten  tons  of 
matte. 

The  products  are  work   lead   with  15  per  cent,   of  silver  and  a 
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'■'  first  desilverising  matte "  {Erstai  Entdlherungsstein)  with  0'018 
to  0*02  per  cent,  of  auriferous  silver,  4  per  cent,  of  lead,  and  16  to 
17  per  cent,  of  copper.  The  slag  produced  is  thrown  away.  The  matte 
is  then  submitted  to  still  another  leading  operation,  being  twice 
roasted  and  then  smelted  as  before,  but  this  time  1,500  to  1,600 
parts  of  lead  are  present  in  the  charge  for  every  unit  of  auri- 
ferous silver.  In  twelve  hours  1  to  1*2  tons  of  charge  ai'e  smelted, 
with  a  consumption  of  875  cubic  feet  of  charcoal  for  each  ten 
tons,  and  the  products  are  work-lead  with  0'05  to  0*08  per  cent, 
of  silver  and  copper  matte,  with  30  to  40  per  cent,  of  copper 
and  2  to  3  per  cent,  of  lead.  This  matte  is  then  roasted  and  smelted, 
producing  black  copper  with  0'008  to  0"01  per  cent,  of  silver,  which  is 
afterwards  refined. 

At  the  works  at  Kapnik  the  matte  containing  004  to  0*05  per  cent, 
of  auriferous  silver  and  12  per  cent,  of  lead,  in  addition  to  a  small 
amount  of  copper,  is  roasted  three  times  and  then  smelted  in  blast 
furnaces  with  quartzose  silver  ores  and  lead-containing  materials 
(litharge,  old  hearths,  liquation  residues,  and  residues  from  the  zinc 
desilverising  process),  the  amount  being  so  adjusted  that  500  parts  of 
lead  are  present  for  each  part  of  silver.  The  products  are  work-lead 
with  0'15  to  0'17  per  cent,  of  auriferous  silver,  and  matte  with  0'04 
per  cent,  of  silver.  The  matte  is  roasted  three  times,  and  smelted  as 
before,  750  parts  of  lead  being  present  in  the  charge  for  one  of  silver, 
and  the  matte  obtained  again  undergoes  the  same  operations, 
1,350  parts  of  lead  being  now  added  in  the  smelting  process  for  each 
unit  of  silver.  In  this  way  work-lead  and  matte  are  produced,  and 
the  latter  is  then  worked  up  for  blister  copper,  which  is  refined  at 
Felsobanya. 

At  the  works  at  Zalathna,  in  Transylvania,  a  portion  of  the  matte 
is  freed  as  far  as  possible  from  iron  sulphide  by  treatment  with  dilute 
sulphuric  acid  before  being  leaded,  another  portion  being  roasted 
four  times  in  heaps  before  the  leading  operation.  The  portion  to 
be  treated  with  sulphuric  acid  is  first  broken  up  with  a  rock  crusher, 
and  then  powdered  in  a  ball-mill.  The  sulj)huric  acid  employed  has 
a  strength  of  only  22°  Beaume.  Square  leaden  tanks,  three  feet  long 
and  broad  and  four  feet  high,  are  used  for  the  treatment  with  sulphuric 
acid,  and  they  are  provided  with  copper  exit  pipes.  Each  tank  is 
surrounded  with  a  wooden  jacket,  and  into  the  space  between  the 
jacket  and  the  tank,  steam  at  half  an  atmosphere  pressure  is  admitted 
so  as  to  hasten  the  reaction.  Two  leaden  pipes  with  hydraulic  lutes 
pass  through  the  cover  and  dip  into  the  liquid,  and  they  serve  for  the 
introduction  of   the  powdered  matte.      The  sulphuretted  hydrogen 
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produced  is  passed  into  a  precipitating  tower,  where  sulphur  is  obtained 
from  it  by  the  action  of  sulphurous  acid.^ 

The  powdered  matte  is  introduced  into  the  tauk  in  quantities  of  2 
to  3A  lbs.  until  the  entire  charge  of  3  cwts.  has  been  added,  this 
requiring  12  hours.  At  the  conclusion  of  this  time  the  mass  is 
stirred  for  6  hours  and  then  allowed  a  further  period  of  6  hours  for 
settling,  after  which  the  liquid  and  the  matte  are  withdrawn  through 
separate  openings.  The  entire  operation  from  the  introduction  of  the 
charge  lasts  30  hours,  about  4  cwt.  of  matte  being  passed  through 
the  set  of  6  tanks  every  12  hours.  Each  cwt.  of  matte  requires 
about  a  cwt.  and  a  half  of  sulj)huric  acid  of  50°  B,  and  every  100 
parts  of  matte  leave  34  parts  by  weight  of  residue. 

The  sulphuric  acid  decomposes  part  of  the  iroir  sulphide  in  the 
matte,  ferrous  sulphate  going  into  solution  and  sulphuretted  hydrogen 
being  evolved.  Copper  sulphide  is  not  attacked  by  the  dilute  acid  and 
remains  behind,  together  with  the  precious  metals,  in  the  residue 
Avhich  is  deprived  of  the  greater  part  of  its  water  by  passing  through 
a  filter  tank. 

By  this  treatment  the  iron  sulphide  in  the  matte  can  only  be 
reduced  to  a  certain  extent  and  the  residue  contains  considerable 
quantities  of  basic  salts  which  are  only  imperfectly  removed  by 
washing  and  interfere  with  the  subsequent  operation  of  leading. 

The  residue  has  the  following  composition  : — 


Iron  . 

Copper 

Lead. 

Silver 

Gold 


42-57 

2-75 
6-04 
0-101 
0-038 


Arsenic          .     . 

.  traces 

Sulphur  . 

.     8-85 

Sulphuric  acid  . 

.  30.04 

Oxygen    .     .     . 

.     6-0 

Slag     .... 

.     4-20 

This  process  of  treating  the  matte  before  leading  can  only  be 
carried  on  in  exceptional  cases,  as  for  instance  where  sulphuric  acid  is 
cheap  and  where  sulphur  and  ferrous  sulphate  both  command  high 
prices. 

The  residue  from  the  extraction,  together  with  the  matte  which 
lias  been  roasted  in  heaps,  is  smelted  in  blast  furnaces  Avith  materials 
rich  in  lead.  Owing  to  the  large  percentage  of  sulphur  in  the  matte, 
the  formation  of  a  fresh  matte  in  the  smelting  operation  cannot  be 
avoided,  and  this  retains  a  certain  quantity  of  the  precious  metals. 
The  charge  also  contains  rich  raw  ores,  and  a  proportionately  large 
amount  of  roasted  pyritic  slimes.  The  latter,  which  still  contain  6 
per  cent,  of  sulphur,  are  i-equisite   for  the  success  of  the  smelting 

^  Schnabel,  Mittheilungen  iiber  usterreichiscli-ungarisclie  ]\Ietallhutten,"  Miitisf.- 
Zeitschr.  filr  das  Berg-,  Hiitten-  unci  Saliuenwesen,  XXXVI. 
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operation,  which  could  not  be  carried  on  with  the  matte  residues 
alone  on  account  of  the  large  amount  of  basic  salts  that  they 
contain. 

The  materials  for  furnishing  the  requisite  lead  are  litharge  and 
old  cupellation  hearths,  the  amount  being  so  adjusted  that  240 
parts  of  lead  are  present  for  every  unit  of  auriferoiis  silver  that 
has  to  be  leaded.  In  the  year  1887  the  charge  was  made  up  as 
follows : — 

32  parts  of  slag 

23  „       roasted  pyrites 

6  to  7  „      raw  quartzose  telluride  ores 
5'4       „      raw  rich  pyrites 

9  „      matte  residues 

7  „      heap-roasted  matte 

10  ,,      materials  containing  lead. 

The  blast  furnaces  used  are  about  20  feet  high,  of  circular  section, 
39  inches  diameter  at  the  throat,  and  85  J  inches  at  the  tuyere  level ; 
they  are  arranged  as  sump  furnaces,  have  two  tuyeres,  and  are  worked 
with  a  blast  pressure  of  |  of  an  inch  of  mercury.  In  twenty-four 
hours  1*95  tons  of  charge  are  worked  off  in  addition  to  a  ton  of  slag, 
7  cubic  feet  of  charcoal  being  burnt  for  every  cwt.  of  charge.  The 
products  consist  of : — 

5*88  per  cent,  of  work-lead 
25-57       „         ,,      matte 
68*55       „         „      slag 

and  the  work-lead  has  the  following  composition  : — 

Lead        99-346  Silver  0-326 

Antimony  0-018  Gold    O'SIO 

Copper      traces  Iron    traces 

The  matte  contains  : — 

Iron       66-33  Gold  0-005 

Copper    1-18  Sulphur  25-98 

Lead       5*65  Slag  0*78 

Silver      0'071 

The  silver  is  taken  up  by  the  matte  to  a  considerably  greater  extent 
than  the  gold.     In  the  first  matte  from  ore  smelting  the  amount  of 
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gold  is  only  about  half  that  of  the  silver,  whilst  in  the  matte  from 
the  leading  operation  it  does  not  amount  to  the  tenth  part  of  the 
silver  content.     The  composition  of  the  slag  is  : — 

Silica  36"65  Alumina       1"30 

Ferrous  oxide       48"10  Lead  oxide  5*22 

Manganous  oxide  1'75  Sulphur        0'54 

Lime  6-44  Silver  0-0024 

Gold  0'0004 

It  lies  between  a  mono-  and  a  bi-silicate. 

The  matte  from  the  leading  operation  is  treated  with  dilute 
sulphuric  acid  in  the  same  way  as  matte  from  the  ore  smelting,  and  the 
residue  is  leaded  in  the  same  way  as  the  residue  from  the  first  matte 
extraction.  In  this  second  leading,  a  matte  considerably  richer  in 
copper  is  produced,  which  is  treated  just  as  before,  and  when  its 
copper  content  attains  to  80  per  cent,  it  is  sent  to  the  copper 
works. 

At  the  Rothenbacher  works,  at  Miasen,  near  Siegen,  the  mattes 
are  leaded  in  the  following  way  : — 

The  cupriferous  lead  matte  from  the  smelting  of  lead  ore  and  fahl 
ore  is  twice  roasted  in  heaps  and  then  smelted  in  blast  furnaces, 
yielding  a  work-lead  with  0'34  to  0'40  per  cent,  of  silver,  and  a  second 
lead  matte  with  20  to  25  per  cent,  of  lead,  15  per  cent,  of  copper, 
and  0"18  per  cent,  of  silver.  This  second  matte  is  twice  roasted  in 
heaps  and  again  smelted  in  a  blast  furnace,  yielding  a  third  lead 
matte  with  ]8  to  20  per  cent,  of  lead,  30  to  40  per  cent,  of  copper, 
and  017  per  cent,  of  silver  and  a  work-lead  with  0"35  to  0"40  per  cent, 
of  silver.  The  third  matte  again  undergoes  the  same  series  of  opera- 
tions, yielding  work-lead  wdth  0'35  per  cent,  of  silver  and  a  fourth  lead 
matte  or  copper  matte  with  10  to  12  per  cent,  of  lead,  45  to  55  per 
cent,  of  copper,  and  0*17  per  cent,  of  silver.  The  copper  matte  is 
smelted  three  times  in  a  blast  furnace  with  litharge  and  old  cupellation 
hearths,  and  the  thrice  desilverised  matte  is  now  roasted  and  again 
smelted  with  litharge  and  old  hearths.  In  this  way  a  work-lead  with 
0"14  to  0*15  per  cent,  of  silver,  and  lastly,  a  copper  matte  with  O'Ol 
per  cent,  of  silver  are  obtained,  the  latter  being  worked  ujd  for  blister 
copper  and  refined  copper. 

The  methods  used  in  working  the  mattes  at  Freiberg  and  in  the 
upper  Harz  have  already  been  described  under  the  roasting  and 
reduction  process  and  the  iron-reduction  process  of  lead  smelting 
respectively. 
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Desilverising  Mattes  hy  means  of  Lead  and  Copper  Conjointly 
{^'  Kiipferaujldsungsschmelzen  und.  Abdarrprozess") 

Under  this  head  come  the  above  two  old  processes  for  desilverising 
argentiferous  mattes,  neither  of  which  are  now  in  use.  In  both 
methods  the  desilverising  is  not  effected  by  lead  alone,  but  partly 
with  the  aid  of  copper. 

In  the  first,  or  "copper-dissolving  and  smelting"  process,  the  roasted 
argentiferous  copper  matte  is  smelted  together  wdth  black  copper  and 
litharge  in  blast  furnaces.  The  copper  is  converted  into  matte,  taking 
the  place  of  part  of  the  silver  which  is  taken  up  by  the  lead  formed 
by  the  reduction  of  the  litharge.  The  products  are  work-lead  and 
plumbiferous  copper  matte,  and  the  latter  is  smelted  in  the  raw  state 
with  the  addition  of  slags  containing  lead  and  with  metallic  iron  in 
blast  furnaces,  yielding  copper  matte,  which  is  further  desilverised 
with  lead  and  then  worked  up  for  copper.  This  process  was  formerly 
in  use  at  Fernezely  in  Hungary.^ 

In  the  "drying-up"  process  (Ahdarr'prozess)  the  copper-lead  matte 
from  the  smelting  of  copper  and  silver  ores  is  smelted  in  low  blast 
furnaces  {hrumnwfen),  together  with  black  copper  or  residues  from  the 
liquation  furnace  and  lead  ores  or  materials  rich  in  l^ad.  The 
products  are  an  argentiferous  copper-lead  alloy  (liquation  cakes)  and, 
a  matte  poor  in  silver.  The  latter  is  treated  again  in  a  similar  way 
and  the  alloy  is  liquated,  giving  work- lead  and  liquation  residues 
(kienstdcke)  of  copper  containing  a  good  deal  of  lead.  The  residues  are 
used  instead  of  black  copper  in  the  first  operation  for  desilverising  a 
further  quantity  of  matte.  By  repeating  these  operations  several 
times,  work-lead  containing  most  of  the  silver  and  desilverised  copper 
are  obtained. 

This  process,  which  is  only  applicable  to  argentiferous  copper 
mattes  or  to  argentiferous  copper  ores,  is  a  combination  of  the  liqua- 
tion process  with  the  leading  and  smelting  operation.  It  furnishes 
a  more  complete  desilverisation  than  the  liquation  process,  and  yields 
also  a  purer  copper,  but  it  is  both  complicated  and  costly. 

Both  the  above  processes  have  only  been  used  in  Hungary  and  in 
the  Tyrol,  and  both  of  them  have  long  since  been  abandoned  on 
account  of  their  costliness  and  tediousness. 

h.  Production  of  Work-Lead  from  Speiss 

Argentiferous  speiss  can    be  desilverised  either  by  mixing  it  with 
molten  lead  or  by  smelting  it  with  materials  rich  in  that  metal.     It 
^  Karsten,  System  der  Metcdlnrgie,  vol.  5,  p.  563. 
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must  be  thoroughly  roasted  before  leading  in  order  to  free  it  as  far 
as  possible  from  arsenic  and  antimony. 

The  products  are  work -lead  and  a  speiss  poorer  in  silver.  In  order 
to  transfer  the  copper  content  and  a  portion  of  the  silver  into  a  matte, 
pyrites  is  added  in  the  smelting  operation,  and  in  order  to  concen- 
trate the  nickel  and  cobalt  the  speiss  is  repeatedly  smelted,  after 
previously  roasting  each  time,  with  pyrites  or  copper  matte. 

Davies  ^  treats  the  molten  speiss  in  quantities  of  half  a  ton  with 
20  to  25  per  cent,  of  lead  in  a  converter  of  iron  plate  lined  with  fire 
brick,  having  the  form  of  a  horizonal  cylinder.  Air  at  a  pressure  of 
17  ounces  is  forced  through  the  mass  for  three  or  four  minutes  by  a 
pipe  ^  of  an  inch  in  diameter,  in  order  to  bring  the  lead  into  intimate 
contact  with  the  speiss  and  to  volatilise  a  portion  of  the  arsenic  of  the 
latter.  The  converter  is  then  turned  round,  the  molten  contents 
running  out  into  a  slag  pot ;  the  desilverised  speiss  which  floats  on  the 
lead  is  removed  in  crusts  from  its  surface,  and  the  lead  run  off  after- 
wards. This  process  is  said  to  have  given  favourable  results  at  the 
Eureka  Consolidated  works,  Nevada,  though  the  author  is  doubtful 
as  to  the  economical  success  of  the  process,  as  considerable  quantities 
of  lead  must  be  oxidised  by  the  blast  and  the  oxide  fluxed  by  the 
lining.  The  leading  of  a  speiss  is  an  imperfect  operation  which  has 
generally  been  replaced  by  wet  methods  of  desilverising. 


c.  The  Desilverisation  of  Alloys  hy  means  of  Lead 

The  only  alloys  which  are  desilverised  in  this  way  are  those  of 
copper  and  silver,  which  form  argentiferous  black  copper  or  blister 
copper. 

The  leading  of  these  copper-silver  alloys  can  either  be  carried 
out  by  means  of  a  bath  of  molten  lead  or  by  liquation. 

The  first  process  is  a  very  imperfect  one  and  has  been  entirely 
superseded  by  wet  methods  of  desilverising.  Argentiferous  copper 
coins  have  been  desilverised  in  the  lead  bath  of  the  cupellation  furnace, 
but  copper  goes  into  the  litharge  and  has  to  be  recovered  from  it  by 
reduction,  whilst  the  method  is  attended  with  a  large  loss  of  copper 
and  silver,  and  is  no  longer  used. 

The  liquation  method  is  also  an  antiquated  process,  which  was, 
however,  formerly  in  very  general  use  for  extracting  silver  from 
copper-silver  alloys  and  it  will  for  that  reason  now  be  described 
in  detail. 

^  Eu'jhieeriny  and  Mining  Journal,  June  30,  1888. 
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The  Liquation  Process  for  Desilverising  Copper-silver  Alloys 

When  argentiferous  copper  is  melted  together  with  lead,  a  lead- 
copper-silver  alloy  is  produced.  If  the  lead  in  this  alloy  bears  a 
proper  proportion  to  the  amount  of  copper  present,  it  is  possible  by 
heating  the  solid  alloy  to  a  certain  temperature,  to  obtain  the  greater 
portion  of  the  silver .  alloyed  with  lead  flowing  away  in  the  liquid 
state,  leaving  the  coj^per  behind  in  the  solid  residue.  A  portion  of 
the  silver  and  of  the  lead  are  left  in  the  copper,  and  some  copper  finds 
its  way  into  the  lead-silver  alloy. 

By  again  heating  the  alloy  in  presence  of  air,  the  greater  part  of 
the  silver  remaining  behind  can  be  obtained  in  combination  with  lead 
lead  oxide  and  cuprous  oxide. 

This  is  the  basis  of  the  liquation  process  which  was  formerly  in 
very  general  use,  but  which  is  not  worked  now  at  all  on  account  of 
certain  drawbacks  inherent  to  it.  These  disadvantaojes  are  the  larse 
losses  of  lead,  silver  (21  per  cent.)  and  of  copper  taking  place  in  the 
process,  and  the  expense  due  to  the  number  of  operations  which  the 
bye-products  have  to  undergo. 

The  various  operations  were  as  follows : — 

1.  The  production  of  the  lead-copper-silver  alloy  or  the  "frischen" 
which  was  effected  by  melting  the  argentiferous  copper  with  lead 
in  a  blast  furnace. 

2.  The  separation  of  this  alloy  into  argentiferous  lead  and  a  copper- 
lead-silver  alloy  poor  in  lead  and  silver.  This  was  the  liqiudion  pro- 
cess {Saigern),  and  consisted  in  the  liquation  of  the  argentiferous 
lead  from  the  alloy  in  a  liquation  hearth. 

8.  The  separation  of  the  remainder  of  the  lead  and  silver  from  the 
alloy  or  the  drying  {Darren)  process.  This  consisted  of  a  further 
liquation  of  the  argentiferous  lead  from  the  alloy,  and  an  oxidation  of 
the  copper  and  lead  by  heating  the  liquation  residue  in  a  furnace 
(drying  furnace)  in  an  oxidising  atmosphere. 

The  refining  of  the  residue  from  the  drying  operation,  and  the 
working  up  of  the  intermediate  products,  have  also  to  be  taken  into 
account. 

1.   The  "  Freshening  "   or  Leading  of  the  Argentiferous  Copper 

The  copper  which  has  to  be  leaded  should  be  either  in  small 
pieces,  obtained  by  breaking  up  the  cakes  of  copper  whilst  hot,  or  else 
granulated. 

Small  blast  furnaces  {krummdfen),  arranged  as  spurofen  where  the 
liquid  products  at  once  flow  out  of  the  furnace,  are  employed  for  this 
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operation.  The  lead  is  added  either  in  the  metallic  state  or  in  the 
form  of  litharge,  which  is  reduced  to  metal  in  the  furnace.  Experience 
has  shown  that  not  more  than  eleven  parts  of  lead  should  be  combined 
with  three  of  copper,  as  otherwise  too  much  copper  goes  into  the  work- 
lead  in  the  liquation ;  and  on  the  other  hand  there  must  be  not  less 
than  500  parts  of  lead  for  every  one  part  of  silver  present,  otherwise 
too  much  silver  is  left  behind  in  the  copper.  If  the  copper  is  so  poor 
in  silver  that  the  addition  of  lead  in  the  requisite  proportion  disturbs 
the  proper  ratio  between  the  lead  and  copper,  then  liquated  work- 
lead  can  be  used  in  order  to  keep  these  proportions  constant.  If  the 
silver  content  of  the  copper  amounts  to  more  than  0'6  per  cent.,  the 
liquation  process  must  be  repeated,  and  in  this  way  a  poorer  argentifer- 
ous lead  is  obtained  which  can,  however,  be  used  for  desilverising  fresh 
quantities  of  copper. 

The  proportion  of  3  of  copper  to  11  of  lead  corresponds  nearly  to 
the  formula  CuPb,  which  would  require  8  :  9*8. 

Owing  to  the  necessity  of  maintaining  the  lead  and  copper  in  these 
proportions,  only  so  much  lead  and  copper  are  melted  together  in  the 
furnace  at  one  time  as  are  required  to  form  a  single  liquation  cake 
3  to  3-|  inches  thick. 

At  first,  a  mixture  of  fuel  and  some  slag  is  put  into  the  furnace, 
and  as  soon  as  the  molten  slag  appears,  sufficient  raw  copper  for  the 
first  liquation  cake  is  added.  When  this  is  red  hot,  which  takes  four 
or  five  minutes,  the  previously  weighed  quantity  of  lead  is  added.  As 
soon  as  the  molten  alloy  produced  has  collected  in  the  forehearth, 
where  it  is  covered  with  slag,  a  further  weighed  amount  of  copper  is 
put  into  the  furnace  to  be  followed  by  a  further  weighed  quantity  of 
lead.  In  successful  work  a  fresh  liquation  cake  is  made  every  7  or  8 
minutes.  Slags  with  40  to  60  per  cent,  of  lead  and  3  to  o  per  cent, 
of  copper  are  obtained  in  addition. 

When  litharge  is  employed  instead  of  lead,  the  operation  must  be 
conducted  more  slowly  to  allow  of  the  reduction  of  the  litharge,  other- 
wise too  much  and  too  rich  a  slag  will  be  formed. 

2.    The  Liqtiation  Process 

This  operation  is  carried  out  in  absence  of  air,  as  otherwise  the 
lead  separating  in  the  fluid  state  from  the  alloy  would  be  converted 
into  litharge.  It  cannot  be  satisfactorily  performed  in  a  reverberatory 
furnace,  and  a  special  form  of  liquation  furnace  {Saigei^heerd)  was 
consequently  devised. 

This  furnace,  shown  in  Fig.  306,  consists  of  two  brick  walls  S, 
each  6  feet  long  and  2  feet  high  sloping  towards  each  other,  and  a 
back  wall  h  with  a  short  vertical  chimney.     The  brick  walls  {Saiger- 
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tdnke)  are  covered  on  their  sloiDiiig  tops  with  cast-iron  plates  c,  c 
(Saigerschiva/icn),  a  small  channel  (Saigcrritze)  remaining  between  the 
lower  edges  of  these  plates.  The  space  d  between  the  two  walls 
sloping  from  back  to  front  is  floored  either  Avith  masonry  or  Avith 
.cast-iron  plates,  and  leads  into  a  trough  ii  in  front. 

The  cakes  or  discs  to  be  liquated  are  set  up  on  edge  on  the  plates 
c  at  a  short  distance  frome  one  another,  6  to  8  discs  being  treated  at 
once.  The  space  between  the  discs  is  filled  with  charcoal,  and  charcoal 
is  heaped  over  the  discs,  and  iron  plates  with  vent  holes  are  then 
placed  round  the  charcoal. 

The  charcoal  is  ignited  by  means  of  a  wood  fire  made  in  the 
channel  between  the  two  walls,  and  as  a  result  of  the   heating,  which 


Fig.  306. 


requires  very  careful  regulation,  the  lead-silver  alloy  drains  away  from 
the  cakes,  runs  through  the  space  between  the  two  plates,  and  flows 
down  the  channel  d  into  the  hearth  p,  leaving  behind  the  copper  as  a 
solid  residue. 

The  lead  is  known  as  liquated  lead  ("  saigcrhlei  "),  and  the  residue 
as  "  kienstocJce."  As  the  access  of  air  cannot  be  entirely  prevented,  a 
slag  containing  oxides  of  lead  and  copper  is  formed  which  is  known  as 
"  saige7-krdtze,"  the  quantity  produced  depending  upon  the  tempera- 
ture. When  the  lead  ceases  to  flow  out,  the  liquation  is  finished, 
and  the  charcoal  is  raked  out  from  between  the  pieces  of  residue, 
which  are  then  cooled  by  sprinkling  water  over  them. 

The  liquated  lead  contains  2  to  3  per  cent,  of  copper,  Avhilst  the 
residue  retains  25  to  35  per  cent,  of  lead,  and  in  good  working,  87  per 
cent,  of  the  lead  content  of  the  cakes  should  be  obtained  in  the 
liquated  lead,  13  per  cent,  being  left  behind  in  the  residue. 
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When  the  liquated  lead  is  sufficiently  rich  in  silver  it  is  cupelled, 
otherwise  it  is  used  again  in  the  process.  The  residue  is  submitted 
to  the  "  drying  "  operation  in  order  to  further  deprive  it  of  lead  and 
copper,  whilst  the  saigerkrdtze  are  either  added  to  the  leading- 
operation  in  the  first  instance,  or  else  they  are  made  up  into  liquation, 
cakes  with  other  bye-products  of  the  process. 

3.    The  "  Drying  "  Process  {"  Darren  ") 

This  is  an  extension  of  the  liquation  process,  and  aims  at  re- 
moving as  much  lead  and  silver  as  possible  from  the  residue. 

This  could  be  effected  by  jarolonging  the  liquation  process,  but  as 
the  liquation  hearth  is  costly  to  work,  the  "  drying "  process  is 
conducted  in  large  reverberatory  furnaces,  which  not  only  give  a 
better  return  than  the  hearths,  but  are  less  costly,  on  account  of  the 
cheaper  fuel  which  can  be  used. 

In  the  reverberatory  furnace  air  is  not  excluded,  and  consequently 
the  lead  is  obtained  mostly  as  oxide.  This  oxidation  would,  however, 
also  take  place  in  liquating  the  residues  in  hearths,  because  in  order 
to  liquate  the  residue  a  high  temperature  is  necessary. 

The  "  drying  "  furnace  is  a  reverberatory  having  several  parallel 
walls  in  the  heating  chamber  ["  drying  benches "  {clarrbdnke)\  and 
between  these  walls  are  channels  floored  either  with  brasque  or  else 
with  cast-iron  j^lates,  and  sloping  from  back  to  front  of  the  furnace. 
Each  channel  communicates  by  means  of  a  flue  at  the  back  with  the 
chimney,  and  the  furnace  is  either  fired  in  these  channels  or  else  by 
grates  placed  at  each  side  of  the  furnace.  The  front  of  the  heating 
chamber  is  closed  bv  means  of  a  door  sliding  in  iron  grooves,  which 
can  readily  be  raised  or  lowered. 

The  Figs.  307  and  308  show  the  construction  of  such  a  drying 
furnace  provided  with  a  grate  at  each  side  ;  ]j,ij,  are  the  two  fireplaces, 
I),  b,  the  channels,  and  c  the  floor  of  the  channels  between  the  walls 
a,  d  is  the  sliding  door,  and  Ji,  h,  are  the  flues. 

The  pieces  of  residue  to  be  liquated  are  laid  on  the  benches,  and 
the  whole  space  up  to  the  roof  of  the  chamber  is  filled  with  these 
pieces,  so  placed  as  not  to  prevent  the  circulation  of  the  hot  air  round 
them.  The  sliding  door  is  now  closed,  and  a  wood  fire,  gradually 
increasing  in  intensity,  is  started  on  the  grates  or  in  the  spaces 
between  the  walls.  At  first  lead  alone  flows  away,  but  soon  a  mixture 
of  cuprous  and  lead  oxides  ("darrost")  drops  down  into  the  channels, 
where  it  solidifies,  and  from  which  it  is  raked  away. 

This  "drying"  process,  like  the  operation  of  liquation,  is  based 
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upon  the  fact  that  lead  having  a  lower  melting  point  than  copper  will 
flow  away  from  the  surface  of  the  cakes  either  as  metal  or  as  oxide. 
The  lead  remaining,  according  to  Karsten,  then  equilibrates  itself 
with  the  whole  mass  of  the  remaining  copper,  until  the  equilibrium 


Fig.  Bus. 


is  disturbed   by    more    lead    draining   away,    and    so    the    operation 
goes  on. 

The  "  darrost"  contains  75  to  85  per  cent,  of  lead  oxide,  and  -i  to 
S  per  cent,  of  cuprous  oxide,  besides  variable  quantities  of  silica  and 
alumina  from  the  masonry  of  the  floor  and  walls  of  the  furnace. 
The  residues  remaining  behind  are  called  "  darrlinge,"  and  at  the  con- 
clusion of  the  operation   (which  lasts  about  2-i  hours)  they  are  drawn 
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red-hot  from  the  furnace  and  thrown  into  a  well  or  sump  containing 
water. 

After  cooKng,  tlie  rind  or  crust  which  has  not  ah'eady  broken  in 
the  quick  coohng,  is  broken  up  by  pointed  hammers.  This  crust  is 
a  mixture  of  argentiferous  lead  and  copper  oxides,  and  is  called 
'^  inckseliiefer."  Both  the  darrost  im(\  i\\Q  pichschiefer  ^xe  smelted  in 
low  blast  furnaces  for  work-lead. 

The  darrlingc  still  contain  on  an  average  15  per  cent,  of  lead, 
and  are  refined,  the  greater  part  of  the  lead  volatilising  during  the 
operation. 

The  process  of  liquation  has,  on  account  of  the  losses  of  metal 
attendant  on  it  and  on  account  of  the  lengthy  operations  involved, 
been  generally  superseded  by  wet  processes  or  electrolytic  methods. 

d.  The  Production  of  WorJc-Lcad  from  other  Metallurgical  Products 

The  remaining  metallurgical  products,  which  are  desilverised  by 
converting  their  silver  content  into  a  lead-silver  alloy  or  work-lead, 
are  :  cupriferous  and  argentiferous  scrapings  or  scums  {Krdtzen, 
schlicker),  rich  oxides  from  the  zinc  desilverising  process,  litharge 
rich  in  silver,  old  cupellation  hearths,  and  the  ahstriche  and  scums 
formed  in  refining  lead,  argentiferous  flue  dust,  slags  and  various 
argentiferous  bye-jDroducts  obtained  in  wet  or  electrolytic  processes, 
such  as  argentiferous  sUmes  from  the  suljihuric  acid  liquors,  silver 
sulphide,  and  anode  slimes. 

All  of  these  intermediate  products,  with  the  exception  of  those 
which  are  rich  in  silver,  are  worked  up  with  argentiferous  lead  ores 
or  mattes,  or  with  silver  ores.  Those  which  are  rich  in  silver  are 
treated  directly  in  a  bath  of  molten  lead,  and  in  all  cases  the  methods 
of  working  are  precisely  similar  to  those  which  have  been  previously 
described. 

The  Concentration  of  the  Silver  in  Work-Lead 

The  concentration  of  silver  in  poor  silver  lead  is  effected  either 
by  a  partial  cuj)ellation,  Pattinson's  process,  or  else  by  means  of  the 
zinc  process. 

Either  of  the  two  latter  methods  may  be  used  for  enriching  work- 
lead  before  cupellation.  In  both  these  methods  the  lead  is  obtained 
as  market  lead,  together  with  a  much  smaller  amount  of  a  rich 
silver-lead  alloy  or  a  silver-zinc-lead  alloy. 

As  to  whether  a  particular  silver-lead  alloy  can  be  economically 
cupelled  directly,  depends   upon  local  conditions  and  upon  the  price 
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of  silver ;  but  speaking  generally,  it  may  be  said  that  lead  containing 
less  than]  0"12  jDer  cent,  of  silver  cannot  be  economically  cupelled. 
In  special  cases  it  is  advisable  to  enrich  even  rich  silver-lead,  as  in 
both  concentration  processes  market  lead  is  obtained  directly,  whilst 
by  cupellation  the  whole  of  the  lead  is  converted  into  litharge,  the 
reduction  of  which  is  attended  by  considerable  loss  of  lead. 

The  Pattinson  process  in  which  the  work -lead,  by  slow  cooling 
from  the  molten  state,  is  separated  into  crystals  poor  in  silver  and  a 
fluid  portion  rich  in  silver,  is  only  applicable  to  the  production  of  an 
alloy  containing,  at  the  most,  2|  per  cent,  of  silver. 

In  the  zinc  process  the  silver  is  separated  from  the  work-lead 
in  the  form  of  a  silver-zinc-lead  alloy,  the  lead  poor  in  silver  remain- 
ing behind.  The  triple  alloy  yields  after  separating  the  zinc  a  lead- 
silver  alloy,  which  may  attain  to  a  much  higher  silver  content  than 
the  rich  alloy  obtained  in  the  Pattinson  process. 

The  zinc  process  produces  market  lead  in  a  much  shorter  time 
and  in  a  much  purer  condition  than  the  Pattinson  process,  gives 
a  more  thorough  extraction  of  the  silver,  and  yields  an  alloy  miich 
richer  in  silver  than  the  latter  process,  besides  being  less  costly. 
Consequently  the  zinc  process  is  the  more  extensively  employed, 
Pattinson's  process  only  being  used  under  particular  local  con- 
ditions. This  rule  only  holds,  of  course,  as  long  as  the  price  of  zinc 
remains  within  reasonable  limits,  and  if  these  should  be  exceeded, 
the  Pattinson  process  could  be  worked  at  an  advantage  as  compared 
with  the  other. 

The  Pattinson  Peocess 

This  method  of  desilverising  lead  is  based  on  the  observation  of 
Pattinson  in  1833,  that  if  molten  argentiferous  lead  be  slowly  cooled 
the  portions  solidifying  first  are  crystalline,  and  much  poorer  in  silver 
than  the  still  liquid  portions.  If  the  liquid  richer  portion  be 
separated,  it  again  can  be  divided  into  a  poorer  solid  portion  and 
a  ;  still  richer  liquid  alloy,  and  this  operation  can  be  repeated  until 
the  enriched  lead  contains  2"5  per  cent,  of  silver.  After  this  point 
no  further  separation  is  possible,  as  the  crystals  and  the  liquid  portion 
will  have  almost  the  same  silver  content. 

Similarly  the  solid  crystalline  portions  poorer  in  silver  may  be 
treated  again,  and  the  molten  metal  be  split  into  crystals  poorer  and 
a.  fluid  portion  richer  in  silver,  until  by  repetition  of  the  operation 
lead  very  low  in  silver  is  produced ;  for  economic  reasons  the  desilver- 
isation  of  the  lead  crystals  is  not  carried  below  O'OOl  per  cent,  of 
silver. 
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By  means  of  this  Pattiuson  process,  the  theory  of  which  has  never 
been  satisfactorily  explained,  work-lead  can  thus  be  separated  into 
enriched  lead  containing  up  to  2  5  per  cent.,  and  market  lead  holding 
only  0  0  01  jDer  cent,  of  silver. 

The  limiting  silver  content  at  which  work-lead  may  still  be 
desilverised  with  advantage  by  this  process  depends  upon  local 
conditions,  but  is  generally  taken  as  about  O'OOO  per  cent,  of  silver. 

The  process  demands  a  pure  lead  and  the  careful  regulation  of 
the  temperature  of  the  metal.  Impurities  in  the  lead,  such  as  copper, 
nickel,  arsenic  and  antimony,  hinder  the  separation  of  the  crystals 
and  the  mother  liquor,  and  thus  render  the  desilverising  imperfect  ; 
copper  distributes  itself  between  the  crystalline  and  the  fluid  portions ; 
arsenic  goes  chiefly  into  the  solid  crystalline  portions,  and  antimony 
and  nickel  into  the  liquid  alloy. 

Impure  lead  must  consequently  be  refined  before  being  submitted 
to  Pattinson's  process,  and,  if  the  percentage  of  copper  be  high,  must 
even  be  liquated  before  refining.  This  operation  has  already  been 
described  (see  Lead,  pages  430  and  443). 

When  the  amount  of  copper  is  smaller  it  separates  on  the  surface 
of  the  lead  when  melted,  in  the  form  of  a  lead-copper  alloy  or  scum 
(schlicker).  Small  quantities  of  arsenic  and  antimony  can  be  got  rid 
of  by  poling  as  they  pass  into  the  dross  produced. 

In  order  to  obtain  the  requisite  temperature,  considerable  quantities 
of  lead  must  be  melted,  as  otherwise  the  temperature  cannot  be 
perfectly  controlled.  At  too  high  a  temperature  no  crystals  are 
formed,  and,  if  the  temperature  falls  too  low,  it  is  impossible  to 
separate  the  crystals  from  the  liquid.  From  10  to  20  tons  of  work- 
lead  are  accordingly  melted  at  one  time  in  cast  iron  vessels. 

In  actual  practice  there  are  two  systems,  according  to  which  the 
crystals  are  separated  from  the  mother  liquor,  as  the  fluid  portion  is 
called.  In  the  system  of  thirds,  |  of  the  volume  of  the  molten  lead 
are  separated  as  crystals  and  ^  left  as  mother  liquor ;  whilst  iu  the 
system  of  eighths,  ^  of  the  lead  are  separated  as  crystals  and  ^  left  as 
mother  liquor. 

When  the  system  of  thirds  is  employed  then  each  operation 
practically  doubles  the  silver  percentage,  whereas  the  system  of 
eighths  trebles  it.  Consequently  the  first  method  is  used  for  lead 
rich  in  silver,  and  the  latter,  the  system  of  eighths,  for  poor  silver- 
lead. 

Other  methods  are  also  used,  such  as  combinations  of  the  above 
two  systems,  and  the  system  of  thirds  with  intermediate  crystals.  In 
this  latter  system,  the  contents  of  the  pot  are  divided  into  more  than 
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two  portions,  usually  into  three,  viz.,  poor  crystals,  richer  intermediate 
crystals,  and  mother  lic[Uor,  and  these  three  portions  are  then  worked 
up  separatel3^ 

The  Pattinson  process  is  conducted  in  large  pots  of  cast-iron  or 
cast-steel.  The  crystals  are  separated  from  the  mother  liquor  either  by 
ladling  them  out  from  the  pot  or  else  by  tapping  off  the  mother  liquor 
and  leaving  the  crystals  behind,  and  the  formation  and  separation 
of  the  crystals  is  effected  either  by  stirring  the  cooling  mass  or  by 
blowing  steam  through  it. 

There  are  then  two  ways  of  conducting  the  operation  : — 

I.  Hand-pattinsonising,  where  the  crystals  are  ladled  out  and  the 
liquor  left  behind. 

II.  The  tapping  process,  steam-pattinsonising  or  Rozan  process, 
where  the  fluid  portion  is  tapped  off,  leaving  the  crystals  behind. 

The  cost  of  the  first  process  is  higher  than  that  of  the  second,  and 
on  that  account  its  employment  at  the  present  day  is  exceptional. 

I.  The  Hand-Pattinsonising  Pkocess 

This  method  is  carried  out  in  semicircular  pots  of  cast-iron. 
They  are  generally  between  5  and  7  feet  diameter,  and  from  35  to 
37  inches  deep,  1^  to  3  inches  thick  at  the  bottom,  and  1  to  2  inches 
at  the  top,  and  hold  10  to  15  tons  of  lead.  They  are  usually  supported 
by  means  of  a  projecting  ring  on  their  upper  outer  edges,  which  rests 
upon  an  iron  ring  supported  by  the  masonry  of  the  setting. 

The  arrangement  of  a  series  of  such  vessels,  each  holding  12'5 
tons  of  lead,  formerly  in  use  at  the  Lautenthal  w^orks  in  the  Harz, 
or  hand-pattinsonising,  is  shown  in  Figs.  309  to  311 ;  K K  are  the 
pots  and  A  A  the  fireplaces  of  each.  The  flame  from  the  coal  used 
as  fuel  strikes  the  bottom  of  the  pot  first,  passes  through  an  opening 
0  in  the  circular  brickwork  support  vi,  into  the  annular  flue  v,  and 
passing  round  the  pot  reaches  the  flue  y  and  passes  through  it  and  z 
away  to  the  chimney. 

Up  to  as  many  as  24  pots  may  be  set  in  a  series  or  hattery, 
according  to  the  method  of  conducting  the  process. 

The  lead  is  first  melted  in  the  pot  and  any  scum  or  dross  {schlicher) 
forming  on  the  surface  is  skimmed  off  and,  if  necessary,  a  further 
purification  by  poling  is  resorted  to.  When  the  lead  is  freed  from 
impurities  the  fire  in  the  grate  is  withdrawn  or  generally  transferred 
to  the  grate  of  the  adjoining  pot,  and  the  surface  of  the  molten  metal 
is  carefully  sprinkled  with  water.  In  consequence  of  the  slow  cooling 
v/hich  ensues,  crusts  form  upon  the  surface  and  sides  of  the  bath  of 
metal  and  these  are  thrust  down  and  mixed  up  with  the  rest  of  the 
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metal  in  order  to  ensure  a  uniform  reduction  of  temperature.  As 
soon  as  the  surface  of  the  bath  becomes  uneven  and  the  metal  is 
of  an  almost  semi-pasty  consistency,  crystallisation  is  sufficiently 
advanced,  and  the  work  of  ladling  out  the  crystals  begins. 

This  is  effected  by  two  or  four  workmen  working  at  one  or  on  the 
two  opposite  sides  of  the  pot  with  perforated  ladles,  and  either  |  or  f 
<jf  the  contents  of  the  j)ot  are  removed  as  crystals,  according  to 
whether  the  thirds  or  .eighths  system  of  working  is  in  use.  The 
volume  of  the  crystals  ladled  out  is  measured  by  means  of  a  right- 
angled  measure  laid  across  the  top  of  the  pot. 

The  enriched  third  or  eighth  of  the  original  lead  is  either  ladled 
out  of  the  pot  into  an  adjoining  one  in  the  system  of  thirds,  or  else,  if 
the  method  of  eighths  is  in  use,  it  is,  if  necessary,  cast  into  moulds. 

The  crystals  obtained  in  this  way  are  small  elongated  octahedra 
with  raised  edges  which,  as  they  only  grow  in  one  direction,  appear 
as  long  four-sided  pyi^amids. 

To  the  crystals  which  have  been  ladled  over,  a  quantity  of  lead  of 
the  same  silver  content  is  now  added,  so  that  the  pot  again  contains 
its  normal  quantity ;  that  is  to  say,  with  the  thirds  system,  }  of  the 
normal  contents  of  the  pot  must  be  added,  and  ^  with  the  eighths 
system.  To  the  mother  liquor  remaining  behind,  either  f  or  |  of  the 
volume  of  the  pot,  of  lead  of  the  same  silver  content  as  the  mother 
liquor  must  be  added.  Then  in  both  cases  the  operation  of  desilverising 
is  repeated  just  as  in  the  case  of  the  pot  full  of  the  original  lead. 

In  the  ordinary  working  of  the  thirds  system,  the  entire  quantity 
of  argentiferous  lead  is  in  the  pots,  of  which  there  may  be  15. 

If  lead  of  varying  percentages  of  silver  is  available,  then  it  is  easy 
to  keep  the  pots  full,  otherwise  the  battery  must  be  kept  at  its 
normal  point  by  crystallising  various  sorts  of  lead  until  alloys  of  lead 
and  silver  of  the  correct  percentage  are  obtained.  In  regular  working, 
lead  of  a  certain  silver  content  is  put  into  the  charging  pot,  and  at 
one  end  of  the  battery  poor  lead  is  obtained,  and  at  the  other  a  rich 
silver-lead  of  definite  composition. 

In  the  system  of  eighths,  from  2  to  6  pots  are  worked  together, 
but  the  process  does  not  go  on  uninterruptedly  as  in  the  thirds  system 
until  lead  of  the  requisite  silver  content  is  produced,  it  being  neces- 
sary from  time  to  time  to  bring  the  requisite  material  of  jjroper  silver 
content  from  the  so-called  "  reserves."  If  the  requisite  quantity  of 
reserves  is  obtainable,  then  it  is  possible  to  continue  for  a  time 
working  for  rich  and  poor  lead,  when  the  production  of  reserves  has 
again  to  be  taken  in  hand. 

The  system  of  eighths,  though  requiring  fewer  pots  and  yielding 
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rich  load  more  quickly  than  the  thirds  system,  still  has  the  disadvan- 
tage that  certain  portions  of  the  lead  obtained  by  the  various  meltings 
— viz.,  those  of  medium  silver  content — cannot  be  worked  up  at  once, 
but  must  wait  until  the  requisite  amount  to  fill  a  pot  has  been 
accumulated. 

In  order  to  illustrate  the  working  of  the  tlurds  system  the  treat- 
ment of  Freiberg  "freshened  "  lead  with  0*02  per  cent,  of  silver  by 
means  of  the  hand-pattinsonising  process,  will  now  be  considered,  a 
battery  of  14  pots  being  employed. 

It  is  assumed  that  lead  with  the  requisite  percentage  of  silver  is 
available  to  keep  the  pots  filled  to  their  working  level.  In  the 
diagram  the  number  3  signifies  a  jDot  entirely  full,  equal  to  10  tons 
of  lead,  2  means  that  the  pot  is  |  full,  and  1  that  the  pot  is  one 
third  full.  The  numbers  1  to  14  at  the  top  of  the  diagram  indicate 
the  numbers  of  the  various  pots,  and  the  sign  +  signifies  the  lead 
added  from  the  stock. 

The  work  lead  with  0'02  per  cent,  of  silver  is  charged  in  the 
seventh  pot,  and  after  it  is  melted  and  cooled,  #  of  its  contents  are 
ladled  out  in  the  form  of  crystals  and  put  into  pot  8,  the  remaining 
liquid  ^  being  put  into  pot  No.  6.  In  order  that  a  fresh  crystalli- 
sation can  be  effected  in  pots  6  and  8,  they  have  added  to  them  §  and 
J  respectively  of  their  contents  of  lead  of  the  same  percentage  of  silver 
as  each  of  them  contain,  from  the  stock  of  reserves.  The  contents 
of  both  of  these  pots  are  now  melted  and  allowed  to  begin  to  crystallise, 
and  then  ■§  of  the  contents  of  pot  No.  6.  =  6'5  tons  of  crystals,  are 
ladled  out  into  pot  No.  7,  and  the  remaining  third  or  3"5  tons  of 
mother  liquor  is  put  into  pot  No.  5  ;  from  the  eighth  pot  6'o  tons 
of  crystals  are  ladled  into  pot  No.  9,  and  3*5  tons  of  mother  liquor  go 
to  pot  No.  7.  Pot  No.  7  has  in  this  way  received  another  full  charge^ 
whilst  pots  Nos.  5  and  9  are  made  up  to  the  requisite  quantity  by  the 
addition  of  6'5  and  3"5  tons  of  lead  of  corresponding  silver  content. 
The  pots  Nos.  5,  7,  and  9  can  now  be  crystallised,  and  after  those, 
pots  4,  6,  8  and  10,  and  by  continuing  the  working  in  this  w^ay,  poor 
lead  is  at  last  obtained  with  0'002  per  cent,  of  silver  and  rich  lead 
with  at  least  1*5  per  cent,  of  silver.^  At  Freiberg,  at  present,  the 
lead  is  only  desilverised  down  to  01  per  cent,  of  silver,  and  is  then 
submitted  to  the  zinc  desilverising  process. 

As  will  be  gathered  from  the  above  scheme,  the  pots  with  even 
and  uneven  numbers  are  worked  alternately.  There  are,  however, 
considerable  deviations  from  the  above  method  in  practice,  as  regards 
the  choice  of  the  charging  pot,  the  number  of  crystallisations,  and  the 

1  Plattntr-Richter^s  Vorl.e>iun(jtn,  2.  p.  248. 
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number  of  pots  that  are  worked  siniuLtaneously.  The  position  of  the 
cliarging  pot  and  the  number  of  crystallisations  that  are  necessary 
dej^ends  upon  the  amount  of  silver  in  the  lead.  In  the  case  of  rich 
silver-lead  the  work-lead  is  put  into  the  third  or  fourth  pot  counting 
from  the  left  end  of  the  series,  so  that  the  rich  lead  is  obtained  with  a 
smaller  number  of  crystallisations  and  ladlings  to  the  left.  A  greater 
number  of  crystallisations  are,  however,  necessary  in  order  to  obtain 
the  poor  lead  which  has  to  travel  further  to  the  right.  On  the  con- 
trary, Avith  lead  j^oor  in  silver,  the  market  lead  is  obtained  more 
quickly.  The  whole  of  the  evenly  or  unevenly  numbered  pots  of  a 
battery  are  not  usually  being  worked  at  the  same  time,  as  the  amount 
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of  work-lead  requisite  for  this  is  often  not  available,  whilst  the  number 
of  workmen  required  would  be  considerable.  Usually  crystallisation 
is  only  being  carried  out  in  a  limited  number  of  pots,  and  when  they 
are  worked  off,  the  operation  is  continued  in  a  similar  number  of 
the  other  pots  of  the  series  Avhich  have  received  a  full  charge  of 
metal. 

In  order  to  properly  control  the  process,  the  percentage  of  silver 
l^resent  in  the  charges  in  the  various  pots  must  be  ascertained  from 
time  to  time,  and  if  it  is  found  that  the  percentage  is  decreasing 
irregularly  towards  the  market  pot,  then  the  contents  of  each  pot 
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from  that  up  to  at  least  the  charging  pot  must  be  ladled  back  into 
the  adjoining  one  before  crystallisation  is  begun  again. 

For  economic  reasons,  as  before  stated,  the  lead  is  not  worked  ta 
below  0"002  per  cent  of  silver,  except  when  assay  lead  is  being  made, 
which  is  done  in  a  battery  of  24  pots.  In  working  the  eighths  system 
a  battery  of  from  2  to  6  pots  is  used,  usually  only  2,  and  several 
batteries  are  worked  simultaneously,  so  that  sufficient  lead  of  a 
proper  silver  content  is  always  available  for  keeping  the  pots  properly 
filled. 

In  working  a  battery  of  2  pots,  after  the  lead  is  melted,  ^  of  the 
contents  in  the  form  of  crystals  are  'ladled  over  into  the  second  pot, 
whilst  the  mother  liquor  is  ladled  into  moulds.  To  the  -|  of  crystals, 
■^  of  lead  of  the  same  silver  content  is  then  added  from  the  stock, 
and  the  whole  melted  and  crystallised,  f  being  ladled  back  into  the 
first  pot  in  the  form  of  crystals,  and  the  remaining  ^  being  cast  into- 
moulds  as  a  reserve. 

This  process  of  ladling  back  the  crystals  and  ladling  out  the 
mother  liquor  is  repeated  until  the  lead  is  sufficiently  desilverised. 
The  enriched  lead  in  the  reserves  is  brought  up  to  the  requisite  silver 
content  as  soon  as  sufficient  is  obtained  to  properly  fill  a  pot,  and  to 
the  f  of  crystals  thus  obtained,  lead  of  the  same  silver  content  is  again 
added  from  the  stock. 

In  using  this  method  it  is  necessary,  in  order  to  furnish  the  requi- 
site amount  of  lead  of  the  proper  silver  percentage,  to  carry  on  a 
corresponding  number  of  crystallisations  of  the  original  work-lead. 

At  the  Binsfeldhammer  Avorks,  near  Stolberg,  work-lead  con- 
taining 0"05  per  cent,  of  silver  was  formerly  worked  up  by  this  process 
into  rich  lead  with  1  to  1"5  per  cent,  of  silver,  and  poor  lead  with  O'OOl 
per  cent,  of  silver. 

The  products  obtained  in  Pattinson's  process  are  rich  lead,  poor 
lead,  scums  (^"  schlicker  ")  and  scrapings  or  dross  ("  Jcrdtzen,  hleidreck"). 
The  scams  and  argentiferous  drosses  are  added  to  the  ore  and  matte 
smelting  charges ;  the  scums  are  sometimes  liquated,  yielding  argen- 
tiferous lead  and  a  residue  which  is  cupiferous,  and  is  consequently 
either  added  to  the  matte  smelting  charge,  or  smelted  with  galena  or 
pyrites  for  matte  and  work-lead. 

The  lead  dross  poor  in  silver  is  worked  up  by  smelting  it  with 
lead  ores  poor  in  silver,  or  else  with  intermediate  products  poor  i» 
silver,  such  as  litharge,  or  it  is  smelted  by  itself  for  market  lead. 

The  working  returns  of  the  hand-pattinsonising  process  show 
considerable  variations,  depending  upon  the  purity  and  the  richness 
of  the  lead  as  well  as  upon  the  calorific  value  of  the  fuel  used. 
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For  instance,  at  the  Friedrichshlitte,  near  Tarnowitz,  where  work- 
lead  with  0"094  to  0"125  per  cent,  of  silver  was  formerly  desilverised 
by  the  thirds  system  in  a  battery  of  14  pots,  a  charge  of  15  tons  being 
put  in  the  third  or  fourth  pot,  from  every  100  parts  of  work-lead, 
84"21  parts  of  poor  lead  with  O'OOl  per  cent,  of  silver,  and  12*62  parts 
of  rich  lead,  with  0*88  per  cent,  of  silver,  were  obtained.  The  loss  of 
lead  was  3'17  per  cent.  The  silver  obtained  exceeded  that  indicated 
by  the  assay  (which  however  gave  a  result  2"5  per  cent,  too  low)  by 
0"019  per  cent.  The  fuel  used  was  0'811  tons  of  small  coal  and 
60  cubic  feet  of  cinder  for  every  5  tons  of  work-lead.^ 

In  the  Upper  Harz  working  the  thirds  system  on  work-lead^ 
averaging  0'14  per  cent,  of  silver  with  charges  of  12"5  tons  in  the  third 
pot  of  a  battery  of  13,  rich  lead  with  07  to  0"8  per  cent,  of  silver  was 
obtained,  and  poor  lead  with  0"001  per  cent,  of  silver.  At  the  Lauten- 
thal  works,  according  to  Strauch,  118  logs  of  wood  and  1"365  tons  of 
coal  were  burnt  for  every  5  tons  of  lead  pattinsonised. 

According  to  Gruner,  the  loss  of  lead  in  the  process  amounts  to- 
2  per  cent.,  or,  including  that  incurred  during  the  preliminary 
refining,  3  to  6  per  cent. ;  and  the  same  authority  gives  the  fuel 
consumption  as  20  to  25  per  cent,  of  the  weight  of  the  lead  in  coal 
and  cinder. 

At  all  the  Continental  works,  with  the  exception  of  Freiberg,  the 
the  hand  Pattinson  process  has  been  superseded  by  the  method  of 
desilverising  with  zinc.  In  the  United  States,  "where  such  great 
progress  has  recently  been  made  in  the  working  of  argentiferous  lead, 
the  process  has  never  come  into  use. 

At  Freiberg  the  Pattinson  process  is  worked  in  conjunction  with 
the  zinc  process,  owing  to  the  fact  that  the  argentiferous  lead 
contains  bismuth.  The  pattinsonising  of  the  lead  down  to  0"001  per 
cent,  of  silver  is  not  however  carried  on  now,  the  content  of  silver 
only  being  reduced  to  0"1  per  cent.,  and  the  further  desilverising  then. 
effected  by  the  zinc  process. 

The  Tapping  Process  or  the  mechanical  Pattinsonising,  and 
THE  RozAN  Processes 

In  these  processes  hand  labour  is  to  a  great  extent  replaced  by 
machinery,  or  the  energy  of  the  steam  pressure  is  utilised  directly^ 
The  melting  and  crystallising  of  the  lead  are  not  effected  in  the 
same  vessel  as  in  the  process  just  described,  but  take  place  in 
separate  vessels.     Two  processes  come  under  this  heading,  differing 

^  Teichmann,  Preuss.  Ztitschr.  15,  44. 
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from  one  another  in  the  manner  in  which  the  agitation  of  the  molten 
mass  is  effected  ;  thej  are  : — 

L  The  mechanical  Pattinson  process,  in  whicli  the  stirring  of  the 
molten  mass  is  effected  by  mechanical  means,  and — 

2.  The  Rozan  process,  in  which  steam  pressure  is  used  for  the 
agitation. 

1.  The  Mechanical  Pattinson  Process 

The  manner  of  carrying  out  this  process  was  suggested  by 
Boudehen  in  the  sixties,  and  it  was  first  worked  at  Rouen  and 
Stolberg. 

The  arrangement  adopted  consists  of  one  or  two  melting  pots  and 
a  crystallising  pot.  The  melting  pot  stands  at  a  higher  level  than 
the  crystallising  pot,  and  only  differs  from  the  ordinary  Pattinson 
jDot  in  that  it  is  jirovided  with  a  valve  at  the  lower  part,  through 
which  the  molten  lead  can  be  drawn  off  and  run  into  the  crystallising 
pot.  If  two  melting  vessels  are  used,  then  they  are  placed  side  by 
side  on  the  same  level. 

The  arrangement  of  the  crystallising  pot  is  shown  in  Figs.  312 
and  313.  It  consists  of  a  cast-iron  cylinder  z,  about  4  feet  high  and 
3  feet  diameter,  which  can  be  heated  by  the  waste  heat  from  the 
melting  pot.  The  gases  enter  through  the  flue  k,  provided  with 
a  damper  s,  and  pass  under  the  crystallising  vessel,  or  if  their  heat 
is  not  required  the  damper  is  shut  and  the  gases  pass  direct  to 
the  chimney.  There  are  two  stirrers  in  the  cylinder,  which  rotate 
in  opposite  directions.  One  of  them  consists  of  a  cast-iron  frame- 
work r,  provided  with  short  arms  and  connected  to  the  hollow 
axle  V-.  The  second  stirrer,  the  axle  of  which  passes  through 
the  hollow  axle  of  the  first,  consists  of  a  series  of  arms  x,  placed 
one  above  the  other,  reaching  nearly  to  the  rim  of  the  first 
stirrer.  Both  stirrers  can  be  rotated  by  the  bevel  wheels  above. 
The  cylinder  is  closed  at  its  upper  end  by  a  movable  cover  y,  and 
in  this  cover  are  the  flue  pij^es  i,  i,  for  carrying  off  the  lead  fume. 
At  the  bottom  of  the  cylinder  are  two  outlet  tubes  n,  n,  provided 
with  valves  in  order  to  allow  the  mother  liquor  or  molten  lead  to  be 
run  off  into  the  moulds  g,g.  From  these  moulds  the  blocks  of  lead 
(which  have  ringbolts  cast  into  them)  can  be  lifted  by  means  of  a 
crane  after  solidifying,  and  dropped  by  the  same  crane  into  the  melting 
pot.  The  water  necessary  for  cooling  the  molten  lead  at  the  com- 
mencement of  crystallisation  is  introduced  by  means  of  the  little 
trough  I  above  the  cylinder  cover. 
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The  working-  of  the  apparatus  is  carried  out  as  follows  : — 
The  lead  is  first  melted  in  the  melting  pot,  and  is  then  allowed 
to  run  through  the  valve  into  the  crystallising  vessel  previously 
heated  by  the  Avaste  heat  from  the  melting  pot.  When  the  lead  is 
introduced  tlie  damper  is  closed,  and  in  order  to  cool  the  lead  more 
quickly  a  certain  amount  of  solid  lead  is  thrown  into  the  molten 
metal  in  the  cylinder.     Some  pieces  of  coke  are  then  thrown  upon 
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Fig.  312. 


Fig.  313. 


the  surface  of  the  bath  of  metal,  the  stirrers  are  put  in  motion,  and  a 
small  stream  of  water  is  allowed  to  flow  in.  As  the  bath  becomes 
stiffer,  owing  to  the  separation  of  the  crystals,  more  energy  is  neces- 
sary for  the  agitation  of  the  mass.  After  stirring  for  an  hour  or  an 
hour  and  a  quarter  with  a  charge  of  10  tons  of  molten  metal  and 
4  tons  of  solid  lead,  the  lead  is  tapped  off. 

After  running  off  the  molten  lead  an  equivalent  quantity  of  lead 
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of  the  same  silver  content  as  the  crystals,  is  run  on  to  the  remain- 
ing crystals.  The  crystals  are  melted  by  means  of  this  molten  addi- 
tion without  any  further  firing  of  the  crystallising  vessel.  The  stirrers 
are  again  set  in  motion,  and  allowed  to  run  until  the  necessary  amount 
of  crystals  has  again  been  produced.  The  mother  liquor  is  tapped 
off,  more  molten  lead  added  to  the  crystals,  and  the  process 
repeated  until  poor  lead  is  ultimately  obtained,  the  enriched  lead 
being  treated  in  the  same  way  until  mother  liquor  sufficiently  rich  in 
silver  has  been  obtained. 

It  will  be  seen  that  in  this  process  it  is  necessaiy  to  have  in 
reserve  a  stock  of  lead  containing  varying  percentages  of  silver,  in 
order  to  add  lead  of  the  requisite  richness  to  the  crystals  in  the 
crystallising  vessel.  As  a  rule  the  system  of  thirds  is  the  one 
employed,  ^  of  the  charge  being  run  off  as  mother  liquor,  and  ^  left 
behind  in  the  form  of  crystals. 

According  to  Gruner,  at  Rouen,  where  the  process  was  formerly  in 
use,  10  to  12  crystallisations  were  made  each  day  with  charges  of 
9  and  12  tons  of  lead,  using  8  to  12  horse-power  for  agitation.  The 
work-lead  contained  0"04  per  cent,  of  silver.  The  coal  used  for 
melting  amounted  to  15  to  16  per  cent,  of  the  weight  of  the  lead  to 
be  desilverised,  and  that  required  for  the  whole  process,  including  the 
production  of  power,  was  equal  to  25  per  cent. 

In  Holzappel,  where  the  process  was  also  formerly  used,  rich  lead 
with  2"4  per  cent,  of  silver,  and  poor  lead  with  0'0036  per  cent,  were 
produced. 

This  process  is  considerably  cheaper  than  hand-pattinsonising,  but 
is  more  costly  than  the  Rozan  process,  and  much  more  costly  than  the 
zinc  process,  by  which  it  has,  in  almost  every  instance,  been  replaced. 

2.  The  Rozan  Peocess 

This  process,  known  also  as  the  Luce  and  Rozan  process  after  its 
inventors,  utilises  steam  pressure  for  the  agitation  of  the  molten 
lead.  As  the  introduction  of  steam  into  the  lead  causes  a  large 
surface  to  be  exposed  to  the  air,  the  cooling  of  the  mass  is  hastened, 
and  at  the  same  time  various  foreign  bodies  present,  particularly 
copper,  are  separated  out  as  the  mass  cools.  Consequently,  impure 
varieties  of  lead,  which  would  require  refining  before  being  submitted 
to  the  ordinary  Pattinson  process,  can  be  treated  direct  by  the 
Rozan  process.  The  lead  most  suitable  for  the  process  should  not 
however  contain  more  than  |  per  cent,  of  impurity ;  if  more  than 
this  is  present,  a  preliminary  refining  is  advantageous. 

The  apparatus  used  for  the  process  consists  of  one  or  two  meltino- 
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pots  placed  side  by  side,  and  a  crystallising  vessel  placed  below  them. 
Both  have  separate  fireplaces,  and  the  crystallising  vessel  is  vei  v 
similar  to  that  used  in  mechanical  pattinsonising,  having  a  pipe  for 
the  introduction  of  steam  in  place  of  the  mechanical  agitato]-. 
The  steam  is  generally  used  at  a  pressure  of  about  three  atmospheres. 


Fig.  314. 


Fig.  315. 


Figs  814  and  315  show  the  arrangement  of  the  apparatus  which 
is  in  use  at  St  Louis  les  Marseille,  near  Marseilles.  C  is  the  melt- 
ing pot  heated  by  a  fire  on  the  grate  E,  and  holding  9  to  10  tons  of 
lead ;  h  is  the  crystallising  vessel  of  a  capacity  of  16  tons  heated  from 
the  fireplace  r.  The  melting  pot  has  a  spout  c  provided  with  a  valve 
for  running  the  molten  lead  into  the  crystallising  vessel,  and  v  is  the 
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pipe  by  means  of  Avhicli  steam  is  led  into  the  latter,  a  cast-iron  plate 
p  being  placed  over  the  end  of  this  pipe  in  order  to  better  distribute 
the  steam  throughout  the  molten  metal.  There  are  two  pipes,  y, 
with  valves  for  running  off  the  mother  liquor  from  the  crystallising 
vessel,  the  mother  liquor  flowing  into  the  cast-iron  moulds  P.  From 
these  the  solidified  lead  is  lifted  by  cranes,  and  if  necessary  put  back 
again  into  the  melting  pot.  The  cover  t  of  the  crystallising  vessel 
is  composed  of  separate  segments,  which  can  be  lifted  independently 


Fig.  316. 


SO  that  the   contents  can  be  easily  observed  and  any  incrustations 
loosened. 

The  arrangement  of  the  plant  in  use  at  Przibram  in  Bohemia  is 
shown  in  Figs  316,  317  and  318.  A  is  the  20  ton  crystallising 
vessel  resting  on  the  columns  x,  x,  and  the  wall  i/,  and  sur- 
rounded by  the  flues  HE.  At  a  higher  level  are  the  two  melting 
pots  B,  each  capable  of  melting  7  tons  of  lead,  and  from  these  the 
molten  lead  is  run  into  the  crystallising  vessel  by  slightly  tilting  the 
melting  pots  by  means  of  a  crane.  From  the  grate  k  the  hot 
products  of  combustion  pass  round  the  bottom  and  the  sides  of  the 
vessel  below  the  annular  iron  plate  7i,  and  then  pass  into  the  flue  o. 
The  portion  of  the  vessel  above  the  plate  n  is  kept  hot  by  means  of 
the  waste  gases  from  the  melting  pots ;  after  heating  these  pots  they 
pass  by  the  flue  ^v  to  the  crystallising  vessel,  circulate  round  the 
upper  part  of  this,  and  then  pass  to  the  chimney  through  the  tlue  p. 
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Steam  is  forced  into  the  vessel  through  the  pipe  e,  placed^under  the 
baffle-plate  d,  and  the  steam  passes  away  through  the  hood /,*of  iron 
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plate,  provided  with  two  working  openings.  This  hood  is  surrounded 
by  a  second  hood,  also  of  iron  plate,  and  by  withdrawing  a  damper  g 
hot  waste  gases  from  the  flues  can  circulate  in  the  space  between  the 
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two  hoods.  By  this  means  the  inner  hood  is  heated,  and  any  lead 
which  may  be  splashed  up  against  it  by  the  bubbling  of  the  steam 
can  be  caused  to  melt  and  flow  back  into  the  \essel.  The  waste 
gases  pass  along  the  pipe  z'  and  away  to  the  chimney  flue.  The 
mother  liquor  is  drawn  off  through  two  spouts  h  provided  with 
slide  valves,  and  kept  hot  by  the  hot  gases  from  fireplaces  /  and  ^'. 

In  working  the  Rozan  process  the  system  of  thirds  is  generally 
adopted  as  in  mechanical  pattinsonising,  and  rich  lead  with  1-6  to  2 
percent,  of  silver,  and  poor  lead  Avith  O'OOl  to  0*003  percent,  of  silver 
are  obtained.     The  process  is  conducted  as  follows  : — 

The  lead  is  first  melted  in  the  melting  pots  and  any  scums 
removed  from  the  surface,  and  it  is  then  allowed  to  flow  into  the 
crystallising  vessel.  Steam  at  three  atmospheres  pressure  is  forced 
through  and  thoroughly  mixes  the  fluid  lead  with  the  crystals  from 
the  previous  operation  which  were  already  in  the  vessel,  quickly 
melting  the  latter.  When  completely  fluid,  crystallisation  is  induced 
by  withdrawing  the  fire  and  allowing  a  small  stream  of  water  to  flow 
over  the  surface  of  the  lead,  and  when  |  of  the  contents  have  assumed 
the  crystalline  state  the  scum  of  oxide  is  removed  from  the  surface 
and  the  enriched  lead  is  tapped  off.  A  sufiicient  quantity  of  lead  of 
the  requisite  silver  content  has  in  the  meantime  been  melted  in  the 
pot  so  as  to  furnish  another  charge  when  added  to  the  crystals 
remaining  behind  in  the  vessel,  and  the  whole  operation  is  repeated 
until  the  lead  is  sufficiently  desilverised.  In  this  process  it  is  also 
necessary  to  have  in  reserve  a  variety  of  lead  with  various  percentages 
of  silver. 

The  process  is  in  use  in  England  at  Newcastle-on-Tyne,  in  France 
at  St.  Louis  les  Marseille,  Spain  at  Carthagena,  Bohemia  at  Przibram, 
and  at  Eureka  in  Nevada  State,  U.S.A. 

At  St.  Louis  les  Marseille,  Spanish  lead  with  about  |  per  cent, 
of  impurity  (less  than  h  per  cent,  of  antimony)  is  enriched  up  to  1'8 
per  cent,  of  silver  without  any  previous  refining.  Grecian  leads  with 
5  per  cent,  of  impurity  (2*5  per  cent.  Sb,  1  per  cent.  As,  O'o  per  cent. 
Cu),  as  well  as  lead  from  Pontgibaud  with  3"2  per  cent,  antimony, 
03  per  cent,  of  copjDer,  and  much  arsenic,  are  joreviously  refined  and 
enriched  only  up  to  1*6  per  cent,  of  silver.  On  an  average  some  13 
operations  are  got  through  in  24  hours,  lead  with  01 23  per  cent,  of 
silver  being  worked  in  charges  of  13  to  16  tons,  yielding  from  each 
charge  6  to  7  tons  of  market  lead  containing  O'OOl  to  0002  per  cent, 
of  silver.  For  each  operation  2J  cwts.  of  coke  are  used,  about  202  lbs. 
for  heating  the  pots,  and  62  lbs.  for  raising  steam.  About  4  cwt.  of 
oxide  are  formed  from  each  ton  of  lead.     This  partly  collects  on 'the 
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surface  of  the  molten  metal,  and  is  in  part  carried  off  by  the  current 
of  steam  and  collected  in  condensation  chambers  ;  it  is  chiefly  litharge. 
The  loss  of  lead  amounts  to  2"1  per  cent.,  and  that  of  silver  to  1"5  per 
cent,  as  compared  with  the  assay  values. 

The  total  cost  of  working  1  ton  of  lead  is  25'85  francs.  In  the 
hand- worked  Pattinson  process  the  lead  loss  amounts  to  3  per  cent., 
the  silver  loss  to  1'5  per  cent.,  and  the  total  cost  amounts  to  46'54 
francs  per  ton. 

At  Przibram  in  Bohemia  the  work-lead  is  liquated  before  pattin- 
sonising  in  order  to  get  rid  of  copper,  which  is  present  to  the  extent 
of  about  O'l  per  cent.  The  crystallising  vessel  holds  20  tons,  and  each 
melting  pot  7  tons  of  lead,  and  6  to  7  operations  are  conducted  every 
24  hours.  The  melting  of  the  metal  takes  3  hours  and  the  crystal- 
lising 1  hour,  and  the  products  are  rich  lead  with  1'3  per  cent,  of 
silver,  and  poor  lead  with  O'OOl  per  cent,  of  silver,  the  coal  used 
amounting  to  20  per  cent,  by  weight  of  the  lead  treated.  The  desilver- 
ised  lead  still  contains  antimony,  and  it  is  therefore  submitted  to 
refining  in  a  reverberatory  furnace.  The  various  products  from  100 
parts  of  lead  are  as  follows  : — 


Work-lead. 

Silver  iu  the 
work-lead. 

Lead  in  the 
work-lead. 

Rich  lead 

42-99 

44-76 

3-02 

9-94 

0-46 

97-36 
017 
0-61 
1-45 
0-07 

42-58 

45  01 

3-03 

8-04 

0-35 

Poor  lead 

Skimmings 

Flue  dust 

The  Rozan  process  is  the  cheapest  method  of  conducting  the 
operation  of  pattinsonising,  and  is  therefore  superseding  the  hand 
process  and  also  the  mechanical  process.  The  cost  for  both  fuel  and 
labour  is  less  than  in  either  of  the  other  processes,  and  the  amount  of 
scum  and  dross  produced  is  also  less. 


Desilverising  by  means  of  Zinc 

If  argentiferous  lead  be  melted,  pieces  of  zinc  forming  altogether 
from  li  to  2  per  cent,  of  the  weight  of  the  lead  thrown  on  its  surface^ 
the  temperature  of  the  bath  raised  to  the  melting  point  of  the  zinc, 
and  the  whole  thoroughly  stirred  and  then  allowed  to  cool,  a  crust  or 
scum  forms  upon  the  surface  as  the  temperature  is  lowered.  This 
scum  is  a  solidified  mixture  of  alloys  of  lead,  zinc  and  silver,  lighter 
than  the  molten  lead  and  containing  all  the  silver  originally  present 
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in  the  lead,  and  it  can  easily  be  separated  from  the  rest  of  the  metal 
forming  the  bath. 

According  to  the  researches  of  Roessler  and  Edelmann,  molten 
zinc  dissolves  lead  and  molten  lead  dissolves  zinc,  and  the  higher 
the  temperature  the  greater  the  amount  dissolved.  If  more  of  one 
metal  is  present  than  the  other  is  able  to  dissolve  at  the  particular 
temperature  employed,  the  excess  of  metal  separates  out.  These 
experimenters  found  that  at  temperatures  between  350°  and  650° 
lead  dissolves  from  0*6  to  3  per  cent,  of  zinc,  whilst  zinc  between  the 
same  temperatures  takes  up  from  1'7  to  5"6  per  cent,  of  lead.  By 
melting  together  100  parts  by  weight  of  lead  with  10  parts  of  zinc 
they  obtained  : — 

At  350°:  99 "9  partsof  leadcontainingO'6  of  zinc  and  9'4parts  of  zinc  containing  O'l  of  lead 
,,450°:  99-8  ,,  ,,  1  ,,  9  ,,  '  ,,  0-2 

„  550°:  99-7  „  „  2  ,,  8  ,,  ,,  O'S       „ 

,,650°:  99-6  ,,  ,,  3  ,,  7  ,,  ,,  0-4 

And  they  also  determined  the  melting  points  of  zinc-silver  alloys  as 
follows : — 

Composition  oi^alloy.  Melting  point. 

90  of  zinc  and  10  of  silver  .  .     450°C 

80  „         „         20  „      „  .  .     550°C 

70  „         „         30  ,,      „  .  .     650°C 

Consequently,  by  melting  zinc  with  argentiferous  lead,  0'6  per  cent,  of 
zinc  will  always  remain  associated  with  the  lead  and  will  not  separate 
.out  on  cooling  the  bath  of  metal,  whilst  the  remainder  of  the  zinc, 
together  with  the  silver  and  a  certain  proportion  of  lead,  separates  out 
on  the  surface.  From  this  mixture  of  alloys,  the  zinc  can  be  separated 
by  distillation,  oxidation,  or  treatment  with  fluxes,  so  that  only  silver 
and  lead  remain,  whilst  the  zinc  remaining  in  the  lead  bath  can  be 
eliminated  by  oxidation.  It  is  thus  possible  by  means  of  the  zinc 
process  to  separate  the  lead  into  two  portions,  one  rich  and  the  other 
poor  in  silver. 

The  load  is  rarely  enriched  so  as  to  contain  more  than  12  per 
cent,  of  silver,  whilst  the  amount  in  the  poor  lead  is  reduced  to  0'0005 
per  cent.  According,  however,  to  the  recently-devised  process  of 
Roessler  and  Edelmann,  it  is  possible  to  concentrate  most  of  the  silver 
in  argentiferous  lead  in  a  silver-zinc  alloy  containing  very  little  lead, 
and  to  obtain  the  silver  from  this  alloy  by  means  of  electrolytic 
methods  or  by  treatment  with  sulphuric  acid. 

The  principle  of  the  zinc  process  was  first  described  by  Karsten  in 
1842,  but  for  a  long  time  no  satisfactory  j^rogress  was  made  towards 
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its  application  on  the  large  scale.  The  separation  of  the  silver  from 
the  zinc-silver  alloy  could  not  be  effected  without  great  loss  of  metal, 
and  the  zinc  remaining  in  the  lead  was  only  removed  with  great 
difficulty  and  expense.  Parkes  was  the  first  to  introduce  the  process 
on  the  large  scale,  and  it  was  first  worked  in  England  in  1850-52, 
followed  by  its  introduction  in  the  later  sixties  into  the  Rhenish  works 
in  the  Eifel,  the  difficulties  mentioned  having  fortunately  been  over- 
come. From  this  time  onward  it  has  gained  ground  and  jDromises  to 
entirely  supplant  the  Pattinson  process.  Its  advantages  over  the  latter 
process  are  a  higher  yield  of  lead  and  silver,  and  a  more  rapid  separa- 
tion of  the  two  metals,  so  that  market  lead  is  more  quickly  obtained, 
whilst  the  much  greater  richness  of  the  silver-lead  alloy  produced 
reduces  considerably  the  expenditure  in  fuel  and  wages,  and  the  market 
lead  is  purer  than  that  ordinarily  obtained  in  the  Pattinson  process. 

In  the  zinc  process  the  lead  is  desilverised  until  it  contains  only 
O'OOOS  per  cent,  of  the  precious  metal  as  against  the  0"002  per  cent,  of 
the  Pattinson  process,  and  the  rich  lead  can,  without  difficulty,  be 
obtained  with  12  per  cent,  of  silver  as  against  2A  per  cent,  in  the 
Pattinson  process. 

Of  the  various  foreign  metals  present  in  the  lead,  the  whole  of  the 
copper  is  found  in  the  zinc  alloy,  and  this  constitutes  a  special  advan- 
tage of  the  process,  enabling  a  market  lead  practically  free  from  copper 
to  be  produced. 

All  the  gold  passes  into  the  zinc-silver  alloy,  but  it  is  possible,  by 
adding  a  smaller  amount  of  zinc  in  the  first  instance,  to  obtain  the 
whole  of  the  gold  of  the  argentiferous  lead  with  only  a  jDortion  of  the 
silver,  in  the  first  scum  or  crust  skimmed  off  from  the  surface  of  the 
bath,  and  this  can  then  be  worked  up  by  itself  to  auriferous  silver. 

Nickel  and  cobalt  also  associate  themselves  with  the  zinc-silver 
alloy,  whilst  antimony  remains  with  the  lead,  and  if  present  in  large 
amounts  retains  a  certain  quantity  of  silver.  In  quantities  up  to 
0*7  per  cent.,  it  is,  however,  without  injurious  influence  in  this 
respect.  Tin  and  arsenic  remain  with  the  lead.  The  presence 
of  arsenic  delays  the  process  and  hinders  the  complete  separa- 
tion of  the  zinc-silver  alloy.  Bismuth  is  found  in  the  desilverised 
lead. 

It  will  thus  be  seen  that  the  presence  of  copper,  nickel  and  cobalt, 
which  associate  themselves  with  the  zinc,  will  occasion  a  large  con- 
sumption of  this  metal,  whilst  antimony,  arsenic  and  tin,  remaining 
with  the  lead,  necessitate  a  costly  purification  of  the  metal  after 
desilverising.  Consequently,  lead  containing  a  large  percentage  of 
these  foreign  metals,  must  be  jDurified  before  being  desilverised.     Lead 


522  METALLURGY 

containing  only  small  quantities  of  copper  and  not  more  than  07  per 
cent,  of  antimony  need  not  be  previously  refined,  as  the  copper  is 
removed  by  the  zinc  in  desilverising,  and  the  antimony  is  elimin- 
ated in  the  softening  process  which  the  desilverised  metal  must 
undergo  for  the  removal  of  the  small  amount  of  zinc  taken  up  in  the 
process. 

Bismuth,  which  remains  with  the  lead,  cannot  be  eliminated  by 
liquation  or  refining,  as  it  neither  forms  a  difficultly  fusible  alloy 
with  lead  like  copper  does,  nor  can  it  be  separated  from  lead  by 
oxidation.  It  can  only  be  separated  by  using  the  Pattinson  process, 
when  the  bismuth  collects  in  the  rich  lead,  and  when  the  silver  has 
been  eliminated  to  a  certain  extent,  the  poor  lead  is  found  to  be  prac- 
tically free  from  bismuth.  At  Freiberg,  the  lead  contains,  to  begin  with, 
0*4  to  0"8  per  cent,  of  silver,  and  it  is  found  that  when  the  silver 
content  has  been  reduced  to  0"1  per  cent,  by  pattinsonising,  the  lead 
is  practically  free  from  bismuth.  It  is  for  this  reason  that  the  two 
processes  of  desilverising  are  worked  in  conjunction  at  Freiberg,  the 
lead  being  partially  desilverised  by  the  Pattinson  process,  and  the 
operation  completed  by  the  zinc  process. 

The  process  of  desilverising  by  means  of  zinc  comprises  two 
operations : — 

1.  The  separation  of  the  argentiferous  lead  into  poor  lead  and  an 
alloy  of  lead,  zinc  and  silver. 

2.  The  production  of  a  rich  silver-lead  from  the  zinc  alloy. 

I.  The  Production  of  the  silver-lead-zinc  Alloy  feom 
Argentiferous  Lead 

Before  applying  this  process  to  impure  leads,  a  refining  operation 
is  necessary.  Under  all  circumstances  the  desilverised  lead  must  be 
refined  in  order  to  get  rid  of  the  small  amount  of  zinc  and  of  antimony 
if  the  latter  be  present.  The  alloy  produced  in  desilverising  contains 
a  considerable  amount  of  lead,  part  of  which  is  got  rid  of  by  liquation 
before  the  alloy  is  treated  further. 

All  these  different  operations :  the  preliminary  refining,  the  pro- 
duction of  the  alloy,  the  liquation  of  the  alloy,  and  the  refining 
(dezincising)  of  the  desilverised  lead  are  carried  on  in  such  a  way  in  a 
series  of  apparatus  that  the  lead  remains  from  beginning  to  end  in  the 
fluid  state,  and  all  cost  of  transjjort  is  saved,  except  indeed  in  those 
cases  where  it  is  necessary  to  pumiD  or  syphon  the  lead  into  the  first 
apparatus  of  the  system. 

The  refining  of  the  work-lead,  or  if  much  copper  is  present,  the 
liquation  of  the  work-lead,  is  carried  out  as  described  in  detail  on 
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page  443  in  reverberatory  furnaces.  The  desilverising  proper  is 
effected  in  cast-iron  or,  more  rarely,  cast-steel  pots.  The  liquation  of 
the  lead  from  the  mixture  of  alloys  is  performed  in  pots  of  cast-iron, 
whilst  the  refining  of  the  desilverised  metal  is  effected  in  reverberatorv 
furnaces,  or  in  cast-iron  or  cast-steel  pots. 

In  order  to  save  expense  in  transferring  the  lead  from  one  vessel 
to  another  for  these  various  operations,  it  is  advisable  to  arrange  the 
apparatus  in  terrace  form,  the  furnace  for  the  preliminary  refining 
being  on  the  highest  level.     On  the  next  terrace  come  the  desilver- 
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Figs.  319  and  320. 

ising  and  liquating  pots,  and  below  on  the  next  lower  level  the 
apparatus  for  refining  the  desilverised  metal.  Below  this  again  comes 
the  vessel  for  receiving  the  refined  lead,  and  at  the  lowest  level  the 
moulds  in  which  the  lead  is  cast  into  pigs. 

A  plant  arranged  on  these  principles,  typical  of  the  practice  in 
North  America,  where  impure  lead  is  generally  treated  by  the  zinc 
process,  is  shown  in  Figs.  319  and  320 ;  a,  a  are  the  refining  furnaces 
for  the  work-lead,  and  on  the  next  level  are  placed  the  desilverising 
pots  I),  h,  with  the  liquation  pots  c,  c,  and  the  pots  d,  d,  for  receiving 
the  liquated  alloy ;  e,  e  are  the  furnaces  for  refining  the  desilverised 
lead,  and  /,/,  the  vessels  for  receiving  it.  In  the  lead  pit  g  the 
casting  takes  place,  and  h  is  the  weighing  platform.  The  lead  comes 
to  the  plant  along  a  line  of  rails  at  the  level  i,  and  the  desilverised 
lead  leaves  it  at  Ic. 
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Instead  of  the  reverberatory  furnace,  the  refining  of  the  lead  is 
also  carried  out  in  pots,  and  in  such  a  case  they  would  take  the  place  of 
the  furnaces  a,  a,  on  the  uppermost  level,  but  in  the  States,  refining  in 
furnaces  is  the  more  general  method,  pots  lasting  only  for  a  short  time. 

When  all  the  apparatus  is  on  one  level,  which  is  usually  the  case 
on  the  Continent,  where  the  preliminary  refining  is  not  generally 
necessary,  then  the  final  refining  is  done  in  the  same  vessel  in  which 
the  lead  has  been  desilverised,  and  the  liquation  of  the  lead  in  pots 
lying  beside  the  latter.  The  market  lead  in  this  case  must  be 
pumped  out  of  the  vessel  by  means  of  a  Rosing  lead  pump  unless 
a  lower  level  is  available  so  that  it  can  be  syphoned  off. 

By  arranging  the  apparatus  in  terraces,  the  expenditure  in  wages 
is  diminished  and  the  capacity  of  the  plant  is  greater  than  when  all 
the  parts  of  it  are  placed  on  the  same  level.  The  former  arrange- 
ment in  particular  is  preferable  where  a  preliminary  refining  of  the 
lead  is  necessary. 

As  already  mentioned,  the  desilverising  is  effected  in  cast-iron  or 
cast-steel  pots  similar  to  those  employed  in  the  Pattinson  process, 
and  in  many  places  on  the  Continent  the  plant  employed  in  the 
process  of  hand  pattinsonising  has  simply  been  used  for  the  zinc 
method.  The  capacity  of  the  pots  varies  from  12|  up  to  55  tons  of 
lead,  those  in  use  on  the  Continent  seldom  exceeding  25  tons,  whilst  in 
the  United  States  they  do  not  usually  carry  less  than  80  tons.  Elliptical 
pots  are  also  in  use,  such  as  those  employed  at  the  works  of  the 
Omaha  and  Grant  Smelting  and  Refining  Company  at  Omaha  in 
Nebraska,  holding  48  tons ;  and  of  other  large  pots  of  circular  section 
may  be  mentioned  the  recent  vessels  at  the  Balbach  Works,  near 
Newark,  New  Jersey,  holding  50  tons;  at  Cheltenham,  St.  Louis, 
38  tons ;  the  National  Works,  Chicago,  35  tons ;  and  the  Pittsburg 
Works,  with  50  ton  vessels.  Amongst  vessels  of  small  capacity  are 
those  at  Lautenthal,  Altenau,  and  Oker,  holding  \t\  tons  ;  at  Fried - 
richshlitte,  Upper  Silesia,  14  tons ;  and  the  Rhenish  desilverising 
plants  holding  20  ton  charges. 

Vessels  of  large  capacity  have  the  advantage  over  small  ones  in 
using  less  fuel  and  particularly  in  economising  labour.  A  capacity 
of  30  tons  may  be  taken  as  a  fair  average  when  the  plant  is  arranged 
in  terrace  form,  but  if  the  desilverised  lead  is  to  be  refined  in  the  pot 
by  means  of  steam,  the  charge  for  such  a  pot  should  not  exceed  25 
tons.  The  pots  are  generally  from  3  feet  to  3  feet  3  inches  in  depth, 
the  diameter  depending  on  the  capacity.  For  instance,  a  pot  of  30 
tons  capacity,  3  feet  3  inches  deep,  would  measure  internally  8  feet 
10  inches  at  the  top.    An  elliptical  vessel  of  55  tons  capacity  measures 
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39  inches  in  depth  and  is  12  feet  long  and  7  feet  wide  internally.  The 
thickness  of  the  metal  is  often  greater  at  the  bottom  than  at  the  sides, 
for  instance,  2  to  2h  inches  at  the  bottom,  as  against  Ih  to  2  inches 
at  the  upper  part,  though  at  the  present  time  vessels  are  being  made 
of  an  equal  thickness  throughout  and  seldom  more  than  1|-  inches 
thick.  Pots  of  this  thickness  last  1 — 1|  years,  provided  that  they  are 
only  employed  in  desilverising,  and  are  not  raised  to  higher  tempera- 
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tares.  If  they  are  also  used  for  refining,  their  life  is  much  shortened, 
extending  only  to  some  30  to  60  charges  with  impure  lead. 

Cast-steel  pots  are  only  used  when  refining  and  desilverisino-  are 
conducted  in  the  same  pot  as,  for  instance,  at  Friedrichshlltte,  in 
Upper  Silesia.  If  made  of  crucible  steel  these  stand  from  250  to  270 
charges,  and  if  of  open-hearth  steel,  from  120  to  150  charges.  This 
extraordinary  durability  has  not  been  reached  at  other  places  where 
they  have  been  tried  (Hoboken,  Antwerp)  and  must  be  attributed  to 
the  quality  of  the  work-lead  at  Friedrichslilltte,  which  only  contains 
very  small  amounts  of  antimony. 

The  method  of  setting  the  pots  has  already  been  explained  in 
considering  the  refining  of  lead  and  the  Pattinson  process  (p.  437). 
The  exact  arrangement  of  a  pot  with  its  fire  grate  is  shown  in  Figs. 
321   to  324,  representing  one  in  use   at   Lautenthal  in  the  Upper 
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Harz.  In  a  pot  of  this  kind  arranged  with  the  rest  of  the  plant  on 
the  same  level,  only  12^-  tons  are  desilverised  at  a  time.  The  terrace 
or  platform  system  of  arrangement  is  shown  in  Figs.  825  to  328, 
which  represent  the  plant  in  use  at  Freiberg. 

The  two  desilverising  pots  a,  a,  are  placed  on  the  same  level  as 
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the  Hquation  pots  \  h,  lying  between  them.  The  former  are  5  feet 
2  inches  in  diameter,  3  feet  3  inches  deep,  and  hold  20  tons  of  work 
lead.  The  hemispherical  liquation  pots  h,  h,  are  of  21i  inches  radius. 
Below  the  desilverising  pots  stands  the  refining  furnace  c  for  freeing 
the  desilverised  lead  from  zinc,  the  lead  being  discharged  from  the 
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pots  into  it  by  means  of  a  syplion.  The  furnace  is  9  feet  10  inches 
long,  6  feet  7  inches  broad  and  l7h  inches  deep,  with  a  hearth 
constructed  of  fireclay  lying  6  feet  below  the  rim  of  the  desilverising 
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pot.  Below  the  refining  furnace  is  a  cast  iron  tapping  pot  d,  6  feet 
3  inches  in  diameter  and  3  feet  3  inches  deep,  into  which  the  desi]- 
verised  lead  is  allowed  to  flow  through  a  pipe  furnished  with  a 
conical  valve. 
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The  Desilverising  Process. 
If  the  lead  requires  refining  before  desilverising,  it  is  allowed  to 
flow  from  the  refining  furnace  standing  above  the  desilverising  vessel 
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Figs.  325—320. 
Section  C-2? 


'^r^^^^^^^  ^^M. 


Figs.  327—328. 


into  the  latter.  The  vessel  must  be  previously  warmed  and  coated 
inside  with  milk  of  lime  in  order  that  the  scums  can  be  easily 
separated  from  its  sides.     The  lead  is  either  tapped  into  the  pot  or 


SILVER  529 

syphoned  over  into  it.  In  the  former  case  it  flows  through  a  cast- 
iron  spoilt,  and  in  the  latter,  into  a  cast-iron  pipe  placed  vertically 
in  the  pot,  the  formation  of  crusts  being  thus  lessened.  These  crusts 
which  form  on  the  surface  and  have  to  be  ladled  off,  constitute  about 
1  per  cent,  of  the  weight  of  the  lead. 

If  it  is  not  necessary  to  refine  the  work-lead  it  is  put  directly  into 
the  desilverising  pot  and  there  melted.  After  melting,  the  scums 
are  removed  and  then  the  treatment  with  zinc  commences,  as  is  also 
the  case  with  the  refined  lead.  If  the  lead  is  poor  in  silver  the  zinc 
is  added  in  two  portions,  if  rich  in  silver  iisually  in  three,  and  when 
much  gold  is  present,  four  or  even  five  separate  additions  of  zinc  are 
made. 

The  total  quantity  of  zinc  to  be  used  in  desilverising  depends 
upon  the  amount  of  silver  in  the  work-lead,  the  richer  the  work- 
lead  the  more  zinc  being  required.  Poor  leads  use  proportionately 
more  zinc,  because,  in  any  case,  the  lead  takes  up  0'6  per  cent,  of  zinc 
which  plays  no  part  in  the  desilverising. 

According  to  Illing  ^  the  amount  of  zinc  in  percentages  of  the 
work-lead,  required  for  lead  with  various  percentages  of  silver  is  as 
follows  : — 

Silver  in  work-lead  Zinc  required 

per  cent.  per  cent. 

0-025 1-25 

005 1-33 

01 1-5 

0-15 1-66 

^■^    '  2-0 

0-3   i       ^^ 

According  to  Junge  ^  the  zinc  consumed  (as  in  the  previous  case, 
not  counting  the  zinc  recovered  again  by  distillation)  is  as  follows : — 

Silver  in  work-lead  Zinc  required 

per  cent.  per  cent. 

0-0963 1-34 

0-3825 1.84 

0-508 1-96 

0-84 2-45 

The  amount  of  zinc  does  not  depend  entirely  upon  the  silver 
percentage  of  the  work-lead  but  will  also  be  influenced  by  the  amount 

1  Preuss  Zeitschr. ,  1868. 

2  Freiherger  Jahrbuch,  1889,  p.  6. 
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of  copper  and  of  gold  present.  The  total  quantity  of  zinc,  as 
also  the  number  and  weight  of  the  charges,  required  for  different 
varieties  of  work-lead  can  easily  be  ascertained  by  experiment,  and  a 
table  can  then  be  drawn  up  showing  the  amount  of  zinc  necessary 
when  various  percentages  of  copper,  silver  and  gold  are  present. 

Only  pure  zinc  must  be  used,  and  the  use  of  impure  metal  and 
scrap  zinc  has  not  proved  economical  in  spite  of  their  lower  price. 

If  copper  and  gold  are  present  in  the  lead,  these  metals  are  taken 
up  by  the  zinc  before  the  silver  and,  indeed,  before  the  lead  itself  is 
saturated  with  zinc.  According  to  Hofmann^  30  tons  of  lead  re- 
quiring 396  lbs,  of  zinc  (0'6  per  cent.)  for  saturation,  yielded  0"30  ounces 
of  gold  per  ton  (0*0009  per  cent.)  in  the  scum  formed  after  adding 
330  lbs.  of  zinc. 

In  practice  a  double  advantage  is  gained,  owing  to  these  facts. 
In  the  first  case  by  adding  a  proportionately  small  amount  of  zinc  in 
the  first  instance,  the  copper  and  gold  can  be  separated,  and  again, 
after  separating  the  copper  in  this  way,  the  later  zinc  additions  which 
are  not  saturated  with  silver  can  be  used  over  again  for  desilverising 
as  they  are  quite  free  from  copper  find  by  their  use  copper  is  not 
introduced  again  into  the  bath. 

The  zinc  is  usually  added  in  flat  ingots  thrown  on  to  the  surface 
of  the  molten  lead,  the  temperature  of  which  is  then  raised  to  the 
melting  point  of  zinc.  In  order  to  avoid  oxidation  of  the  zinc  it  may 
be  placed  at  the  bottom  of  the  metallic  bath  in  a  perforated  box  and 
there  melted,  or  it  may  be  melted  separately  and  poured  into  the 
molten  lead. 

After  the  zinc  is  melted,  it  is  intimately  mixed  with  the  molten 
lead  either  by  stirring  with  a  perforated  paddle  or  by  a  mechanical 
agitator,  or  else  by  means  of  steam,  the  usual  way  being  by  means  of 
the  paddle.  After  stirring  for  half  an  hour  the  bath  of  metal  is 
allowed  to  cool  slowly,  and  the  alloy  of  lead,  silver  and  zinc  with 
copper  and  gold,  if  these  metals  are  present,  gradually  collects  on  the 
surface.  This  is  generally  removed  as  fast  as  it  forms  by  means  of  a 
perforated  ladle,  and  this  is  continued  until  crystals  of  lead  begin 
to  form  on  the  surface  and  the  lead  begins  to  solidify  on  the  sides  of 
the  pot. 

The  temperature  of  the  bath  is  now  increased  and  a  second 
portion  of  zinc  is  added,  and  the  operation  repeated  precisely  as  after 
the  first  addition,  and  at  many  works  a  third  and  fourth  addition  of 
zinc  is  made.  If  the  lead  is  auriferous,  the  gold  will  be  found  in  the 
first  scum  removed. 

1  The  MetaUurfjy  of  Lead,  p.  328. 
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When  the  assay  shows  that  the  silver  content  of  the  lead  has  been 
reduced  to  O'OOOo  to  0-0006  per  cent,  the  process  is  stopped,  or  if 
more  silver  than  this  is  present,  zinc  is  added  until  it  is  reduced  to 
this  amount. 

In  the  Upper  Harz,  the  charge  consists  of  T'2h  tons  of  work-lead 
containing  0'14  to  0  15  per  cent,  of  silver,  and  this  is  desilverised 
without  any  previous  refining  down  to  0'0005  per  cent,  of  silver. 
At  Lautenthal,  where  this  process  was  used,  though  it  has  now 
been  replaced  by  the  aluminium-zinc  process,  the  first  addition  of 
zinc  weighed  48  lbs.  This  first  portion  of  zinc  takes  out  the  gold 
and  copper,  the  silver  in  the  alloy  formed  not  amounting  to  more 
than  O'lS  or  019  per  cent.,  and  this  first  alloy  was  worked  up 
separately  on  account  of  the  gold  in  it.  The  second  zinc  addition 
amounted  to  110  lbs.,  and  at  the  same  time  the  scum  previously 
obtained  after  the  third  zinc  addition  was  also  added  as  it  was  not 
saturated  «with  silver.  This  second  zinc  addition  abstracted  the  bulk 
of  the  silver  from  the  lead,  so  that,  after  removing  the  scum,  the 
silver  was  brought  down  to  about  0"02  per  cent.,  and  in  order  to  take 
out  this  last  portion  a  third  addition  of  180  lbs,  of  zinc  was  made. 
In  this  way  an  alloy  which  was  still  capable  of  taking  up  more  silver 
was  obtained,  and  this  was  added  again  with  the  second,  lot  of  zinc. 

The  alloys  ladled  from  the  pot  and  known  as  zinc  scums  were  put 
into  a  pot  close  beside  the  large  one  and  as  soon  as  this  Avas  filled  the 
alloy  was  liquated.  The  refining  of  the  desilverised  lead  was  then  pro- 
ceeded with  in  the  manner  previously  described  (page  4-iO).  The 
entire  process,  including  the  melting  of  the  lead,  lasted  21i  hours,  the 
time  taken  in  the  various  operations  being  as  follows:  — 

Melting  the  work-lead 6    hours 

Melting;  and  stirring;  in  the  first  zinc h  hour. 

Cooling  the  bath  and  removing  the  cupriferous  scum  2h  hours. 

Reheating  and  melting  the  second  zinc 3 

Stirring  in  the  zinc h  hour. 

Cooling  the  bath  and  removing  the  first  zinc  scum    .  3    hours. 
Reheating  the  bath  and  melting  the  third  zinc  ...  2         „ 

Stirring  in  the  zinc h  hour. 

Cooling  the  bath  and  removing  the  second  zinc  scum  3^  hours. 

The  consumption  of  fuel  for  desilverising,  including  that  used  in 
the  subsequent  refining  which  follows  on  immediately  in  the  same 
pot,  was  9"76  tons  of  coal  and  140  faggots  of  brush-wood  for  every  100 
tons  of  work-lead. 

At  Friedrichshiitte,  Upper  Silesia,  the  pots  are  also  placed  side  by 
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side  and  the  refiniug  and  desilverisiug  operations  are  both  conducted 
in  the  same  vessel.  The  pots  are  of  cast  steel  and  each  hold  18'5 
tons  of  work-lead.  In  the  year  1898,  according  to  a  communication 
from  Inspector  Laske,  lead  from  the  Tarnowitz  reverberatory  furnace 
process  with  O'O'i  to  O'Oo  per  cent,  of  silver,  lead  from  blast  furnace 
smelting  with  002-1  to  0028  per  cent.,  and  rich  lead  with  1"2  per 
cent,  of  silver,  left  after  distilling  the  zinc  scums,  were  desilverised 
by  this  process.  Two  additions  of  zinc  were  required  for  the  rever- 
beratory furnace  lead,  three  for  the  blast  furnace  lead,  and  five  for  the 
rich  lead,  and  the  lead  was  desilverised  until  it  only  contained  O'OOOS 
per  cent  of  silvei\ 

The  consumption  of  zinc  reckoned  on  the  refined  work-lead 
amounted  to  1  per  cent,  for  the  reverberatory  furnace  lead,  1  '8  per  cent, 
for  the  blast  furnace  lead,  and  2  5  per  cent,  for  the  rich  lead.  The 
desilverising  lasted  from  28  hours  for  the  work-lead,  to  48  hours  for 
the  rich  lead,  and  the  consumption  of  coal  varied  from  7'4  per  cent,  of 
the  weight  of  the  lead  used,  or  8  per  cent,  of  the  weight  of  market 
lead  obtained,  up  to  10  per  cent,  of  the  weight  of  the  rich  lead 
includincr  the  coal  used  in  refining. 

At  the  Mulden  Works  in  Freiberg  ^  lead  containing  0*1  percent,  of 
silver  is  submitted  to  this  process.  The  charge  employed  is  20  tons 
of  lead,  and  three  additions  of  zinc  are  made  at  intervals  of  five  hours, 
the  first  addition  consisting  of  220  lbs.,  the  second  of  1G5,  and  the  third 
of  89  lbs.,  the  total  amount  of  zinc  used  being  474  lbs.,  equal  to  1'48.5 
per  cent,  of  the  charge  of  lead.  The  first  zinc  addition  reduces  the 
percentage  of  silver  from  0"1  down  to  0025  per  cent.,  and  takes  out 
also  the  greater  part  of  the  gold  present.  The  second  addition  reduces 
the  silver  to  0'002  per  cent.,  and  the  third  to  O'OOOT  per  cent.,  the 
addition  of  zinc  being  discontinued  when  the  proportion  of  silver  is 
reduced  to  O'OOl  per  cent.  The  scums  are  ladled  into  the  liquation 
pot  and  freed  from  a  part  of  the  lead  they  contain  by  liquation.  The 
desilverising  operation  lasts  20  hours,  5  hours  for  melting  and 
skimmino^  the  work-lead,  and  five  hours  for  each  addition  of  zinc. 

In  the  United  States  lead  containing  0'75  to  1  per  cent,  of  silver  is 
treated  by  this  process.  It  is  refined  before  desilverising,  and  is  run  in 
the  molten  state  into  the  desilverising  pot  so  that  the  added  zinc 
quickly  dissolves  and  the  desilverising  proceeds  rapidly.  If  the  lead  is 
auriferous,  8  to  5  additions  of  zinc  are  made  at  five-hourly  intervals 
with  a  30  ton  charge.  Working  quickly  and  carefully  it  is  possible  to 
work  off  80  tons  with  4  zinc  additions  in  18  hours.  If  the  gold  and 
silver  scums  are  taken  off  together,  45  tons  can  be  desilverised  in  the 

^  Plattner,  Jahrhuchfiir  das  Bery-  unci  Hiittenwesen  im  Konigreich  Sachsen,  1886. 
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same  time.  The  coal  consumption  is  about  3  per  cent,  of  tlie  weight 
of  the  unrefined  lead. 

At  Omaha  48-ton  charges  are  desilvered  in  large  elliptical  pots, 
three  additions  of  zinc  being  made,  the  last  scum  being  used  over 
again  for  desilverising.  The  consumption  of  zinc  is  1'5  per  cent,  of  the 
weight  of  the  lead,  and  the  zinc  scum  contains  3000  ounces  of  silver 
per  ton. 

At  the  National  Works,  at  Chicaoo,  32  to  35-ton  charges  are  de- 
silverised  in  round  pots  heated  by  paraffin  oils,  a  charge  being 
worked  off  in  12  hours,  and  at  Pittsburgh,  where  natural  gas  is  em- 
ployed for  heating,  oO-ton  charges  are  worked  in  the  same  time. 

At  the  Sfc.  Louis'  Smelting  and  Refining  Company's  Works,  at 
Cheltenham,  St.  Louis,  the  average  charge  is  36  tons  of  work-lead. 
Two  additions  of  zinc  are  used,  and  the  operation  takes  15  hours,  an 
interval  of  6  to  7  hours  intervening  between  the  two  additions  of  zinc. 
The  consumption  of  the  latter  metal  amounts  to  I'o  per  cent,  of  the 
weight  of  the  lead  which  contains  250  ounces  of  silver  per  ton  (0'777 
per  cent.),  and  1*25  tons  of  coal  are  used  for  each  pot  in  24  hours. 

At  Port  Pirie,  in  South  Australia,  part  of  the  output  of  lead  from 
the  Broken  Hill  Proprietary  Company  is  desilverised.  It  contains 
from  250  to  350  ounces  of  silver  per  ton  (0*777  to  1*088  per  cent.), 
and  is  refined  before  desilverising,  being  then  run  into  the  desilverising 
pot  of  20  tons  capacity,  in  charges  of  19  tons.  Three  zinc  additions 
are  used,  and  the  coal  consumption  amounts  to  3'4  per  cent,  of  the 
lead  desilverised,  the  operation  lasting  24  hours. 

Liquation  of  the  ZI^x'  Scums 

The  zinc  scums  taken  off  from  the  bath  still  retain  a  very  consider- 
able proportion  of  lead,  and  this  excess  of  lead  is  as  far  as  possible 
removed  before  the  next  operation.  This  removal  is  rendered  possible 
owing  to  the  fact  that  the  alloy  has  a  higher  melting-point  than  lead 
itself,  so  that  if  it  be  heated  to  the  melting-point  of  lead,  a  good  deal 
of  this  metal  drains  away,  leaving  the  solid  alloy  behind,  and  the 
higher  the  temperature  the  more  lead  is  removed.  When  the  tem- 
perature reaches  a  certain  point,  oxidation  of  the  zinc  and  lead  takes 
place,  and  a  mixture  of  oxides  of  zinc  with  various  oxides  of  lead  and 
the  triple  alloy,  floats  on  the  surface  of  the  bath.  If  the  temperature 
be  raised  still  further,  argentiferous  lead  is  obtained,  and  a  mixture 
of  oxides  of  lead  and  zinc,  and  in  this  case  that  part  of  the  silver 
that  was  previously  combined  with  the  zinc  oxide  goes  back  again 
into  the  lead.  If  the  zinc  oxide  could  be  thus  obtained  in  a  pure 
state,  the  separation  of  the  zinc  from  the  alloy  would  be  a  simple 
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matter,  but  it  forms  a  tough  pasty  mass  with  the  oxide  of  lead  and 
retains  mechanically  a  good  deal  of  the  alloy,  rendering  a  complete 
separation  impossible.     If  the  oxide  of  zinc  be  present  in  large  pro- 


FxG.  329. 


Fig.  330. 


portion,  the  mixture  no  longer  melts,  owing  to  the  infusibility  of  zinc 
oxide. 

Owing  to  these  circumstances  the  amount  of  lead  that  can  be 
liquated  out  from  the  alloy  mixture  is  dependent  on  the  manner  in 
which  the  alloy  is  to  be  treated  subsequently.  If  the  zinc  is  to  be 
separated  by  passing  steam  through  the  molten  alloy,  the  liquation 
must  not  be  carried  far,  as  the  presence  of  zinc  oxide  interferes 
with    its  fusibility,    whereas    if   the  distillation    method  is  adopted 
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the  liquation  can  be  carried    much    further,  as  any  oxides   formed 
would  be  reduced  when  heated  with  charcoal  in  the  distilling  vessel. 

The  liquated  alloy  is  known  as  rich  scum,  and  the  process  of  liqua- 
tion is  carried  out  either  in  pots  or  reverberatory  furnaces.  Pots  are 
usually  used  in  the  smaller  works  and  in  those  cases  where  the  zinc 
is  separated  from  the  rich  scum  by  distillation.  They  are  made  of 
cast  iron  and  most  advantageously  placed  beside  the  desilverising  pots. 
They  must  be  provided  with  an  exit  pipe  at  the  bottom,  if  the  rich 
scum  is  to  be  subsequently  treated  by  the  distillation  process,  vessels 
without  exit  pipes  being  only  used  where  the  rich  scums  are  melted 
and  treated  by  steam  to  free  them  from  zinc,  in  which  case  scums 
rich  in  lead  are  left.  In  this  latter  method  a  dvi/  zinc  scum  or  one 
poor  in  lead  is  not  produced,  because  on  raising  the  temperature  of  the 
rich   scum  sei^arated  out  on  the  surface  of  the  bath,  a  portion  of  the 


Figs.  332—330. 


liquated  lead  is  again  dissolved,  separating  out  on  the  cooling  of  the 
bath  as  a  scum  very  rich  in  lead.  If  pots  without  exit  pipes  are  used 
for  the  liquation  of  zinc  scums  which  are  to  be  distilled,  the  rich 
scum  obtained  by  the  first  liquation  must  be  submitted  to  a  second 
treatment. 

Pots  without  exit  pipes  are  generally  the  desilverising  pots  them- 
selves, if  the  rich  scum  is  to  be  treated  with  steam,  otherwise  they  are 
much  smaller  vessels.  Pots  with  exit  pipes  are  of  various  shapes, 
Figs.  329,  330  and  331  showing  some  which  are  in  use  on  the  Continent, 
the  liquated  lead  flowing  from  them  into  pots  at  a  lower  level.  The 
pots  in  use  in  the  United  States  are  shown  in  Figs.  332-335,^  the 
liquation  pots  being  constructed  with  convex  bottoms,  so  as  to  allow 
of  the  spout  being  made  as  short  as  possible.  The  three  connected 
vessels  show  how  the  plant  is  arranged,  a  being  the  desilverising 
pot,  h  the  liquation  pot,  and  c  a  smaller  vessel  for  receiving  the 
liquated  alloy,  each  vessel  having  a  separate  fireplace. 

^  Hofmann,  The  Metallurgy  of  Lead. 
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The  liquation  apparatus  in  use  at  Freiberg  is  shown  in  the 
Figs.  325-328,  The  reverbatory  furnace  produces  a  dry  rich  scum,  in 
a  shorter  time,  and  the  formation  of  oxide  is  not  greater  than  when 
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Figs.  336— 33S. 


Fig.  339. 


the  operation  is  conducted  in  a  pot,  owing  to  the  reducing  atmosphere 
that  is  maintained. 

The  hearth  is  constructed  either  of  cast-iron  or  fire  clay,  and  in 
front  of  the  sloping  hearth  is  placed  a  heated  pot  to  receive  the 
liquated  lead.  The  cast-iron  hearth  rests  upon  a  layer  of  powdered 
fire-resisting  material  stamped  into  a  wrought  iron  pan  and  is  10  feet 
long,  5  feet  broad,  and  4   inches   high,  having  a  slope   of  8  inches 
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towards  the  exit   spout,  and  the   furnace   has  two   working  doors  on 
each  of  the  long  sides. 

The  hearth  of  the  furnace  in  use  at  Omaha  consists  of  a  wrought 
iron  pan  Kned  with  a  close  bed  of  firebrick  9  inches  thick,  12  tons  of 
zinc  scums  being  liquated  in  this  furnace  in  24  hours. 

The  liquation  furnace  in  use  at  the  Broken  Hill  Proprietary 
Company's  works  at  Port  Pirie,  South  Australia,  is  represented  in 
Figs.  336  to  339  ;  c  is  the  fireplace,  h,  h  are  the  working  openings,  a  is 
the  pot,  placed  before  the  furnace  in  order  to  receive  the  liquated 
lead,  and  heated  by  the  fireplace  g.  The  waste  gases  pass  through  the 
flue  e  into  the  chimney/. 

The  charge  for  this  furnace  is  If  to  2  tons  of  zinc  scum,  and  this 
amount  is  liquated  in  four  hours,  using  308  lbs,  of  coal  and  requiring 
the  attendance  of  one  workman. 

At  Freiberg,  the  liquation,  which  is  conducted  in  small  pots,  is 
repeated  a  second  time,  the  zinc  scum  produced  in  the  first  pot  being 
ladled  over  into  the  second  and  again  liquated  there.  The  lead 
obtained  in  this  process  containing  0"03  per  cent,  of  silver  and  1'3  per 
cent,  of  zinc,  is  again  desilverised. 

The  two  products   of  the  liquation  process  ai'e    rich    scum    and 

liquated  lead.    The  rich  scum  contains  1  to  10  per  cent,  of  silver,  and 

if  it  is  to  be  melted  and  dezincised  by  steam  it  must  be  rich  in  lead, 

and  contain  therefore  less  silver  than  scums  which  are  to  be  deprived 

of  their  zinc  by  distillation.     Scums  of  this  character  obtained  at  the 

Altenau  and  Lautenthal  works  had,  according  to  Rosing^,  the  following 

composition : — 

Rich  scum  from 
Altenau  work-lead. 

.     .     75-675 
.       4-75 
.     11-78 

0-60 

1-12 

1-855 
.       1-72 
.       0-63 
traces 

1-87 
.  traces 
.     traces 


Lead  . 
Lead  oxide  . 
Zinc     . 
Zinc  oxide    - 
Copper     .     . 
Silver  . 

Bismuth  oxide 
Antimony    „ 
Arsenious    ,, 
Ferric  , , 

Cadmium 
Nickel     .     . 


Rich  scum  from 
Lautenthal  work-lead. 

77-82 

4-00 
1211 

0-44 

0-82 

2-42 

0-37 

0-98 


1-04 
traces 
traces 


At  Lautenthal   100   parts  of  work-lead   yielded  6  parts   of  rich 
scum. 
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The  Freiberg  rich  scum  which  is  submitted  to  distillation  forms 
on  an  average  2'25  per  cent,  by  weight  of  the  work-lead  and  contains 
0"0153  per  cent,  of  gold,  4'051  per  cent,  silver,  53'2  per  cent,  lead, 
2"68  per  cent,  copper,  and  39'7  per  cent,  of  zinc.  The  scum  formed 
after  the  first  zinc  addition  forms  1"73  per  cent,  of  the  work-lead  after 
liquation,  and  contains  0'0174  per  cent,  of  gold  and  4*67  per  cent,  of 
silver. 

The  scum  formed  on  the  second  zinc  addition  constitutes  after 
liquation  031  per  cent,  by  weight  of  the  work-lead  and  contains  0001 6 
per  cent,  of  gold  and  2 '5 3  per  cent,  of  silver,  and  that  obtained  after 
the  third  zinc  addition  forms  0  21  per  cent,  of  the  work -lead,  and 
contains  a  trace  of  gold  and  1'3  per  cent,  of  silver. 

The  scums  obtained  in  the  United  States  works  (Newark, 
Pittsburgh,  Cheltenham,  Chicago,  Aurora,  Kansas  City,  Omaha, 
Pueblo)  contain  from  4  to  10  per  cent,  of  silver,  and  are  generally 
submitted  to  distillation. 

The  lead  liquated  from  the  scum  retains  a  considerable  amount  of 
silver  and  is  put  back  again  into  the  lead  to  be  desilverised,  the  silver 
content  of  the  liquated  lead  at  Freiberg  being  0'032  per  cent. 

In  the  United  States  the  liquated  lead  from  work-lead  with  f  per 
cent,  of  silver  contains  0*3  to  0'6  per  cent,  of  silver,  if  from  the  auri- 
ferous scums,  and  0'093  to  0"1244  per  cent,  of  silver  if  from  the  first 
zinc  scum. 

Treatment  of  the  Desilverised  Lead 

The  desilverised  lead  is  either  refined  directly  in  the  desilverising 
pot  or  it  is  run  into  a  special  refining  pot  or  refined  in  a  reverberatory 
furnace.  If  antimony  is  present  it  must  be  got  rid  of  before  the  zinc 
can  be  removed. 

The  various  methods  of  refining  have  been  previously  dealt  with 
(page  430). 

The  consumption  of  fuel  in  refining  the  work -lead,  desilverising 
the  same,  liquating  the  zinc  scums  and  refining  the  desilverised  lead 
in  reverberatory  furnaces,  averages  in  America  330  pounds  of  coal  for 
each  ton  of  work-lead,  that  is,  14  to  15  per  cent,  of  the  weiglit  of  the 
work-lead. 

At  the  Lautenthal  works  the  consumption  of  fuel  for  desilverising 
the  lead,  liquating  the  scums  and  refining  the  desilverised  lead 
amounts  to  9'76  per  cent,  of  the  weight  of  the  work-lead,  the  refining 
being  in  this  case  conducted  in  the  desilverising  pots  which  last  about 
80  charges. 

At  Port  Pirie  the  pots  in  which  the  desilverising  is  carried  on  last 
150  charges,  but  the  refining  pots  only  50  charges. 


SILVER  539 

At  Cheltenham,  St.  Louis,  300  charges  of  36  tons  each  are  worked 
off  in  the  one  jaot,  and  a  larger  pot  of  48  tons  lasted  half  a  year  at 
Omaha,  having  had  in  it  300  charges. 

The  Peoduction  of  Rich  Lead  from  the  Zinc  Alloy 

This  is  effected  by  the  separation  of  the  zinc  from  the  alloy,  for 
which  purpose  the  following  methods  may  be  used : — 

1.  Distillation  of  the  zinc  from  the  rich  scum. 

2.  Smelting  the  rich  scums  with  ferruginous  slags  in  blast 
furnaces. 

3.  Separation  of  the  zinc  by  cupellation. 

4.  Melting  the  scum  with  alkaline  chlorides. 

5.  Oxidising  the  zinc  by  steam  and  dissolving  out  the  zinc  oxide 
formed  from  the  resulting  mixture  of  oxides  of  lead  and  zinc,  and 
argentiferous  lead. 

Endeavours  have  also  been  made  to  separate  the  zinc  electro- 
lytically,  but  so  far  without  success. 

The  only  methods  in  which  the  zinc  is  recovered  are  the  first  and 
fifth  processes,  the  zinc  in  the  first  case  being  obtained  in  the  metallic 
state  and  in  the  latter  process  either  as  basic  carbonate,  oxide  or 
sulphate.     In  all  the  other  processes  the  zinc  is  lost. 

In  the  distillation  process,  the  zinc  is  recovered  in  the  metallic 
state,  and  as  this  may  be  used  again  for  desilverising,  this  process  is 
to  be  preferred  to  the  others  on  account  of  the  high  price  of  zinc. 
This  is  the  case  in  spite  of  various  imperfections  in  the  process,  and 
a  lower  yield  of  silver  than  in  some  of  the  other  methods.  Only  in 
the  case  of  auriferous  copper  scums  which  contain  less  zinc  in  pro- 
portion, and  that  chiefly  in  an  oxidised  condition  (blue  powder),  is 
the  smelting  process  or  the  steam  dezincising  to  be  preferred. 

The  method  by  which  the  zinc  is  obtained  as  basic  carbonate, 
oxide  or  sulphate,  even  though  it  gives  a  higher  yield  of  silver  than 
the  distillation  process,  can  only  be  used  when  a  market  can  be  found 
for  these  products  at  a  high  price. 

The  smelting  of  the  rich  scums  with  ferruginous  slags  in  blast 
furnaces  is  the  least  costly  method  of  separating  the  zinc,  but  it  is 
attended  with  considerable  loss  of  silver  and  with  the  loss  of  the  whole 
of  the  zinc,  and  can  only  be  used  when  the  price  of  zinc  is  very  low. 

The  separation  of  the  zinc  in  the  cupellation  furnace  entails  the 
loss  of  all  the  zinc  and  of  considerable  quantities  of  silver,  and  is 
practically  not  in  use. 


540  METALLURGY 

Meltinof  with  alkaline  chlorides  also  occasions  considerable  silver 
loss,  and  the  zinc  is  converted  into  a  worthless  slag,  so  that  this 
method  cannot  be  recommended, 

L  The  Distillation  of  the  Zinc  Scums 

By  means  of  this  process  the  zinc  can  be  quickly  recovered  from 
the  scum  mostly  in  the  metallic  state,  though  there  is  a  certain  loss 
of  silver  and  zinc  by  volatilisation  owing  to  leakages  in  the  retorts, 
and  the  retention  of  silver  and  zinc  in  the  retort  residues.  In  other 
respects  the  process  is  very  simple.  The  scum  is  heated  above  the 
boiling  point  of  zinc  in  a  retort  provided  Avitli  a  receiver,  the  zinc 
volatilises,  condenses  partly  as  metal  and  j^artly  as  oxide,  or  wholly 
as  oxide,  and  the  argentiferous  lead  remains  behind  in  the  receiver. 

The  material  of  which  the  retort  is  made  must  be  such  that  it  is 
neither  attacked  by  the  lead  in  the  scum  nor  by  the  ashes  of  the  fuel, 
and  consequently  plumbago  crucibles  are  chiefly  used,  or  clay  crucibles 
with  a  graphite  or  charcoal  lining.  The  vessels  are  either  tubes,  pear- 
shaped  retorts,  or  crucibles,  and  the  receivers  either  old  retorts  or 
conical  or  pear-shaped  clay  tubes,  or  else  vessels  of  cast-iron. 

The  furnaces  used  for  heating  the  retorts  may  be  made  movable, 
so  that  they  can  be  tilted,  or  they  may  be  fixed,  and  they  are  heated 
with  coal,  coke  or  gas.  The  best  and  cheapest  form  are  fixed  tubular 
furnaces  heated  by  gas,  and  these  are  usually  employed  except  under 
certain  local  conditions. 

Movable  furnaces  or  tilting  furnaces  are  at  present  heated  only 
with  coke,  Faber  du  Faur  has  introduced  such  a  furnace  heated  by 
cfas  or  coal,  but  it  has  not  come  into  actual  use. 

Coke-fired  tilting  furnaces  called  Faber  du  Faur  furnaces  after 
their  inventor  are  in  general  use  in  the  United  States,  and  were 
first  introduced  at  the  Balbach  works  at  Newark,  New  Jersey.  Such 
a  furnace  is  also  in  use  at  the  works  at  Mechernich. 

These  furnaces  are  almost  cubical  in  shape,  supported  on  trunnions, 
and  movable  in  much  the  same  manner  as  a  Bessemer  converter. 
Each  furnace  holds  only  one  retort.  The  arrangement  of  such  a 
furnace  is  shown  in  Figs.  340  to  34-i.  The  sides  of  the  furnace  are 
of  iron  plate,  lined  with  fire-clay,  the  top  being  formed  by  an  arch  d 
having  an  opening  o  for  the  introduction  of  the  coke.  The  retort  r  is 
pear-shaped  and  rests  on  a  small  fire-clay  support/,  which  in  its  turn 
is  supported  on  a  bed  of  fire-brick.  The  latter  is  either  supported  on 
an  arch  as  shown  in  the  drawing,  or  else  rests  on  an  iron  plate  ;  h  is  the 
flue,  and  v  the  grate  of  wrought  iron  bars  placed  on  edge.  The  furnace 
is  tilted  by  the  worm  s,  gearing  into  the  toothed  wheel  z.     Such   a 
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furnace  measures  about  5  feet  on  each  side,  and  holds  26-t  lbs.  of  rich 
scum,  but  at  present  larger  furnaces  are  being  used,  holding  8  to 


Fro.  340. 


Fig.  341. 


Fig' 342. 


Fig.  343. 


Fig.  344. 


10  cwts.  of  rich  scum,  and  the  lining,  which  in  the  earlier  furnaces 
was  4|  inches  thick,  is  now  made  onl}^  half  that  thickness,  and  in 
some  cases  the  walls  are  water-jacketed. 
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The  retorts  were  formerly  made  of  a  mixture  of  raw  and  burnt 
clay,  with  25  per  cent,  of  graphite,  but  at  present  they  are  made  of 
graphite,  with  just  sufficient  clay  to  make  it  coherent,  the  proportion 
of  graphite  according  to  Hofmann  ^  being  50  per  cent.  A  retort  to 
hold  8  to  9  cwt.  of  scum  is  8  feet  high,  8  inches  in  diameter  at  the 
neck,  18  inches  at  the  belly,  and  18  inches  at  the  bottom.  The  walls 
are  1^  inches  thick  at  the  neck  increasing  to  2  inches  at  the  bottom. 
The  separate  furnaces  are  either  arranged  side  by  side  along  one 
side  of  a  main  flue,  or  else  on  either  side  of  the  flue,  or  arranged  in  a 
group  of  six  or  eight  furnaces  around  a  central  chimney. 

The  working  of  the  retorts  consists  in  first  charging  them  with 
the  rich  scum,  mixed  with  1  to  3  per  cent,  of  charcoal,  and  then 
quickly  raising  the  temperature  to  a  white  heat,  and  maintaining  it 
at  that  point.  After  filling  the  retorts,  the  condenser,  made  out  of  an 
old  retort  is  attached,  and  the  joint  made  tight  with  clay.  The  higher 
the  temperature  the  more  quickly  the  distillation  proceeds,  and  it 
is  finished  when  no  more  zinc  collects  in  the  condenser.  The 
receiver  is  now  removed,  and  the  furnace  tilted  so  as  to  empty  the 
contents  in  the  liquid  state  into  a  slag  pot.  The  residue  in  the  retort 
is  then  scraped  out,  and  the  furnace  brought  again  into  the  upright 
position.  Some  charcoal  powder  is  thrown  in  to  prevent  the  oxida- 
tion of  any  lead  remaining  in  the  retort,  and  a  fresh  charge  is  intro- 
duced, the  teeming  and  filling  occupying  20  minutes. 

The  process  lasts  6  to  8  hours ;  at  Omaha,  for  instance,  charges  of 
9  cwt.  are  worked  ofi"  in  8  hours,  and  the  retorts  stand  30  to  40 
charges,  the  consumption  of  coke  being  on  an  average  55  per  cent,  of 
the  weight  of  the  scum.  One  man  attends  to  2  to  4  furnaces  in  each 
12-hour  shift.  Of  the  entire  amount  of  the  zinc  in  the  scum  about 
75  per  cent,  is  recovered  in  the  metallic  state,  the  remainder  being 
obtained  as  an  oxidised  powder,  known  as  blue  jjowder.  Of  the  zinc  used 
in  desilverising,  from  50  to  60  per  cent,  is  obtained  as  metal.  The  blue 
powder  contains  17  to  18  ounces  of  silver  per  ton,  and  is  difiicult  to 
dispose  of,  being  sent  in  part  to  the  European  zinc  works. 

The  rich  lead  remaining  after  the  distillation,  contains  on  an 
average  10  per  cent,  of  silver. 

At  Cheltenham,  St.  Louis,  the  retort  charge  amounts  to  950  lbs., 
the  distillation  lasting  8  hours  and  consuming  450  lbs.  of  coke ; 
one   workman  attends  to  two  furnaces. 

Stationary  furnaces  are  provided  with  retorts,  tubes  or  crucibles 
as  distilling  vessels,  and  are  heated  with  coke,  coal  or  gas.  In 
the  United  States  this  form  of  furnace  is  now  rarely  used,  though 
^   The  Metallurgy  of  Lead. 
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those  at  Cheltenham,  St.  Louis,  may  be  mentioned  where  they  are 
used,  together  with  the  Faber  du  Faur  furnace,  and  the  Tatham 
stationary  furnace. 

The  Cheltenham  coal  fired  furnace  is  shown  in  Fig.  345,  a  being 
the  grate,  A  the  plumbago  retort,  h  the  receiver,  arid  d  the  flue.  The 
charge  consists  of  630  lbs.  of  rich  scum,  and  the  coal  consumption 
amounts  to  700  lbs.,  the  distillation  lasting  8  to  10  hours.  The 
Tatham  furnace  fired  with  coke  is  used  at  the  Delaware  lead  works  ; 
it  is  shown  in  Fig.  346,  where  «  is  the  retort,  h,  h,  h  the  openings  into 
the  flue.  The  coke  is  charged  from  the  top,  and  the  ashes  removed 
through   the  opening  z.      A  charge  weighs  .500  lbs, ;  the  rich  lead 


after  distillation  is  tapped  from  the   bottom  of  the  retort,  the  retort 
residues  being  scraped  out  through  the  neck. 

The  furnace  employed  at  Port  Pirie,  South  Australia,  heated  by 
coal,  is  shown  in  Figs.  347-350  ;  a  is  the  retort,  h  the  grate,  and 
c  the  chimney  flue.  Four  such  furnaces  are  placed  side  by  side,  and 
the  charge  for  each  retort  amounts  to  750  lbs.,  two  charges  being 
worked  in  24  hours.  The  coal  consumption  runs  to  about  100  per 
cent,  of  the  weight  of  the  rich  scum,  and  each  retort  lasts  on  an 
average  30  charges.  One  workman  attends  to  the  four  furnaces. 
The  rich  lead  obtained  contains  15  per  cent,  of  silver. 

At  the  majority  of  continental  works,  stationary  furnaces  heated  by 
gas  and  having  tubular  distilling  vessels  are  used,  (Friedrichshiitte 
Braubach,  Ems,  Binsfeldhammerhiitte  and  Mtinsterbach  near  Stolberg, 
Hoboken  near  Antwerp).  As  many  as  five  retorts  may  be  placed 
in  a  furnace,  and  they  are  either  constructed  of  graphite,  with  the 
requisite  amount  of  clay,  or  else  they  are  of  clay  with  a  clay  and 
carbon  lining,  the  carbon  being  added  as  coke,  charcoal,  coal  or 
graphite  (Landsberg's  patent).     The  largest  retorts  are  2  feet  high,. 
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and  2  feet  3i  inches  in  diameter,  and  hold  1  ton  of  zinc  scum  (Bins- 
feldhammevhlitte).  The  receivers  are  either  cylindrical,  or  cylindrical 
with  an  enlargement  in  the  middle  or  skittle-shaped,  and  last  on  the 
average  for  30  charo-es  each. 

The  arrangement  of  the  older  furnaces  at  Friedrichshiitte,  Upper 
Silesia,  is  shown  in  Figs.   351  to  353,  the  later  furnaces  having  five 


Section  A-B 


Fig.  346. 


Fig.  347 


Section  C-D 


Figs.  34S— 350. 


retorts  instead  of  three.  H  is  the  gas  producer  and  B  the  heating 
chamber,  the  air  necessary  for  combustion  entering  at  y,  passing 
through  the  channels  Ji,  h,  and  after  being  heated  in  this  way  passing 
through  the  slit  v  into  the  space  w,  where  it  mixes  with  the  gas.  The 
distilling  vessels  made  of  graphite  and  fireclay  are  shown  at  x,  and 
u^iL-AYQ  the  receivers  for  collecting  the  zinc,  the  liquid  silver-lead  alloy 
remaining  after  the  distillation,  being  tajoped  out  at  p.  The  waste 
products  of  combustion  pass  along  the  flue  n  to  the  chimney  J. 

The  later  form  of  furnace  is  very  similar  but  has  5  retorts  instead 
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of  3,  each  retort  holding  5  cwt.  of  rich  scum  requiring  12  hours  for  its 
distillation.     The  rich  lead  is  then  run  out  and  a  chars^e  of  3  cwt.  of 


J3 


Fig.  351. 


Fig.  352. 


rich  scum  is  introduced  and  distilled  for  a  farther  period  of  22 
hours,  and  the  rich  lead  again  tapped  off.  To  the  residue  now  remaining 
in  the  retort  J  cwt.  of  liquated  lead  containing  0003  per  cent,  of  silver 
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Irom  the  liquation  of  the  rich  scums  is  added  in  order  to  extract  the 
greater  part  of  the  silver  from  the  residue,  and  after  a  further  heating 
of  an  hour's  duration,  the  lead,  containing  now  0*75  per  cent,  of  silver, 
is  tapped  off.  The  lead  is  added  to  the  residue  in  the  form  of  small 
bars  weighing  |  cwt.  each.  The  residue  which  now  remains  is  smelted 
with  iron  refinery  slag  and  lime,  yielding  a  rich  lead.  A  retort  lasts 
on  an  average  35  charges,  7  retorts  being  required  for  the  distillation 
of  100  tons  of  rich  scum.  The  fuel  consumption,  including  the 
cinder  employed  as  a  reducing  agent  in  the  retorts,  varies  from  95  to 
100  per  cent,  of  the  weight  of  the  rich  scum  distilled. 

At  the  Friedrichshlitte,  where  lead  containing  0'05  to  0*1  per 
cent,  of  silver  is  desilverised,  the  zinc  scums  after  liquation  and 
distillation  leave  a  rich  lead  containing  1  per  cent  of  silver.  This  is 
again  desilverised  with  zinc,  and  the  scums  again  distilled  after 
liquation,  yielding  a  rich  lead  with  7  per  cent,  of  silver,  which  is  then 
cupelled.  In  the  working  year  1892-8  the  yield  from  the  liquated 
rich  scum  was  : — 

68  per  cent.  Rich  lead. 

14         „         Zinc, 

10         „         Scrapings. 

At  Braubach  there  are  2  retorts  placed  side  by  side  in  one 
furnace.  Each  retort  is  charged  with  5;j  cwt.  of  rich  scum  mixed 
with  1  per  cent,  of  wood  charcoal.  The  distillation  lasts  from  12  to 
13  hours  and  the  products  are  60  per  cent,  of  rich  lead  containing  10 
to  12  per  cent,  of  silver  and  2  per  cent,  of  zinc,  3  per  cent,  of  skim- 
mings containing  70  per  cent,  of  zinc  and  2*0  per  cent,  of  copper,  and 
35  per  cent,  of  zinc.  The  yield  of  zinc  is  said  to  be  equal  to  96  per  cent, 
of  the  total  amount  used.  The  retorts  are  constructed  according  to 
Landsberg's  patent  and  ax-e  said  to  last  150  distillations;  the  fuel 
consumption  am-ounts  to  60  or  70  per  cent,  of  the  weight  of  the  rich 
scum. 

At  Hoboken,  near  Antwerp,  where  gas  furnaces  and  retorts  similar 
to  those  of  Braubach  are  in  use,  every  100  parts  of  rich  scum  require 
55  to  70  parts  of  coal  and  1  part  of  charcoal,  and  yield  11  to  16  per 
cent,  of  retort  residues.  Faber.  du  Fault's  tilting  furnace  has  also 
been  experimentally  tried  but  has  proved  much  more  costly  than  the 
furnace  just  described.  For  the  same  weight  of  rich  scum  it 
consumes  double  the  amount  of  coke,  requires  far  more  retorts  and 
produces  more  retort  residues,  so  that  the  advantage  of  the  gas-fired 
furnace  over  that  heated  by  coke  has  been  clearly  demonstrated. 

At  Freiberg  the  rich  scums  are  distilled  in  plumbago  crucibles 
(Morgan's  patent),  each  placed  in  a  separate  circular  wind  furnace  31 
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inches  across  and  86  inches  deep  to  the  grate  level.  The  furnace  is 
charged  from  the  top  after  removing  the  fireclay  cover.  The  plumbago 
crucible  lof  inches  across  at  the  top,  21f  inches  high  and  2  inches 
thick,  is  provided  with  a  plumbago  cover  8  inches  high,  and  with  a 
plumbago  delivery  tube  20  inches  long,  3^  inches  wide  and  1  inch 
thick  in  the  walls.  This  exit  tube  opens  into  an  iron  box  19|  inches 
liigh,  7  inches  wide  at  the  top  and  10  inches  wide  at  the  bottom,  in 
which  the  zinc  vapours  condense. 

The  arrangement  of  the  furnace  with  crucible  and  receiver  is 
shown  in  Fig.  354,  where  t  is  the  crucible  with  cover  v,  E  the 
heating   chamber,    o:    the    grate,    m    the    exit    tube    for    the    zinc 


vapour,  and  P  tlie  receiver.  The  crucible  rests  on  the  stand  z, 
and  can  be  lifted  out  after  removing  the  cover  D.  Coke  is  used  as 
fuel,  and  is  packed  round  the  crucible,  resting  on  the  grate  x,  and  the 
waste  products  of  combustion  pass  out  into  the  chimney  hy  the  flue  %. 
The  zinc  scum  is  mixed  with  1  per  cent,  of  coarse  charcoal 
powder  and  charged  into  the  crucible  after  the  bottom  of  the  latter 
has  been  covered  with  a  layer  of  pieces  of  charcoal,  4i  cwt.  of  scum 
constituting  a  charge.  After  the  hood  has  been  luted  on,  the  space 
between  the  crucible  and  the  furnace  walls  is  filled  with  pieces  of 
coke  of  the  size  of  walnuts  or  hen's  eggs,  and  then  up  to  half  the 
height  of  the  hood  with  glowing  coke  and  the  cover  of  the  furnace  is 
placed  in  position.     As  soon  as  the  carbon  monoxide  flame  is  seen  at 
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the  end  of  the  exit  pipe,  the  condenser  cover  is  fastened  on  and  the 
zinc  collects  in  a  lump  in  the  receiver.  The  distillation  lasts  8  to  9 
hours,  and  from  100  parts  of  rich  scum  the  following  products  are 
obtained  : — 

57 '17  per  cent,  rich  lead  containing  0'0186  per  cent,  of  gold  and  7 '35  per  cent,  of 

.silver. 
■5'85  per  cent,  of  residues  containing  0"112  per  cent,  of  gold,  4'608  per  cent,  of 

silver  and  3  "5  per  cent,  of  copper. 
29 '54  per  cent,  metallic  zinc. 
6'35  per  cent,  zinc  in  the  foi'ni  of  zinc  dust  and  scrapings  (7 '22  per  cent.). 

1)0'4  per  cent,  of  the  zinc  content  of  the  rich  scum  is  recovered,  that 
is,  50  per  cent,  of  the  zinc  used  in  desilverising.  The  consumption  of 
fuel  amounts  to  376  to  440  lbs.  of  coke  for  2  to  2i  cwt.  of  rich  scum, 
and  one  crucible  lasts  for  80  charges. 

At  Bagilt,  in  Flintshire,  plumbago  crucibles  ai^e  also  in  use  for  the 
distillation  of  zinc  from  the  rich  scums.  Each  crucible  holds  540  to 
628  lbs.  of  rich  scum,  and  the  distillation  lasts  8  hours,  352  lbs.  of  the 
best  coke  being  used  for  each  charge ;  15  per  cent,  of  the  weight  of 
the  rich  scum  in  zinc  is  recovered,  that  is,  45  per  cent,  of  the  zinc 
used  for  desilverising.  The  retort  residues  amount  to  15  per  cent, 
of  the  weight  of  the  charge  and  they  are  smelted  with  rich  litharge 
in  reverberatory  furnaces. 

Every  1,000  tons  of  rich  scum  require  94*6  crucibles  (costing  £5 
each),  the  coke  used  for  this  quantity  being  625  tons,  the  distillation 
in  crucibles  with  coke  being  more  costly  than  the  emj)loyment  of 
gaseous  fuel. 

Rosing  has  suggested  distilling  the  zinc  from  the  rich  scum  by 
the  aid  of  intensely  heated  molten  pig  iron,  the  high  temperature  of 
which  would  cause  the  zinc  to  distill  off,  the  ai-gentiferous  lead 
collecting  below  the  molten  metal.  The  process  is  to  be  conducted 
in  basic  lined  vessels  placed  in  a  tilting  furnace,  and  by  tilting  the 
furnace  the  iron  would  flow  out  first  and  could  be  employed  again, 
and  the  rich  lead  would  follow.  Up  to  the  present  this  process  has 
not  come  into  use. 

As  zinc  boils  in  a  vacuum  at  a  much  lower  temperature  than  at  the 
ordinary  pressure,  the  question  suggests  itself  as  to  whether  suitable 
apparatus  could  not  be  devised  for  effecting  the  distillation  under 
reduced  pressure. 

2.  Smelting  Rich  Scum  with  Ferruginous  Slags  in  the  Blast 

Furnace 

By  smelting  the  rich  scum  in  this  way  it  is  possible  to  slag  off  the 
gi'eater  part  of  the  zinc,  and  to  volatilise  the  remainder,  and  thus  to 
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obtain  a  rich  silver-lead  alloy.  By  using  a  low  blast  pressure  the 
volatilisation  of  lead  and  silver  can  be  greatly  diminished. 

This  process  was  devised  by  Flach  and  Sieger,  and  is  known  as 
the  Flach  process,  and  in  the  case  of  scums  rich  in  zinc  is  attended 
with  considerable  loss  of  silver  through  volatilisation  and  loss  in  the 
slag.  These  losses  are  the  smaller,  the  higher  the  lead  content  of  the 
zinc  scums  in  proportion  to  the  zinc  present,  but  in  this  case  the 
resulting  rich  lead  will  be  poorer  in  silver,  giving  rise  to  greater  losses 
in  cupellation. 

Even  with  scums  rich  in  lead  the  resulting  slags  cannot  be  rejected 
as  worthless,  but  must  be  further  smelted  in  order  to  recover  the 
silver  they  contain.  The  high  zinc  content  of  these  slags  renders  the 
smelting  difficult  and  costly,  and  leads  to  further  losses  of  silver  in  the 
slags  and  by  volatilisation. 

In  this  process  the  zinc  is  completely  lost,  though  the  method  is 
simple  and  cheap,  and  was  largely  used  on  these  grounds,  but  on 
account  of  the  disadvantages  mentioned  it  has  been  replaced  by  the 
distillation  process  in  most  works. 

As  long  as  the  price  of  zinc  remains  so  high  that  the  cost  of  dis- 
tillation is  covered  by  the  zinc  recovered,  and,  provided  that  the  silver 
losses  in  both  processes  are  about  equal,  the  distillation-  process  will 
continue  to  retain  the  advantage  over  Flach's  method. 


o.  Cupellation  of  the  PacH  Scums 

The  separation  of  zinc  from  the  rich  scums  by  an  oxidising  melt- 
ing with  additions  of  litharge,  is  attended  with  a  high  loss  of  silver. 
In  addition  to  this,  skimmings  rich  in  silver  and  zinc  are  produced 
which  need  subsequent  treatment  in  blast  furnaces,  this  after- 
treatment  being  in  its  turn  attended  with  considerable  loss  of  silver. 
The  process  was  formerly  carried  on  in  some  places  in  cupellation 
hearths,  in  combination  at  times  with  cupellation  of  the  lead,  but 
is  not  now  in  use,  as  not  only  was  the  loss  of  silver  great,  but  the 
whole  of  the  zinc  was  also  lost. 


4.  MeltiiNG  Zinc  Scums  with  Alkaline  Chlorides 

The  object  of  this  process  was  to  convert  the  zinc  into  chloride  by 
the  action  of  molten  alkaline  chlorides.  It  was  formerly  in  use  in 
some  continental  works,  but  is  now  entirely  abandoned,  as  it  was 
costly  and  troublesome,  and  the  zinc,  not  volatilised  as  chloride, 
formed  a  worthless  slag  containing  the  same  compound. 
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5.  The  Oxidatiox  of  the  ZI^x'  by  Steam 

In  this  process  the  rich  scum  is  converted  into  a  mixture  of 
zinc  oxide,  lead  oxide,  and  rich  silver-lead  by  the  action  upon  it  of 
steam  under  pressure.  From  this  mixture  the  zinc  oxide  may  be 
dissolved  out  by  means  of  acids  or  by  a  solution  of  ammonium  carbon- 
ate, and  the  zinc  obtained  as  basic  carbonate,  oxide  or  sulphate. 

This  process  gives  the  largest  yield  of  silver  of  any  of  the  methods 
of  treating  the  scum,  but  it  is  complicated  and  costly,  and  can  only  be 
used  when  the  zinc  bye-products  can  be  disposed  of  at  high  prices. 
If  the  price  of  metallic  zinc  is  high  as  compared  with  that  obtained 
for  zinc  products,  the  distillation  process  is  preferable. 

The  process  demands  a  scum  rich  in  lead  and  consequently  poor  in 
silver,  as  otherwise,  owing  to  its  difficult  fusibility  its  decomposition 
by  steam  is  incomplete. 

The  method  of  treating  the  zinc  scum  by  means  of  steam  was 
suggested  by  Cordurie  and  first  used  at  Rothschild's  works  near  Havre  ; 
it  is  therefore  known  as  the  Cordurie  process. 

The  process  consists  in  passing  steam  at  Ih  to  5  atmospheres 
pressure  into  the  red-hot  molten  alloy  contained  in  cast  iron  or  cast 
steel  pots  provided  with  hoods  and  exit  tubes. 

The  zinc  contained  in  the  red-hot  alloy  decomposes  the  steam 
into  its  elements,  the  zinc  combining  with  the  oxygen  forming 
zinc  oxide,  and  hydrogen  being  liberated.  As  during  the  melting 
of  the  alloy  and  also  during  the  decomposition,  air  cannot  be  alto- 
gether excluded  (there  must  be  no  back  pressure  of  gas  above 
the  bath  of  metal,  otherwise  explosions  would  be  caused  by  the 
hydrogen),  a  considerable  amount  of  the  lead  is  oxidised  as  well 
as  zinc,  and  a  mixture  of  lead  and  zinc  oxides  is  obtained.  This 
mixture,  which  is  at  first  entangled  amongst  the  molten  lead,  but 
separates  after  a  time,  forms  a  loose  greyish-green  powder  on  the 
surface  of  the  bath.  The  undecomposed  lead  collects  at  the  bottom 
of  the  vessel,  the  greater  part  of  the  lead  having  already  liquated 
out  during  the  melting  of  the  scum,  though  a  portion  of  it  remains 
entangled  in  the  form  of  small  shots  in  the  oxides  formed.  Copper 
and  antimony  are  partly  oxidised  by  the  air  present  and  partly  remain 
behind  with  the  lead. 

The  products  of  the  operation  are,  then,  a  metallic  portion  consist- 
ing of  the  lead-silver  alloy,  and  an  oxidised  portion  consisting  of  a 
mixture  of  zinc  and  lead  oxides  containing  all  the  zinc  present  origin- 
ally in  the  scum,  entangling  some  portions  of  the  metallic  product 
and  forming  a  powdery  mass  lying  above  the  metallic  j)ortion. 
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At  Lautenthal  and  Alteuau  where  rich  scums,  the  composition  of 
which  has  previously  been  stated  (page  537),  are  subjected  to  this 
process,  the  metalKc  portion  contains  2  to  4  per  cent,  of  silver  and 
the  oxidised  portion  1  to  2  per  cent.,  the  detailed  composition  of  the 
two  jiroducts  at  both  works,  according  to  Rosing,  being  as  follows :  — 


Lead     . 

Zinc 

Copper 

Silver   . 

Bismuth 

Antimony 

Iron 

Cadmium 

Nickel 


Metallic  Portion. 
Altenau.  Lautenthal. 

96-3448 951404 


0-0027 
0-8279 
2-41 
0-0142 
0-3914 
0-0054 
traces 
0-0036 


Oxidised  Portion. 

Altenau. 

Lead 87-845    .     .     . 

Lead  oxide       .     .     .  32-14      .     .     . 

Zinc 1-35      .     .     . 

Zinc  oxide  ....  2337      .     .     . 

Copper 1*12 

Silver 1-245    .     .     . 

Bismuth  oxide  (Bi.^Og)  0-43      .     .     . 
Antimony  oxide(Sb2O3)l-06      .     .     . 
Arsenious  oxide  .     .     traces 
Ferric  oxide     .     .     .     1'44 
Cadmium  ^ 
Nickel       j      ■     ■ 


traces 


0-0023 
0-4645 
3-65 
0-0169 
0-7201 
0-0044 
traces 
0-0014 


Lautenthal. 

30-065 
3<)-87 

1-9 
23-24 

1-24 

1-855 

0-44 

0-57 

3-82 
traces 


At  Lautenthal  a  portion  of  the  rich  scum  is  melted  in  charges  of 
10  tons  in  a  cast  iron  pot  furnished  with  a  hood  of  iron  plate.  The 
pot  is  arranged  similarly  to  that  figured  on  pages  439-441,  Figs.  277  to 
279,  and  used  for  lead  softening.  The  melting  proceeds  only  slowly  on 
account  of  the  zinc  and  the  oxides  present,  and  after  8  hours  the  rich 
scum  is  found  in  a  semi-molten  condition  and  at  a  red  heat.  Steam 
at  two  atmospheres  pressure  is  now  admitted  at  the  bottom,  and  acts 
energetically  upon  the  zinc,  which  is  completely  oxidised  at  the  end 
of  4  hours,  the  completion  of  the  process  being  indicated  when  a 
sample  withdrawn  from  the  pot  ceases  to  show  any  zinc  flame. 
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As  a  certain  amount  of  argentiferous  Hue  dust  is  carried  over  by 
the  steam,  the  vapours  from  the  pot  must  be  conducted  through  a 
condenser  made  as  long  as  possible  in  order  that  the  flue  dust  may 
be  deposited.  At  intervals  the  condenser  must  be  provided  with 
exit  valves  opening  outwards  and  furnished  with  hydraulic  lutes  in 
order  to  afford  a  means  of  relief  in  case  of  explosion  of  the  hydrogen 
and  air.  Such  explosions  are  easily  caused  if  the  pressure  in  the  hood 
above  the  bath  of  metal  is  increased,  and  the  gases  collecting  there 
must  be  drawn  off  as  quickly  as  possible  by  maintaining  a  good 
draught  which  may  be  effected  by  means  of  a  steam  jet. 

The  flue  dust  collected  at  Lautenthal  has  the  following  com- 
position : — 


Zinc  oxide  . 
Zinc  .  .  . 
Lead  oxide 
Lead . 

Silver  .  . 
Copper  .     . 


69'6  Arsenic trace 

0-12  Antimony  .      .     .     .  O'lT 

28-2  Ferric  oxide    .     .     .  0-34 

0-71  Alumina     ....  0*24 

0"03  Insoluble  residue      .  0*42 
0-17 


This  flue  dust  is  extracted  with  acids  with  the  object  of  recover- 
ing the  silver,  the  latter  remaining  in  the  insoluble  residue. 

Each  pot  lasts  for  about  12  charges,  and  from  every  100  parts  of 
rich  scum  about  50  to  54  parts  of  rich  lead  and  4G  to  50  parts  of 
oxide  are  obtained.  The  coal  consumed  is  about  13  per  cent,  by 
weight  of  the  rich  scum,  9  per  cent,  being  used  for  heating  the  pot 
and  4  per  cent,  for  the  generation  of  steam,  and  one  workman  is 
required  for  each  pot.  The  rich  lead  produced  is  cupelled,  whilst 
the  mixture  of  oxides,  after  being  deprived  of  the  zinc  contained  in  it, 
is  added  to  the  rich  lead  in  the  cupellation  process. 

The  Lixiviation  of  the  Oxides  Pkoduced  in  Dezincising 

The  oxidised  portion  was  formerly  added  directly  to  the  cupella- 
tion of  the  rich  lead  without  any  previous  separation  of  the  zinc.  In 
this  case  it  was  not  possible  to  get  the  entire  silver  content  of  the 
oxides  completely  into  the  rich  lead,  and  the  zinciferous  oxiJes  left 
after  the  cupellation  still  contained  U"4  per  cent,  of  silver.  These 
oxides  were  smelted  with  a  rich  lead  flux  (litharge)  producing 
argentiferous  lead,  or  else  they  were  smelted  with  argentiferous 
galena. 

In  both  cases,  loss  of  silver  in  the  slag  was  unavoidable,  and  these 
jDrocesses  were  replaced  by  the  one  now  employed,  in  which  the 
mixture  of  oxides  is  first  extracted  with  acids  in  order  to  dissolve  out 
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the  zinc  contained  in  it.  The  lixiviated  oxide  can  then  be  added  to 
the  rich  lead  cupellation,  its  content  of  silver  uniting  with  the  silver 
of  the  rich  lead,  and  the  litharge  it  contains  mixing  with  the  lithai'ge 
produced  in  the  cupellation. 

The  best  solvents  for  the  zinc  oxide  are  ammonium  carbonate  and 
sulphuric  acid,  and  as  sidphuric  acid  is  cheap  and  produces  a  market- 
able salt,  viz.,  zinc  sulphate,  it  has,  on  account  of  its  simplicity  and 
the  ease  with  which  the  acid  dissolves  tlie  oxide,  a  distinct  advantage 
over  the  ammonium  carbonate  process,  now  to  be  considered. 

The  Extraction  of  Zinc  Oxide  by  means  of  Ammonium 

Carbonate 

This  process,  which  was  suggested  by  the  author,^  depends  upon 
the  easy  solubility  of  zinc  oxide  in  ammonium  carbonate  solution,  and 
upon  the  fact  that  from  this  solution,  ammonia  and  a  part  of  the 
carbon  dioxide  may  be  recovered  by  boiling,  whilst  zinc  carbonate 
is  precipitated  and  may  be  converted  into  the  oxide  by  ignition. 
The  solvent  power  of  the  ammoniacal  solution  is  restored  to  it  by 
passing  into  it  the  carbon  dioxide  given  off  on  heating  the  basic 
carbonate. 

This  process  was  first  used  at  the  Lautenthal  works  but  was 
afterwards  superseded  by  the  process  of  extraction  with  sulphuric 
acid.  At  present  (1894)  it  is  in  use  at  the  Hoboken  works  near 
Antwerp,  but  will  cease  to  be  worked  there  when  the  aluminium-zinc 
desilverising  process  is  introduced. 

In  this  process  the  mixture  of  oxides  is  treated  in  horizontal 
wrought  iron  cylinders  in  quantities  of  1  to  Ih  tons  for  12  hours  with 
a  solution  containing  9  per  cent,  of  ammonia  and  9  per  cent,  of  carbon 
dioxide. 

The  arrangement  of  the  dissolving  vessel  is  shown  in  Figs.  355  to 
857,  where  a  is  the  opening  provided  with  a  cover  made  tight  by  an 
india-rubber  washer  for  the  introduction  of  the  oxide,  h  is  a  pipe 
provided  with  a  valve  for  admitting  the  ammoniacal  solution  ;  c  and  d 
are  openings  also  furnished  with  valves,  for  running  off  the  zinc  solu- 
tion ;  ^  is  a  manhole  for  removing  the  residue  ;  /  is  a  pipe  for  the 
introduction  of  wash  water,  and  c  is  a  pipe  for  the  admission  or 
exit  of  air.  The  agitating  apparatus  consists  of  an  axle  k  provided 
with  arms  m,  these  in  their  turn  carrying  the  paddles  h ;  the  axle 
and  arms  are  of  wrought  iron  and  the  paddles  of  cast  iron,  and  the 
agitator  is   worked    by  the    pulley    i.     After   solution    is   complete, 

^  Preuss.  Minist.  Zeitschr.  filr  Btrg.  Hiitten.  imd  Salinemceseii,  vol.  xxviii.,  1880. 


554 


METALLURGY 


the  bulk  of  the  contents  of  the  vessel,  both  the  liquid  portion  and  the 
suspended  solid  part  and  shme,  are  run  into  a  pressure  vessel  (montejus) 
of  cast  or  wrought  iron,  whence  it  is  forced  by  compressed  air  into 
a  filter-press,  where  the  liquid  portion  is  separated  from  the  solid. 
The  solid  portion,  together  with  the  solid  residue  remaining  in  the 
solution  vessel,  and  consisting  chiefly  of  small  grains  of  lead,  is 
treated  in  cast  iron  vessels  with   steam  at   5   atmospheres  pressure, 


Fi(;s.  355—307. 


the  last  portions  of  the  ammonia  being  in  this  way  driven  off 
and  rendered  available   for  future  operations. 

In  this  way  a  dry  solid  residue  of  oxide  free  from  ammonia  and 
containing  2  to  3  per  cent,  of  silver  is  obtained,  and  this  is  added 
to  the  rich  lead  on  the  hearth  of  the  German  cupellation  furnace. 

The  liquid  obtained  by  filtration  contains  the  zinc  oxide  dis- 
solved in  ammonium  carbonate  solution,  and  on  boiling  yields  its 
zinc  as  a  mixture  of  hydroxide  and  basic  carbonate,  forming  a  snow- 
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white  powder  suspended   in  water,  ammonia  gas  and  carbon  dioxide 
being  given  off  at  the  same  time. 

If  the  zinc  scum  was  cupriferous,  the  oxidised  portion  will  contain 
copper  oxide,  which  is  also  soluble  in  ammonium  carbonate  solution, 
and  on  boiling,  the  copper  separates  as  oxide  and  colours  the  basic 
zinc  carbonate  grey.  This  discolouration  can  be  prevented  and  the 
copper  recovered  by  precipitation  with  metallic  zinc  before  boiling 
the  solution,  the  zinc  dissolving  and  precipitating  an  equivalent 
amount  of  copper. 

The  liquid,  after  separation  from  the  oxide  by  means  of  the  filter 
press,  is  run  into  a  wrought  iron  precipitating  vessel,  where,  by  means 
of  an  agitator,  it  is  brought  into  intimate  contact  with  zinc.  Such  a 
vessel  is  shown  in  Figs.  358  and  359,  A  being  the  precipitating  vessel, 
e  the  pipe  for  the  introduction  of  the  liquid,  and  a  an  opening,  made 
tight  with  a  rubber  washer,  and  serving  for  the  introduction  of  the 
zinc ;  the  stirrers,  h,  h  are  affixed  to  the  horizontal  axle  tv.  The 
precipitated  copper  collects  at  the  bottom  of  the  vessel  and  is  with- 
drawn through  the  manhole  g.  The  liquid  freed  from  copper  is  run 
off  through  c,  and  the  final  portions  through  z.  Wash  water  is  intro- 
duced at/. 

The  boiling  of  the  ammoniacal  zinc  solution  for  the  purpose  of 
recovering  the  ammonia  and  precipitating  the  zinc,  is  carried  out  in 
vertical  cylinders  of  boiler  plate  with  conical  lower  ends,  into  which 
steam  at  5  atmospheres  pressure  can  be  introduced.  Direct  firing 
cannot  be  used,  as  the  zinc  carbonate  would  collect  on  the  sides  and 
bottom  of  the  vessel  and  form  a  crust.  The  use  of  steam  also 
accelerates  the  process,  as  the  liberated  ammonia  and  carbon  dioxide 
are  carried  off  by  it  as  it  bubbles  through  the  liquid.  The  dis- 
tillation lasts  12  to  15  hours. 

The  arrangement  of  this  distillation  vessel  is  shown  in  Figs.  360  and 
361,  the  zinc  solution  being  introduced  through  the  tube  a,  whilst  ex- 
haust steam  from  an  engine  is  admitted  through  the  valve  c,  passing  by 
the  pipe  -m  to  the  bottom  of  the  vessel ;  and  in  case  this  is  not  sufficient, 
steam  can  be  admitted  direct  from  the  boiler  by  means  of  the  valve  h. 
The  liquid  is  thus  raised  to  the  boiling  point,  and  the  evolved 
ammonia  and  carbon  dioxide  pass  together  with  the  steam  through 
the  pipe  c  to  the  dephlegmator  and  condenser,  the  basic  zinc  carbonate 
being  precipitated  in  the  vessel.  As  it  falls  on  the  conical  bottom  of 
the  vessel  it  comes  continually  into  contact  with  the  entering  steam, 
and  thus  gives  up  its  ammonia  completely. 

After  the  ammonia  is  evolved,  only  water  and  the  precipitate  are 
left  in  the  vessel,  and  they  are  drawn  off  together  by  closing  e,  con- 
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tinuing  the  admission  of  steam  through  m  and  opening  g,  the  steam 


Figs.  358  and  359. 


Figs.  360  aud  301. 


pressure  thus  driving  the  contents  through  the  latter  opening.     The 
mass  is  either  run  into  a  wooden  box,  and  the  precipitate  allowed 
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to  settle  in  the  box,  or  it  is  transferred  from  the  box  to  a  filter  press, 
or  else  the  mass  is  directly  filter-pressed.  This  takes  some  time, 
and  diminishes,  in  consequence,  the  capacity  of  the  apparatus  which 
would  have  otherwise  been  charged  with  a  fresh  quantity  of 
ammoniacal  zinc  solution. 

The  gases  evolved  from  the  still  are  condensed  in  a  series  of  Woulf's 
bottles  of  wrought  iron,  containing  dilute  ammonium  carbonate  solu- 
tion, part  of  which  is  obtained  by  washing  the  residue  and  part 
collected  in  the  dephlegmator.  The  ammonia  and  carbon  dioxide 
evolved  from  the  still  are  largely  diluted   with   steam,   and,    before 


Figs.  362—364. 


entering  the  condensing  arrangement  proper,  must  be  deprived  of  part 
of  this.  This  is  effected  by  means  of  a  dephlegmator,  in  which  the 
gases,  before  entering  the  condenser,  are  led  through  a  wide  sloping 
tube,  kept  cool  by  water  on  the  outside,  the  greater  part  of  the  steam 
condensing,  whilst  the  gaseous  ammonia  and  carbon  dioxide  pass  on. 
This  is  effected  by  so  regulating  the  amount  of  out-flowing  and  in- 
flowing water  that  the  temperature  is  maintained  between  60°  and 
70°  G.  The  condensed  water  flows  from  the  sloping  bottom  of  the 
dephlegmator  tube,  carrying  with  it  a  small  quantity  of  ammonia,  and 
is  either  used  as  wash-water  for  the  distillation  residue  or  else  as  an 
absorbent  in  the  Woulf's  bottles. 
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In  order  to  replace  the  carbon  dioxide  which  is  nsed  up  in  producing 
tlie  basic  zinc  carbonate,  carbon  dioxide  is  forced  under  pressure  into 
the  first  Woulf's  bottle,  the  impure  gas  from  burning  coke  being  used 
for  this  purpose.  The  coke  is  burnt  in  a  small  shaft  furnace,  provided 
with  a  grate,  and  the  evolved  gas  is  drawn  off  by  the  force  pump. 
The  arrangement  of  the  Woulf's  bottles,  of  which  there  are  three  or 
four  joined  in  series,  is  shown  in  Figs.  362,  363  and  364.  They  are 
wrought-iron  cylinders  v,  into  which  the  ammonia,  carbon  dioxide  and 
some  still  uncondensed  steam  enter  by  the  pipe  h,  the  unabsorbed  gas 
passing  through/ into  a  second  condenser.  Through  the  pipe  c,  carbon 
dioxide  is  passed  in  order  to  convert  the  excess  of  ammonia  into 
ammonium  carbonate.  The  contents  are  drawn  off  at  c;  g  is  a  water 
gauoe  and  a  a  manhole. 

The  arrangement  of  the  new  plant  at  the  Hoboken  works,  near 
Antwerp,  is  shown  in  Figs.  365  and  366,  where/, /are  the  solution 
vessels,  and  the  ammoniacal  zinc  solution  runs  from  them  into  the 
pressure  vessel  y,  from  which  the  solution  with  its  suspended  solid 
matter  is  forced  by  means  of  compressed  air  into  the  filter  presses 
e,  e.  From  the  latter  it  passes,  if  free  from  copper,  into  the 
pressure  vessel  z,  and  thence  into  the  retort  ff,  or,  if  it  contains 
copper,  then  it  is  forced  from  the  filter  2^i'ess  into  the  precipitat- 
ing tank,  d.  After  extracting  the  copper,  the  liquid  is  run  into  the 
pressure  vessel  z,  and  from  there  forced  by  compressed  air  into  the 
still  g.  The  gases  given  off  from  the  latter  during  distillation  pass 
along  the  pipe  r  into  the  dephlegmator  h,  the  wrought-iron  water- 
jacket  for  which  is  not  shown  in  the  drawing,  and  the  li(^uid  collected 
here  flows  into  the  reservoir  h,  from  which  it  is  taken  to  serve  either  as 
the  absorbing  liquid  in  the  Woulf's  bottles,  or  as  wash-water  for  the 
residue.  The  gases  pass  along  the  pipe  w  into  the  first  condenser,  c, 
and  the  gases  from  this  into  c^  and  c-,  the  exit  gas  from  the  latter, 
consisting  chiefly  of  carbon  monoxide  and  nitrogen  from  the  coke 
furnaces  gases,  being  either  allowed  to  jDass  into  the  air,  or  else  being 
passed  through  sulphuric  acid  in  an  open  vessel,  for  the  purpose  of 
condensing  any  ammonia  carried  over.  The  ammonium  carbonate 
liqiior  in  the  condensers  is  drawn  off  by  connecting  pipes  into  the 
solution  vessel,  where  its  solvent  powers  are  again  utilised,  a  is  a 
water  tank,  o  is  the  carbon  dioxide  forcing  pump,  k  the  air  com- 
pressor, and  ?/'  the  engine  for  forcing  water  up  into  the  reservoir. 
From  the  latter  the  water  flows  into  the  dephlegmator  box  and  the 
cooling  pipes  for  the  condensers.  The  space  A;  is  occupied  by  the  small 
shaft  furnace  for  generating  the  carbon  dioxide. 

The  loss  of  ammonia  in  the  process  is  very  slight.     The  basic  zinc 
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carbonate  which  is  precipitated  is  converted  into  zinc  oxide  by  heating 
to  redness  in  reverberatory  furnaces.  The  zinc  oxide  so  produced  is 
inferior  in  covering  power  to  that  made  by  burning  the  metal,  and  it 


Fig.  360. 


Fig.  360. 


has  also  a  faint  yellow  tinge,  so  that  it  cannot  be  sold  at  the  price 
obtained  for  zinc  white.  On  this  account  it  is  sold  to  the  zinc  chloride 
makers,  and  if  the  works  happen  to  be  situated  near  to  the  smelting 
works,  the  tasic  carbonate  may  be  sold  to  the  latter  direct. 
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Each  ton  of  oxide  consumes  from  1  to  1'25  tons  of  coal  for  solution, 
precipitation,  distillation,  &c.,  and  to  prepare  1  ton  of  oxide  from  the 
t)asic  carbonate  1|  to  li  tons  of  coal  are  required. 

The  yield  of  silver  amounts  to  li  to  2  per  cent,  more  than  indicated 
■by  the  assay. 

The  Avhole  process  is  complicated,  requiring  costly  plant  and 
expert  attendance,  and  the  zinc  is  obtained  in  a  form  in  which  it  sells 
for  less  than  metallic  zinc,  though  there  is  the  advantage  that  the 
;silver  yield  is  high. 

The  possibility  of  employing  the  process  depends  mainly  upon 
low  price  of  coal  and  the  disposal  of  the  basic  carbonate  at  a  fairly 
high  price. 

Owing  to  the  progress  made  with  the  distillation  process  of 
treating  the  rich  scum  subsequently  to  the  introduction  of  this 
ammonia  process  in  1878,  the  former  method  has  the  advantage  over 
the  latter  in  spite  of  its  higher  yield  of  silver. 

The  Extraction  of  the  Zinc  Oxide  with  Sulphuric  Acid 

This  process  was  introduced  by  Pfort  at  the  Lautenthal  works, 
and  is  a  much  simpler  method  than  the  one  just  considered.  It  can 
only,  however,  be  used  where  suljDhuric  acid  can  be  obtained  cheaply, 
and  where  a  market  can  be  found  for  the  zinc  sulphate  produced, 
— conditions  which  at  that  time  prevailed  at  Lautenthal. 

Dilute  sulphuric  acid  will  dissolve  out  zinc  from  the  mixture  of 
oxides  without  attacking  the  lead  oxide  or  the  silver,  and  it  also 
dissolves  zinc  from  any  undecomposed  zinc  scum  which  may  be 
present.  At  Lautenthal  (the  only  works  where  this  process  is  used) 
the  solution  of  the  zinc  oxide  is  effected  in  lead-lined  Avooden  vats 
with  sloping  bottoms,  the  sulphuric  acid  being  allowed  to  act  so  long 
as  it  dissolves  zinc  or  zinc  oxide.  The  solution  of  zinc  sulphate  is 
allowed  to  settle,  evaporated  in  pans  to  the  crystallising  point,  and 
then  run  into  crystallising  vats.  The  remaining  residue  is  washed, 
dried,  and  added  to  the  rich  lead  on  the  cupellation  hearth. 

The  Worl'ing  iip  of  the  Dczinciscel  Oxide 

The  oxide,  deprived  of  its  zinc  by  either  the  ammonia  or  the 
sulphuric  acid  process,  is  treated  in  each  case  in  the  same  way.  As 
soon  as  the  bath  of  rich  lead  on  the  hearth  of  a  German  cupellation 
furnace  has  been  deprived  of  its  impurities,  that  is,  when  yellow 
litharge  begins  to  form,  the  oxide  is  added  by  degrees  after 
interrupting  the  blast.  After  each  addition  the  molten  lead  oxide  on 
the  surface   of  the  bath  is  removed,  and  when  the  whole  has  been 
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added  the  cupellation  is  conducted  as  usual.  The  scum  raked  off 
from  the  surface  of  the  bath  {abzitg)  contained  0*06  per  cent,  of  silver 
when  the  author  was  at  Lautenthal,  and  was  added  to  the  ore 
smelting  charge.  When  the  oxide  was  added  directly  to  the  bath 
without  previous  extraction  of  the  zinc,  the  abzug  contained  (Jo  per 
cent,  of  silver,  and  the  whole  of  the  zinc  content  of  the  oxides. 

The  combined  Pattinson  and  Zinc  Desilverising  Processes 

The  two  processes  are  only  combined  with  the  object  of  separating 
the  bismuth  present  in  the  work-lead,  and  the  only  place  where  this 
is  carried  out  is  at  the  Muldener  Hittte  at  Freiberg.  The  lead  at 
these  works,  after  undergoing  the  liquation  and  refining  processes, 
contains  0'4  to  O'S  per  cent,  of  silver,  and  is  submitted  to  the  Pattinson 
process,  and  enriched  up  to  2  per  cent,  of  silver,  the  rich  lead 
carrying  with  it  the  bismuth.  This  rich  lead  is  then  cupelled,  and 
the  litharge  produced,  which  is  rich  in  bismuth,  is  worked  up  for  that 
metal  and  for  lead.  The  poor  lead  free  from  bismuth  is  treated  by 
the  zinc  process  to  further  desilverise  it. 

There  are  nine  pots  in  the  Pattinson  battery,  the  work-lead  being 
charged  into  the  third  or  fourth,  and  withdrawn  from  the  first  with  2 
per  cent,  of  silver,  the  poorer  lead  from  the  eighth  or  ninth  pot 
containing  0"1  per  cent,  of  silver,  and  it  is  this  poor  lead  which  is 
desilverised  by  zinc.  The  desilverising  is  conducted  in  cast-iron  pots, 
the  zinc  scums  are  liquated  in  small  pots  of  the  same  material,  and 
then  distilled  in  plumbago  crucibles,  whilst  the  poor  lead  is  deprived 
of  its  zinc  by  oxidation  in  a  reverberatory  furnace.  Details  of  these 
processes  have  already  been  given. 

Silver  and  Lead  Losses  in  the  Zinc  Process 

With  careful  working,  the  loss  of  lead  should  not  amount  to  more 
than  1  to  2  per  cent.,  the  loss  of  silver  depending  on  the  mode  of 
treatment  of  the  rich  scums.  If  the  distillation  method  is  used,  the 
yield  of  silver  should  be  that  given  by  assay,  whilst,  using  the 
method  of  dezincising  by  steam  and  dissolving  the  zinc  oxide,  the 
assay  figure  should  be  exceeded  (without  including  the  smelting 
remedy)  by  2  per  cent.,  giving  a  yield  of  102  per  cent. 

The  Production  of  a  Zinc-Silyer  Alloy  from  Work-Lead 

The  researches  of  Roessler  and  Edelmann  have  shown  that  it  is 
possible  to  obtain  the  greater  part  of  the  silver  content  of  Avork-lead 
in  the  form  of  a  zinc-silver  alloy. 
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If  in  desilverising  by  moans  of  zinc, the  oxidation  of  the  bath  of  metal 
can  be  prevented,  a  zinc  scum,  rich  in  silver  and  zinc,  is  produced 
from  which  the  adherent  lead  can  be  separated  for  the  most  part  by 
lic[uation.  To  obtain  such  a  zinc  scum  free  from  oxide  it  is  necessary 
to  add  a  small  proportion  (O'o  per  cent.)  of  aluminium  to  the  zinc 
used  for  desilverising,  the  aluminium  preventing  the  oxidation  of  the 
zinc  and  lead.  It  is  only  efficacious  however  in  this  respect  when 
the  work-lead  is  free  from  copper  and  arsenic,  and  both  these  bodies, 
if  present,  must  be  removed  before  desilverising.  If  copper  is 
only  present  in  small  amounts,  it  may  be  removed  by  the  addition  of 
a  small  quantity  of  zinc  to  the  bath  of  molten  metal.  Antimony,  as 
in  the  ordinary  zinc  process,  is  only  harmful  if  present  in  considerable 
amount. 

According  to  Roessler  and  Edelmann's  researches  the  action  of 
aluminium  is  prevented  by  the  presence  of  O'l  per  cent,  of  copper,  oxi- 
dation then  taking  place  ;  005  per  cent,  of  arsenic  acts  similarly,  whilst 
003  per  cent,  of  antimony  has  no  injurious  influence,  thoguh  the 
presence  of  1  per  cent,  of  antimony  renders  the  desilverising  very 
imperfect  and  necessitates  the  use  of  a  large  amount  of  zinc. 

The  following  description  is  given  by  the  authors  of  the  process  : — 

"  L  If  22  lbs.  of  zinc  containing  O'o  per  cent,  of  aluminium  are 
added  to  220  lbs.  of  lead  containing  51  ozs.  of  silver  and  the  mixture 
be  stirred  and  heated  to  500°C.,  about  8'3  lbs.  of  zinc  will  dissolve  in 
the  lead,  whilst  the  remaining  18'5  lbs.  separate  out,  and  carry,  dis- 
solved, almost  the  whole  of  the  silver.  If  in  order  to  separate  this 
argentiferous  zinc,  the  mass  be  allowed  to  cool  to  450°C.  about  11  lbs. 
of  zinc  will  collect  on  the  surface  in  the  fluid  state,  and  if  the  tem- 
perature is  eventually  lowered  to  350°  then  a  metallic  scum  forms  on 
the  surface,  containing  about  9  lbs.  of  zinc  and  the  last  portions  of 
the  silver. 

"  2.  To  220  lbs.  of  lead  with  the  same  amount  of  silver  only  3"3  lbs. 
of  aluminiferous  zinc  (h  per  cent.  Al)  were  added,  the  zinc  being  spread 
on  the  surface,  and  thoroughly  dissolved  in  the  lead  by  raising  the 
temperature  to  500°C.  and  carefully  stirring  the  mass.  If  now  it  be 
allowed  to  cool  gradually,  no  zinc  separates  out  in  the  molten  state, 
but  a  silver-zinc  alloy  rich  in  silver  and  infusible  at  this  temperature 
forms  on  the  surface  as  a  pasty  mass,  being  mixed  with  lead  and 
forming  about  10  per  cent,  by  weight  of  the  entire  charge,  containing 
all  ^he  silver  and  being  easily  separable  from  the  desilverised  lead 
below  it.  If  the  cooling  is  conducted  very  slowly,  the  sides  of  the 
vessel  being  often  sci'aped,  the  desilverising  is  very  complete,  and  it 
will  be  tound  that  the  first  scum  weighing  about  9  lbs.  is  very  rich  in 
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zinc  and  silver,  whilst  the  portion  collecting  later  on  and  weighing 
about  13  lbs.  consists  almost  entirely  of  lead  and  contains  little  silver 
or  zinc. 

"  3.  The  9  lbs.  of  first  dross  can  be  heated  at  once  in  an  iron  pot 
to  low  redness  (about  650°  C),  yielding  a  rich  zinc-silver  alloy  and  a 
liquated  lead  containing  some  silver.  If  the  liquated  lead  and  the 
other  scum  be  added  to  the  next  lot  of  metal  to  be  desilverised,  then 
at  each  operation  the  entire  silver  content  of  the  lead  is  obtained, 
alloyed  with  half  the  zinc,  the  other  half  of  the  zinc  remaining  in 
the  poor  lead.     The  alloy  contains  20  to  25  per  cent,  of  silver." 

These  observations  only  hold  good  in  the  case  of  pure  lead.  With 
commercial  leads,  the  presence  of  copper  and  arsenic,  as  already 
mentioned,  interferes  wath  the  action  of  the  aluminium,  and  large 
amounts  of  antimony  are  also  injurious.  These  bodies  must  conse- 
quently be  removed  before  desilverising,  small  amounts  of  copper  and 
arsenic  being  got  rid  of  by  stirring  a  little  zinc  into  the  molten  bath. 
The  inventors  further  state  : — 

"  4.  220  lbs.  of  lead  containing  0"15  per  cent,  of  silver,  0*3  per  cent, 
of  antimony,  Ol  per  cent,  of  copper,  and  0'05  per  cent,  of  arsenic  were 
purified  by  using  0-2  per  cent,  of  zinc,  very  little  silver  being  extracted, 
and  the  amount  of  copper  and  arsenic  being  reduced  to  one  quarter. 
The  desilverising  was  then  proceeded  with,  with  excellent  results, 
using  1"2  per  cent,  of  zinc,  and  about  11  lbs.  of  rich  scum  w^ere  obtained, 
capable  of  being  separated  into  1^  lbs.  of  alloy  and  9h  lbs.  of  liquated 
lead  and  also  about  15|  lbs.  of  second  scum,  the  lead  being  desilverised 
down  to  0*07  to  0*11  ozs.  per  ton. 

"  5.  Lead  containing  0"3  per  cent,  of  silver  required  1"4  per  cent,  of 
zinc  for  desilverising,  with  0"5  per  cent,  it  required  1'6  per  cent,  of 
zinc,  and  with  0'7  per  cent.,  1*8  per  cent,  of  zinc. 

"  The  alloys  weighed  26  to  oh  lbs.  and  contained  25  to  35  per  cent, 
of  silver.  The  principal  scum  weighed  22  to  33  lbs.,  the  second  one 
15|  lbs.,  and  the  liquated  lead  17^-  to  26i-  lbs.  In  order  to  dissolve 
up  all  the  zinc  the  temperature  at  the  beginning  in  these  cases  had  to 
be  raised  to  550°  to  600°  C." 

Very  little  more  zinc  is  thus  required,  when  aluminium  is  used, 
than  in  the  ordinary  zinc  process  of  desilverising.  In  conducting 
the  process  on  the  large  scale,  it  is  not  possible  to  convert  the  entire 
silver  content  of  the  work-lead  into  a  zinc-silver  alloy,  a  certain 
amount  of  it  being  retained  by  the  oxides  formed  during  the 
liquation  of  the  alloy.  In  separating  a  small  amount  of  copper 
by  means  of  a  preliminary  addition  of  zinc,  a  certain  amount  of 
silver  also  goes  into  the  so-called  copper  scums.     It  is,  consequently, 
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always  necessary  to  treat  these  bye  i^roducts  containing  zinc,  silver 
and  lead,  or  copper,  zinc,  silver  and  lead,  by  one  of  the  methods 
previously  described  for  the  treatment  of  the  rich  scums,  viz.,  the  dis- 
tillation process,  the  Flach  process,  or  by  decomposition  with  steam 
and  subsequent  treatment  either  with  ammonium  carbonate  solution  or 
sulphuric  acid.  The  amounts  of  oxidised  products  and  of  liquated 
lead  are  also  greater  when  the  process  is  worked  on  the  large  scale 
than  is  indicated  by  the  figures  just  given. 

At  present  (1894)  the  process  is  in  use  at  Hoboken  near  Antwerp 
and  at  Lautenthal  in  the  Harz. 

At  Hoboken,  where  work-lead  from  various  countries  is  desilverised, 
the  zinc  is  first  alloyed  with  aluminium  and  then  added  to  the  lead 
previously  freed  from  impurities,  the  stirring  being  done  in  the  same 
way  as  in  the  ordinary  zinc  process.  Two  argentiferous  alloys  are 
obtained,  the  first  scum  a  rich  silver-zinc  alloy  called  "  cream " 
(rahm)  and  the  second  scum  Qiawptabhulj)  very  rich  in  lead  and 
containing  the  remainder  of  the  silver. 

The  raJiin  constitutes  from  1  to  5  per  cent,  by  weight  of  the  work- 
lead  according  to  its  silver  content,  and  the  hauptahhuh  5  to  9  per 
cent.  The  consumption  of  zinc  varies  from  1'7  to  2 '8  per  cent,  of  the 
weight  of  the  work-lead  according  to  the  degree  of  purity  of  the  work- 
lead  and  its  content  of  silver.  The  consumption  of  coal,  including 
that  used  for  refining  the  desilverised  lead  in  the  pots,  amounts  to 
about  12  per  cent,  of  the  weight  of  the  work-lead. 

Both  the  scums  are  melted  together  and  liquated  in  cast-iron  pots 
similar  to  those  used  in  the  liquation  of  the  zinc  scums,  a  zinc-silver 
alloy,  dross  and  liquated  lead  being  the  products.  From  100  parts  of 
a  mixture  of  the  two  scums  liquated  together  in  quantities  propor- 
tionate to  the  amounts  in  which  they  were  produced  in  desilverising, 
from  9'7  to  13  per  cent,  of  zinc-silver  alloy  would  be  obtained,  8*7  to 
12*5  per  cent,  of  dross  and  76  to  77  per  cent,  of  liquated  lead,  the 
fuel  used  being  from  8  to  10  per  cent. 

The  zinc-silver  alloy  is  either  treated  electrolytically  or  else  treated 
with  sulphuric  acid  and  the  zinc  converted  into  sulphate.  The 
dross  is  distilled  in  retorts,  and  the  liquated  lead  goes  back  to 
the  desilverising  operation.  From  78  to  80  per  cent,  of  the  entire 
silver  content  of  the  work-lead  is  converted  into  the  zinc-silver  alloy. 

The  following  are  the  results  of  more  extended  working  at 
Hoboken  with  Spanish  lead  containing  49  ozs.  of  silver  per  ton. 
The  total  consumption  of  zinc  amounted  to  1*42  per  cent,  of  the 
weight  of  the  work-lead.  Of  this,  0*29  per  cent,  was  used  unalloyed 
with    aluminium,   for   the    purpose   of    extracting   the   copper    and 
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gold  in  the  lead,  the  remainder  being  alloyed  with  0"5  per  cent, 
of  aluminium  and  used  for  desilverising.  The  first  rich  scum 
{rahm)  formed  1"5  per  cent,  of  the  weight  of  the  work-lead  and 
the  second  scum  4"G  per  cent.  By  liquating  this  second  scum,  in 
addition  to  liquated  lead,  9'8  per  cent,  of  a  zinc-silver  alloy  containing 
20  per  cent,  of  silver  and  4  per  cent,  of  lead  was  obtained  and  2'5  per 
cent,  of  dross,  whilst  from  the  liquation  of  the  rahm  4  per  cent,  of 
alloy  with  1 2  per  cent,  of  silver  and  4  per  cent,  of  lead,  34  per  cent, 
of  dross  and  liquated  lead  were  obtained.  By  the  term  dross  is 
meant  the  oxidised  crust  separating  out  during  the  liquation  of 
the  alloy. 

The  following  are  the  products  from  a  hundred  parts  of  work- 
lead  : — 

90 "7  parts  refined  lead 


1-4     , 

liquated  scum 

2-9     ,, 

copper  scum 

3-9     , 

alMrich 

0-7     „ 

lead  dross 

0-6     ,.. 

alloys 

0-7     ,., 

dross  rich  in  silver 

And  the  silver  contained  in  the  lead  is  distributed  as  follows : — 

1"3  per  cent,  in  the  liquated  scum 
9  "9         ,.         ,,     ,,    copper  scum 
78'9         „         „     „    zinc-silver  alloys 
9'9         „         „     ,,    dross. 

In  the  desilverising  of  rich  Australian  work-lead  from  Broken 
Hill,  alloys  with  30  to  35  per  cent,  of  silver  were  produced. 

This  still  modern  process  has  the  advantage  of  obtaining  by  far 
the  greater  part  of  the  silver  as  a  zinc-silver  alloy  which  can  be 
treated  electrolyticaily,  thus  avoiding  the  costly  cupellation  process 
with  its  attendant  loss  of  silver.  The  amount  of  the  bye-products  is 
very  small  and  the  direct  yield  of  market  lead  is  very  high.  The 
favourable  returns  given  above  are  the  result  of  several  years'  working 
at  Hoboken,  where  the  zinc-silver  alloys  are  treated  both  by  electro- 
lytic methods  and  by  treatment  with  sulphuric  acid.  In  the  latter 
case  the  alloy  is  granulated  and  treated  with  the  acid  in  lead  towers, 
a  silver  slime  being  obtained  which  can  readily  be  fused.  The 
electrolytic  process  does  not  seem  to  possess  any  advantage  over  this 
method  of  separation. 

The  method  which  has  answered  best  hitherto  has  been  to  use 
cathodes  of  sheet  zinc  in  the  form  of  circular  discs,  which  can  be 
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rotated  on  their  axes  iu  such  a  way  that  half  of  the  disc  is  exposed 
and  the  other  half  immersed  in  the  solution. 

It  seems  likely  that  this  process  of  desilverisiug  with  zinc  con- 
taining aluminium  will  be  introduced  into  other  smelting  works. 

The  Cupellation  of  Argentiferous  Lead 

The  cupellation  of  argentiferous  lead  consists  of  an  oxidising 
melting  of  the  same  in  a  reverberatory  furnace.  By  this  process 
(Ger.  "  ahtreiben,  vertreiben,ox  treiben")  the  lead  is  converted  into  oxide^ 
which  is  withdrawn  from  the  furnace  in  a  molten  condition,  whilst 
the  silver  remains  after  all  the  lead  has  been  oxidised. 

The  oxidation  of  the  lead  is  effected  by  means  of  the  oxygen  of 
the  air,  this  acting  for  the  most  part  directly,  though  a  portion  of  the 
lead  may  be  oxidised  by  oxygen  acting  indirectly,  litharge  acting 
as  the  medium.  Litharge  possesses  the  property  of  absorbing  oxygen 
from  the  air  when  melted  in  contact  with  it,  and  it  gives  up  this 
oxygen  to  lead  and  other  oxidisable  metals. 

During  the  cupellation  the  temperature  must  be  maintained  at 
such  a  point  that  the  lead  oxide  is  thoroughly  fluid,  and  can  flow 
from  the  furnace  without  mechanically  enclosing  any  appreciable 
quantity  of  work-lead  or  silver. 

The  cupellation  process  can  be  conducted  in  three  ways  : — 
(L)  In   the  first  method   the  cupellation  is  only  carried  up  to  a 
certain  point  until  the  lead  contains  50  to  80  per  cent,  of  silver,  this 
enriched  alloy  being  then  cupelled  in  a  separate  furnace. 

(2.)  In  the  second  method  the  cupellation  is  carried  further  and 
an  impure  silver  (hlicksilhcr)  containing  about  10  per  cent,  of  other 
metals,  is  obtained.  When  hlicksilber  is  produced,  it  is  submitted 
to  further  cupellation  (fcinbrennen  or  rajffiniren)  and  converted  into 
fine  silver. 

(3.)  In  this  method  the  work-lead  or  the  previously  concentrated 
alloy  is  cupelled  directly  to  pure  silver  {feinsilber). 

The  various  impurities  present  in  the  lead  behave  during  the 
cupellation  in  much  the  same  way  as  in  the  refining  or  softening  of 
lead  in  reverberatory  furnaces.  During  the  inciting  of  the  lead, 
mechanically  mixed  impurities,  such  as  metallic  sulphides  and  slag, 
separate  completely,  and  most  of  the  copper,  cobalt  and  nickel  also 
separate.  The  other  metals  and  the  remainder  of  the  cobalt  and 
nickel  are  converted  into  oxides  by  the  action  of  the  oxygen  of  the 
air  on  the  bath,  zinc,  iron,  tin,  cobalt  and  nickel  being  the  most 
easily  oxidised.  Arsenic  and  antimony  require  a  much  longer  time 
for  their  oxidation,  and  bismuth  is  the  most  difficult  of  all  the  metals. 
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to  oxidise,  so  much  so  that  it  is  only  got  rid  of  in  the  last  portions 
of  the  litharge  produced  in  the  process,  and  a  minute  quantity  often 
remains  in  the  fine  silver  obtained. 

As  soon  as  the  formation  of  litharge  begins,  as  already  men- 
tioned, it  acts  as  an  oxidising  agent,  not  merely  owing  to  its  power 
of  dissolving  oxygen,  but  by  a  chemical  change,  whereby  its  com- 
bined oxygen  may  be  used  to  oxidise  any  copper  present  in  the 
bath,  the  litharge  being  reduced  to  metallic  lead.  This  oxidation 
of  copper  by  litharge,  in  wliich  the  usual  relations  between  lead  and 
copper  and  oxygen  are  reversed,  is  ascribed  to  the  action  of  mass,  and, 
in  fact,  only  a  small  proportion  of  copper  can  be  oxidised  by  a  large 
amount  of  litharge.  If  large  quantities  of  copper  are  present,  part  of 
it  remains  behind  with  the  silver,  and  lead  rich  in  copper  must 
therefore  be  liquated  before  cupellation  if  the  silver  is  desired  free 
from  copper. 

In  the  reverse  way,  lead  is  oxidised  by  cuprous  oxide  if  the  latter 
is  present  in  large  quantities  (Berthier). 

A  loss  of  silver  may  arise  owing  to  the  fact  that  the  litharge 
mechanically  encloses  small  particles  of  argentiferous  lead.  In  the 
first  period  of  the  cupellation  this  loss  is  so  slight  as  to  be  scarcely 
noticeable,  but  it  increases  as  the  bath  becomes  richer  in  silver  and 
reaches  its  highest  point  during  the  last  stage  of  the  process.  To 
what  extent  silver  itself  is  oxidised  during  the  process  and  taken  up 
by  the  litharge  is  a  question  which  has  not  been  satisfactorily  answered. 
At  all  events  argentiferous  litharge  can  be  deprived  of  its  silver 
by  prolonged  contact  with  lead  which  is  not  too  rich  in  silver ;  but 
whether  this  desilverising  of  the  litharge  is  merely  due  to  the  little 
particles  of  argentiferous  lead  in  it  uniting  with  the  rest  of  the  lead 
(as  when  the  residue  from  the  extraction  of  the  dross  formed  by 
treating  zinc  scums  by  steam  in  the  zinc  desilverising  process,  is 
added  to  the  cupellation  process),  or  whether  it  is  due  to  a  reduction 
of  some  silver  oxide,  has  not  been  settled.  Any  gold  present  in  the 
work-lead  remains  behind  with  the  silver,  only  minute  traces  being 
found  in  the  litharge. 

There  are  two  kinds  of  reverberatory  furnace  in  wdiich  the  process 
of  cupellation  is  conducted — the  German  and  the  English  furnace. 
The  German  furnace  possesses  a  fixed  hearth  which  forms  part  of 
the  furnace  and  is  capable  of  holding  a  large  charge  of  lead, 
whilst  the  English  furnace  has  a  movable  hearth  of  much  smaller 
capacity  than  the  German  one.  In  the  German  the  hood  or  portion 
covering  the  hearth  is  removable,  whilst  the  roof  of  the  English 
furnace  forms  an  integral  part  of  it.     The  methdl  of  working  is  also 
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different,  as  in  the  German  furnace  the  various  oxidised  scums  are 
withdrawn  in  separate  portions  {ab^iu/,  ahstrick  and  gldtte),  and  the 
lead  is  cupelled  either  with  or  without  a  previous  concentrating 
cupellatiou,  until  Uiehsilher  is  produced,  the  process  being  rarely 
carried  in  one  operation  as  far  as  fine  silver.  In  the  English  process 
the  various  oxides  are  not  separated  from  one  another,  and  the  work- 
lead  is  as  a  rule  first  submitted  to  a  special  concentrating  cupellation 
and  is  then  cupelled  for  fine  silver.  The  production  of  Uichsilbcr, 
which  is  the  rule  in  German  furnaces,  is  not  carried  out  in  English 
ones. 

The  German  furnace  is  used  chiefly  when  the  object  is  to  produce 
a  marketable  lithai'ge,  to  obtain  any  bismuth  present  in  the  later 
portions  of  the  litharge,  and  where  large  quantities  of  argentiferous 
ores  and  metallurgical  products  are  to  be  added  to  the  lead  bath  in 
the  furnace. 

The  English  furnace,  which  has  of    recent  years  been  variously 

mproved  in  American  works,  is  used  where  very  rich  lead  is  to  be 

cupelled,  in  which  case  the  litharge  is  too  rich  in  silver  to  allow  of  it 

being  sold,  and  in  such  cases  the  improved  English  furnace  is  to  be 

preferred  to  the  German  model. 

In  both  processes,  owing  to  the  comparatively  high  temperature 
which  is  necessary  in  order  to  melt  the  litharge,  a  considerable 
amount  of  lead  is  volatilised,  carrying  with  it  a  considerable  amount 
of  silver,  and  it  is  consequently  necessary  to  provide  the  cupellation 
furnace  with  some  arrangement  for  condensing  this  fume.  Usually 
extensive  flues  are  used  with  hanging  partitions  ^  or  occasionally  water 
condensers,  and  the  working  openings  of  the  furnace  are  usually 
provided  with  hoods  to  protect  the  workmen  from  the  fumes. 

Cupellation  in  the  German  Furnace 

The  German  furnace  is  a  reverberatory  furnace,  wdth  either 
circular,  square  or  oval  hearth.  The  material  of  which  the  latter  is 
composed  must  be  such  that  it  neither  exerts  any  reducing  action 
upon  the  lead  oxide  nor  is  fluxed  by  it,  and  it  must  not  crack  at  the 
temperature  employed.  Certain  kinds  of  marl  possess  these  properties, 
as  does  also  a  mixture  of  clay  and  limestone,  composed  of  one  measure 
of  clay  to  3  or  4  of  limestone.  Formerly,  lixiviated  and  calcined 
w^ood  ashes  Avere  used  as  the  hearth  material ;  but  this  material  was 
not  only  more  costly  than  marl,  but,  on  account  of  its  porosity,  it 
absorbed  a  large  amount  of  litharge  and  gave  rise  to  considerable  losses 
^  See  tlie  author's  General  Metalhmjy. 
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of  lead  and  silver  ^vheD  the  broken-up   hearth  had  to  be    smelted. 
For  these  reasons  it  is  no  longer  used. 

The  natural  marl  used  at  the  smelting  works  in  the  Harz  is 
found  in  the  chalk  (gault)  near  Langelsheim,  and  is  a  mixture  of 
<3alcium  carbonate  and  clay,  containing  : — 

65  to  66  per  cent,  of  Calcium  carbonate 
5  to    7  ,,  Alumina 


21  to  24 

Silica 

3  to    5 

„          Oxide  of  iron 

1  to    2 

,,          Mao-nesium  carbonate 

Natural  marls  poor  in  lime  receive  an  addition  of  limestone, 
whilst,  if  poor  in  clay,  that  material  is  added  to  them  in  the  requisite 
quantity.  If  the  marl  contains  too  much  clay  it  cracks  readily,  and  if 
too  much  calcium  carbonate  is  present,  the  hearth  becomes  too 
porous  and  is  liable  to  lift  on  heating. 

The  marl  is  first  stamped  to  powder  and  sieved,  and  is  then 
mixed  with  such  a  quantity  of  water  that  it  can  be  pressed  into  balk 
by  the  hand  without  actually  feeling  damp.  It  is  stamped  on  to 
the  floor  of  the  hearth  until  it  will  not  take  the  imprint  of  the  finger, 
the  exact  degree  of  solidity  being  of  great  importance,  a  too  compact 
hearth  easily  cracking,  whilst  a  too  porous  one  absorbs  too  much 
litharge. 

The  hearth  is  usually  stamped  down  on  a  layer  of  fire-resisting 
material,  resting  in  its  turn  on  a  bed  of  bricks  or  slaof.  This  under 
layer  is  supported  by  masonry,  below  which  is  the  furnace  foundation. 
In  this  and  in  the  other  masonry  of  the  furnace  are  cross  channels  for 
conducting  away  any  moisture.  The  thickness  of  the  marl  hearth  is 
about  8  inches,  but  it  is  made  rather  thicker  at  the  edges,  and  at  the 
working  opening  (gldUloch).  The  litharge  flows  over  the  bottom  of 
this  opening,  which  is  made  from  the  material  of  the  hearth  with  a 
channel  cut  in  it  through  which  the  lithars^e  flows.  As  the  level  of 
the  molten  metal  is  gradually  reduced,  this  channel  is  deepened  by 
scraj^ing  it  out,  in  order  that  the  litharge  can  still  flow  away.  In 
order  to  prevent  the  litharge  soaking  through  and  finding  its  way  to 
the  brick  or  slag  bottom,  the  marl  hearth  has  at  times  been  built  up  in 
an  iron  pan,  but  this  iron  dish  is  not  in  general  use.  After  the  hearth 
has  been  stamped  down,  a  circular  depression  about  three  quarters  of 
an  inch  deep  is  cut  out  {hJicksimr),  the  size  depending  upon  the 
amount  of  hlicksilbcr  that  is  to  be  collected,  with  the  object  of 
facilitating  the  collecting  of  the  latter. 

The  cover  of  the  hearth  is  in  the  shape  of  a  flat   dome,  and  is  so 
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arranged  that  it  can  be  removed  by  means  of  a  crane  fixed  to  the  side 
walls  of  the  furnace.  By  the  removal  of  this  cover  the  cooling  of  the 
hearth  is  facilitated,  and,  as  after  each  cupellation  a  fresh  hearth  must 
be  made,  the  breaking  up  of  the  old  one  is  more  easily  effected. 
Formerly  the  hearth  cover  was  composed  entirely  of  iron  plate,  having 
a  clay  lining  held  up  by  iron  spirals  fastened  all  over  the  iron  cover, 
but  at  present  it  is  constructed  of  a  wrought-iron  frame  lined  with 
firebrick.  The  furnace  is  heated  either  Avith  bituminous  coal,  brown 
coal,  wood  or  peat,  gas  firing  having  onl}'^  been  tried  experimentally. 
If  a  coal  fire  is  used  the  grate  is  generally  closed,  and  a  blast  injected 
below  it. 

From  one  to  three  tuyeres  are  used  for  the  admission  of  the  blast 
over  the  surface  of  the  bath,  and  these  are  usually  provided  at  the 
nozzles  with  means  of  adjustment,  by  which  the  air  can  be  directed 
so  as  to  strike  the  bath  at  the  proper  angle.  The  tuyeres  are  so 
inclined  to  each  other  that  the  blast  meets  in  the  centre  of  the  bath. 
They  are  placed  somewhat  obliquely  opposite  the  litharge  outlet,  so- 
that  the  outflowing  litharge  shall  not  be  too  rich  in  silver.  The 
cupellation  furnaces  hold  from  5  to  30  tons  of  work-lead. 

As  types  of  the  various  forms  of  this  furnace,  the  older  and  newer 
ones  at  Lautenthal,  and  the  large  furnaces  at  Przibram  and  Freiberg 
are  given  below. 

The  old  Lautenthal  furnace  is  shown  in  Figs.  8G7  and  808  ;  r  is  the 
grate  with  blast  pipe  v)  below,  m  is  the  hearth  chamber,  /  the  flue 
divided  by  fireclay  partitions  into  several  openings,  and  n  the  movable 
cover.  The  marl  hearth  i,  rests  upon  a  layer  of  firebrick,  and  the 
latter  on  the  masonry,  z,  which  is  kept  dry  by  two  intersecting  channels 
in  it.  The  tuyeres  are  laid  in  the  openings  x,  and  the  litharge  formed 
on  the  surface  of  the  bath  by  the  action  of  this  blast  is  drawn  off 
through  a  channel  cut  in  the  bottom  of  the  litharge  outlet  g.  A  hood 
to  protect  the  worker  from  the  fumes  is  placed  over  this  outlet,  and 
is  connected  by  means  of  the  sheet-iron  pipe  ^  to  the  flue.  The  charge 
for  this  furnace  amounts  to  10  tons  of  work-lead. 

The  newer  furnace  at  Lautenthal  is  arranged  as  shown  in  Figs. 
369  to  374,  Figs.  375  and  376  showing  the  construction  of  the  firebrick 
cover,  the  adjacent  bricks  being  bound  together  by  iron  pins,  h.  The 
charge  for  this  furnace  is  10  or  11  tons  of  work -lead. 

The  large  furnace  of  Przibram,  designed  by  Czermak,  is  illustrated 
by  Figs.  377  to  380.  It  was  at  first  fired  by  gas,  but  was  afterwards 
altered  to  burn  coal.  The  hearth  is  square,  with  rounded  corners  ;  ?>,  5 
are  the  grates  with  blast  below  them,  air  being  conveyed  by  the  pipes  Z*. 
The  flames  from  the  grate  pass  along  the  channel  c  into  the  hearth 
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chamber,  and  the  waste  gases  pass  along  the  flues  d,  d,  int(j  the 
vertical  passages  e,  e,  c,  and  thence  through  the  dust  collectors,  into  the 
chimney.     The  firing  can  be  regulated  by  the  damper/.     The  marl 
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Fig.  36S. 


hearth,  n,  composed  of  3  parts  limestone  and  1  of  clay,  rests  on  an 
under  hearth  of  solidly  stamped  marl,  the  latter  supported  by  masonry, 
having  channels  as  shown  in   the  figure  to  secure  it  against  damp ; 
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i  is  the  cover,  a,  a,  a  are  openings  for  the  introduction  of  the  three 
tuyeres,  and  h  is  the  litharge  outlet.  This  can  be  closed  by  a  sliding 
door.  0,  in  order  to  protect  the  workmen  from  the  lead  fume,  and  the 


Fig.  309. 
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litharge  is  tapped  periodically  by  removing  a  clay  plug  from  the 
litharoe  outlet,  and  allowing  it  to  run  out.  The  circular  depression, 
g,  (biicksjyur)  is  for  the  collection  of  the  silver  {Uichsilher)  at  the  con- 
clusion of  the  operation. 


fie  Roas  and  Flues 
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Fig.  373. 
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Section  O-h 


Fig.  374. 


SECTION  J^\X   THROUGH  ah 


Figs.  375  and  376. 
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The  charge  in  this  furnace  amounts  to  22"5  to  25  tons  of  work-lead 
and  this  largfe  furnace  is  found  to  give  better  results  than  the  smaller 
one  at  Pi'zibram. 

The  large  cupellation  hearth,  designed  by  Plattner  and  in  use  at 
Freiberg,  is  shown  in  Figs.  381  to  386.     It  is  an  oblong  furnace  with 
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Fig.  378. 


elliptical  hearth,  a  being  the  firegrate,  the  air  for  combustion  being 
introduced  below  by  the  pipe  c;  tv  is  the  firebridge,  built  hollow  so  as 
to  allow  of  air  cooling.  The  marl  hearth,  z,  is  composed  of  a  mixture 
of  three  parts  of  Meissen  clny  and  two  parts  Silesian  marl.  Below  this 
is  a  layer  of  firebrick,  and  under  this  a  bed  of  slag,  x,  resting  on 
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Figs.  3S1— 3SC. 
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masonry.  The  foundation  plate,  c,  is  of  cast  iron,  and  below  this 
are  channels  to  keep  the  foundations  dry.  The  pipe,  d,  conveys  the 
blast  for  oxidation  to  the  tuyeres  placed  at  the  two  corners  of  the 
furnace,  y,y;  h  is  the  litharge  outlet,  -i,  i  the  doors  for  the  introduction 
of  the  lead,  and  v  is  the  crane  for  removing  the  hearth  cover.  The 
chief  dimensions  of  the  furnace  are  as  follows : — length  of  hearth 
13ft.  liin.,  breadth  8ft.  8in.,  length  of  firebridge  6ft.  7in.,  breadth 
29iin.,  height  above  grate  Sin.,  height  above  lowest  point  of  hearth 
16in.,  length  of  grate  6ft.  7in.,  breadth  2ft.,  distance  between  the  two 
tuyeres  8ft.  2in.,  distance  between  hearth  and  cover  31|in,,  breadth  of 
litharge  outlet  35^in.,  height  of  same  above  the  hearth  bottom  Soiin. 
The  waste  gases  pass  through  the  litharge  outlet,  and  pass  along  a  flue 
into  the  dust  chamber.  This  furnace  is  used  for  concentrating  the  rich 
lead  up  to  a  certain  point  (80  per  cent,  silver),  and,  owing  to  the  great 
length  of  the  hearth,  it  is  difficult  to  maintain  the  requisite  tem- 
perature towards  the  end  of  the  process.  From  50  to  60  tons  of  work- 
lead  are  enriched  up  to  80  per  cent,  of  silver  in  a  campaign  of  7  to 
10  days. 

The  Process 

After  the  hearth  has  been  stamped  in,  the  charging  of  the 
furnace  with  work-lead  begins.  The  amount  of  work-lead  to  be 
cupelled  is  either  just  sufficient  to  fill  the  hearth  or  else  is  more  than 
sufficient ;  and  in  this  latter  case,  after  the  cupellation  has  gone  on 
for  some  time  and  the  level  of  the  bath  sinks  so  that  litharge  no 
longer  flows  out,  a  quantity  of  lead  equivalent  to  that  which  has  been 
oxidised  is  again  charged  in.  This  is  repeated,  fresh  additions  of  lead 
being  made  until  the  whole  has  been  introduced.  The  added  lead 
must  be  pure,  otherwise  the  impurities  which  in  the  first  charge  were 
removed  with  the  first  scum,  would  collect  in  the  litharge  and  render 
it  unsaleable.  If  a  marketable  litharge  is  to  be  made,  impure  leads 
must  therefore  be  refined  beforehand. 

After  the  charge  is  introduced,  the  hearth  cover  is  placed  in 
position  and  the  melting  down  of  the  lead  is  begun. 

The  lead  is  melted  very  slowly,  in  order  that  any  mechanically 
contained  impurities  may  have  an  opportunity  of  separating.  These 
impurities  consist  of  metallic  sulphides,  and  the  greater  part  of  the 
copper  contained  in  the  lead,  as  well  as  other  easily  oxidisable  consti- 
tuents, and  separate  as  a  dark  coloured  imperfectly  fluid  mass,  which 
can  easily  be  raked  off  the  surface  with  a  faggot  of  wood  stuck  on  the 
end  of  an  iron  rod.     This  product,  known  as  dbzug,  is  only  formed 
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when  very  impure  lead  is  being  worked,  and  is  afterwards  smelted, 
yielding  work-lead  and  matte. 

After  the  separation  of  the  ahzug,  the  blast  is  turned  on,  and  any 
antimony  and  arsenic  present  are  oxidised  with  the  production  of 
arseniate  and  antimoniate  of  lead,  which,  together  with  some  litharge, 
form  a  viscid  dark-coloured  scum  known  as  ahstrich. 

This  ahstrich  is  raked  off  as  formed  and  afterwards  smelted 
separately  for  hard  lead.  A  high  proportion  of  antimony,  needing 
much  time  for  its  removal,  greatly  retards  cupeilation,  as  no  litharge 
forms  until  the  antimony  has  been  got  rid  of.  The  later  portions  of 
the  ahstrich  contain  a  large  admixture  of  litharge ;  and  after  the 
ahstrich  has  ceased  to  form,  pure  litharge  {gldttc)  begins  to  be  pro- 
duced, and  this  continues  until  the  end  of  the  cupeilation  when  the 
blicksilber  is  left. 

As  soon  as  the  ahzug  has  been  separated,  bubbles  of  gas  are  given 
off  from  the  surface  of  the  lead,  and  this  appearance  (heerddrang) 
continues  during  the  whole  litharge  period.  It  is  chiefly  due  to 
steam  given  ofif  from  the  hearth,  and  in  a  less  degree  to  carbon 
dioxide  due  to  the  action  of  heat  and  of  lead  oxide  upon  the  calcium 
carbonate  in  the  material  of  the  hearth. 

The  molten  litharge  is  drawn  off  through  the  channel  formed  at 
the  bottom  of  the  litharge  outlet  by  means  of  a  rabble  {gldtthakcn) , 
the  action  of  the  blast  tending  to  carry  it  towards  this  outlet,  the 
channel  being  deepened  as  the  cupeilation  proceeds.  In  order  to 
diminish  the  loss  of  lead  by  volatilisation  the  operation  is  so  con- 
ducted that  the  bath  of  metal  is  kept  covered  with  litharge  for  a  space 
of  from  12  to  19|-  inches  from  its  edge,  and  so  that  the  litharge  ceases 
to  flow  as  soon  as  the  blast  is  turned  off.  At  some  works  the  litharge 
is  allowed  to  completely  cover  the  bath  of  metal,  and  is  only  tapped 
periodically.  The  furnace  temperature  also  must  be  carefully 
regulated  so  as  to  avoid  loss  by  excessive  volatilisation,  though,  as  the 
lead  becomes  richer  in  silver  and  less  fusible,  and  the  space  above  it 
becomes  greater,  both  the  quantity  and  pressure  of  the  blast  must  be 
increased. 

The  amount  of  blast  in  a  circular  furnace  of  8  feet  diameter,  at 
the  commencement  of  the  process,  is  from  106  to  143  cubic  feet  per 
minute,  and  afterwards  211  to  282  cubic  feet,  whilst  the  pressure 
varies  from  f  to  1  inch  of  mercury. 

The  first-formed  litharge  jDossesses  a  dark  green  or  brown  colour, 
and  is  impure  owing  to  the  presence  of  various  elements,  but  particu- 
larly of  the  last  portions  of  the  antimony  and  copper,  and  is  known  as 
" /bo;^ "  litharge  {fussgldtte)  or  "hlack"  or  "wild"   litharge  (schtoarze 
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glcttte,  wilde  gldtte).  It  is  not  marketable  even  when  poor  lead  is 
being  treated,  and  is  smelted  for  work-lead. 

The  litharge  which  forms  next,  when  rich  lead  such  as  that 
obtained  by  the  zinc  process  is  being  cupelled,  is  rich  in  silver,  and  is 
consequently  also  smelted  for  work-lead,  being  either  added  to  the 
ore  or  matte  smelting  process  or  worked  up  alone. 

If  the  lead  undergoing  cupellation  is  poor,  the  litharge,  with  the 
exception  of  the  latter  portions,  is  also  poor  in  silver,  and  is  either 
sold  as  such,  or  is  smelted  for  market  lead  either  alone  or  with  other 
lead  bye-products  poor  in  silver. 

The  litharge,  whether  poor  or  rich  in  silver,  may  have  a  yellow  or 
red  colour  though  presenting  no  differences  whatever  in  chemical 
composition.  The  yellow  form,  known  as  silver  litharge,  is  pror 
duced  when  molten  litharge  is  quickly  cooled,  as  when,  for  instance, 
it  is  allowed  to  flow  from  the  furnace  on  to  an  iron  plate  and  is  then 
cooled  by  water. 

The  red  or  gold  litharge  is  produced  by  slow  cooling  when,  for 
instance,  large  masses  of  molten  litharge  slowly  solidify,  this  being 
attained  by  allowing  the  litharge  to  flow  into  large  receivers  placed 
in  front  of  the  litharge  outlet  of  the  hearth.  The  masses  obtained  in 
this  way  break  up  on  cooling,  forming  after  a  little  time  an  easily 
disintegrated  friable  mass  of  small  red  scales  or  flakes.  This 
disintegration  is  due  to  the  absorption  of  oxygen  from  the  air  by  the 
molten  litharge,  the  gas  being  again  given  out  on  cooling. 

The  yellow  litharge  is  "freshened,"  that  is,  reduced  to  metallic 
lead,  whilst  the  red  variety,  if  from  the  cupellation  of  poor  lead,  is 
broken  up  and  sieved,  and  sent  to  market. 

The  latter  portions  of  the  litharge,  even  in  the  cupellation  of  lead 
poor  in  silver,  are  argentiferous  and  are  therefore  smelted  for  work- 
lead  or  else  used  as  a  leading  material  for  silver  ores  or  argentiferous 
smelting  products. 

In  the  cupellation  of  lead  containing  bismuth,  the  latter  portions 
of  the  lithaige  are  found  to  contain  tha,t  metal,  and  they  are 
'' freshened"  with  the  production  of  a  lead  rich  in  bismuth.  On 
cupeUing  the  latter,  a  litharge  still  richer  in  bismuth  oxide  is  obtained, 
and  this  is  worked  up  for  the  metal  or  its  salts  in  the  wet  way. 

Towards  the  end  of  the  cupellation  the  last  portions  of  the 
litharge  collect  together  in  the  form  of  coloured  rings  {gldttaugen) 
and  this  appearance,  which  precedes  the  brightening,  is  known  as  the 
"flowering"  (hhcmen)  of  the  silver.  The  appearance  is  due  to  the  fact 
that  the  layer  of  litharge  is  not  sufiicient  to  completely  cover  the 
surface  of  the  silver,  and  forms  a  sort  of  network  over  it,  through 
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which  the  bright  metallic  surface  can  be  seen.  At  the  end  of  the 
operation  this  litharge  finds  its  way  to  the  edges  of  the  bath, 
leaving  the  bright  surface  with  a  mirror-like  appearance,  and  this 
last  stage  is  called  the  hrightcning  or  Uichen  of  the  silver. 

The  hlicl'silher  obtained  in  this  way  still  contains  from  5  to  10 
per  cent,  of  impurity  consisting  of  lead,  bismuth  or  copper.  In  most 
works  after  it  has  solidified,  it  is  cooled  with  water,  withdrawn  from 
the  furnace,  broken  into  jiieces  and  submitted  afresh  to  the 
cupellation  process  in  a  different  furnace,  this  refining  operation 
being  known  as  fine-burning  (feinhrennen). 

In  some  places  the  refining  operation  is  conducted  in  the 
same  furnace,  necessitating  the  employment  of  a  much  higher 
temperature  than  in  the  previous  cupellation. 

In  order  to  separate  copper  from  the  hlicksilhcr,  lead  is  added  to 
it  whilst  in  the  furnace,  and  the  process  of  cupellation  is  continued, 
the  copper  being  oxidised  and  carried  off  with  the  litharge. 

If  the  cupellation  is  not  to  be  carried  as  far  as  the  brightening 
stage,  it  is  interrupted  when  the  lead  has  been  sufficiently  enriched 
(up  to  40  to  80  per  cent,  of  silver).  This  enriched  lead  is  then  ladled 
or  tapped  out  of  the  furnace  and  recupelled  either  for  hlichsilher  or 
directly  to  fine  silver.  This  enriching  of  the  lead  is  called  cupellation 
to  "  schwarzblich"  the  enriched  alloy  being  called  " sclmvarzblick  "  or 
"  hlcileder,"  and  the  method  is  principally  used  when  the  object 
is  to  obtain  the  bismuth  contained  in  the  lead,  as  at  Freiberg. 

In  this  method  of  enriching,  a  part  of  the  lead  is  subsequently 
charged  ;  these  additions  begin  when  litharge  commences  to  form. 

The  top  portions  of  the  marl  hearth  absorb  considerable  amounts 
of  litharge,  and  where  bismuth  is  present  it  collects  chiefly  in 
those  portions  lying  nearest  the  hlichsilher.  The  portions  of  the 
hearth  saturated  with  litharge  are  broken  up  after  each  cupellation, 
iind  either  used  as  a  leading  material  in  the  smelting  of  silver 
ores,  or  else  they  are  smelted  alone  for  work-lead.  The  portions 
rich  in  bismuth  are  worked  up  in  the  same  way  as  the  litharge 
which  contains  bismuth.  The  hearth  is  broken  up  after  the  furnace 
has  cooled  down,  and  after  the  grains  and  pieces  of  silver  embedded 
in  the  hearth  have  been  picked  out.  The  portions  of  the  hearth  free 
from  litharge  are  used  again  in  the  preparation  of  the  next  hearth. 

There  is  a  considerable  loss  of  lead  in  cupellation  and  a  smaller 
loss  of  silver.  The  lead  loss  is  either  direct  or  indirect,  the  direct 
loss  being  partly  caused  by  volatilisation  owing  to  the  comparatively 
high  temperature,  and  partly  by  the  fact  that  the  litharge  carries 
away  particles  of  lead.     The  indirect  loss  is  that  which  takes  place 
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during  the  smelting  of  tlie  litharge  and  the  litharge-soaked  hearth, 
when  part  of  the  lead  is  lost  in  the  slag.  The  volatilisation  loss 
increases  with  the  temperature,  whilst  if  the  cupellation  be  conducted 
more  slowly  and  at  a  lower  temperature,  the  loss  owing  to  particles 
of  lead  being  carried  away  by  the  litharge  becomes  greater.  The 
total  loss  of  lead  varies  from  3  to  8  per  cent,  of  the  weight  of  the 
lead  cupelled. 

The  loss  of  silver  is  partly  due  to  volatilisation  and  partly  to 
losses  in  the  smelting  of  the  litharge  and  hearth,  whereby  a  portion  of 
the  silver  goes  into  the  slag.  The  total  silver  loss  is  less  than  1  per 
cent,  and  usually  below  0*5  per  cent. 

The  time  taken  in  the  cupellation  process  varies  according  to 
the  weight  of  the  charge  and  the  character  and  amount  of  the 
impurities  contained  in  it  from  20  to  300  hours,  the  presence  of 
antimony  in  particular  much  prolonging  the  process. 

The  coal  consumption  amounts  to  from  20  to  30  per  cent,  of  the 
weight  of  the  lead,  varying  with  the  purity  of  the  lead  and  the  type 
of  furnace  used. 

The  products  of  the  operation  are  — Blichsilber  or  fine  silver, 
scums  {abzug,  dbstrich),  litharge  and  hearth  (that  is,  litharge-saturated 
hearth). 

The  hlicksilher  contains  from  5  to  10  per  cent,  of  foreign  metals,  the 
composition  of  three  samples  being  given  below  : — 


„    .,                               T,    .,                              Wyandotte 
Przibrara.                      Freiberg,                      (Michigan). 

Silver 

95                        92-18                       98-691 
5                          4-21                         1-09 

—  2-104                       0-117 

—  0-6                           0  004 

—  —                          0-09 

—  —                          0-0058 

—  —                          0-0023 

Lead 

Copper   

Nickel  and  Cobalt  .... 

Iron 

Bismutli 

Gold 

The  abzug  varies  in  composition  chiefly  as  regards  the  copper  and 
metallic  sulphides  it  contains.  Abzug  from  Pontgibaud  had  the 
following  composition  : — 


Lead  monoxide  . 
Cupric  oxide  . 
Ferric  oxide    . 
Zinc  oxide 
Antimony  oxide 
Sulphur 
Lead      ... 


Sample  1, 

Sample  2. 

37-9 

56-2 

5-0 

1-2 

5-8 

5-7 

5-4 

4-9 

5-2 

0-5 

7-3 

— 

34-9 

24-4 
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Samples  of  ahstrich  from  three  localities  gave  the  following  results 
on  analysis  : — 


Freiberg. 


Altenau. 


Kapnik  (Hungary). 


Lead  monoxide     .    . 

Cupric  oxide 

Ferric  oxide      

Zinc  oxide 

Antimony  oxide  (Sb^Og) 

Arsenious  oxide   .    .    .    . 

Sulphur      

Lead   ........ 


95-5 
0-5 
0-3 
1-1 

2-3 


67-13 

traces 

0-38 
31-1 

2-23 


53-28 
0-05 
0-58 

42-9 
2-34 
0-07 
0^45 


The  composition  of  three  samples  of  litharge  (bleigldtte)  is  given 
below  : — 


Lead  monoxide 

Cupric  oxide 

Ferric  oxide 

Zinc  oxide 

Silver  oxide 

Antimonic  and  Arsenic  oxides. 

Lime 

Alumina 

Carbon  dioxide 

Silica 


Freiberg. 

Clausthal. 

Przibram. 

96-21 

99-69 

97-88 

0-82 

0-04 

0-24 

0-41 

traces 

traces 

1-31 

— 



0-003 

— 

0-002 

1-21 

— 

traces 

— 

— 

0-24 

— 

— 

0-07 

— 

— 

0-1 

— 

— 

0-66 

The  amount  of  silver  in  the  litharge  is  dependent  upon  the 
amount  in  the  work-lead,  and  with  rich  varieties  it  is  seldom  less  than 
0-02  or  003  per  cent. 

The  composition  of  a  sample  of  the  litharge-soaked  hearth  from 
the  Przibram  furnaces  was  found  to  be  as  follows : — 


Lead  monoxide  .  .  .  6SSG 
Cupric  oxide  .  .  .  O'OT 
Antimony  oxide  (SbgO^)  0-53 
Silver  oxide  .  .  .  .  0'17 
Alumina 2-12 


Ferric  oxide 0"3 

Calcium  carbonate        .     .  24-1 

Silica 2-97 

Sulphuric  anhydride    .     .     0'04 


Here  again  the  amount  of  silver  present  depends  upon  the 
richness  of  the  cupelled  lead,  varying  in  the  Upper  Harz  from  003  to 
0-2  per  cent. 

The  cupellation  process  is  conducted  either  by  (a)  placing  the 
entire  quantity  of  work-lead  in  the  furnace  at  the  beginning  of  the 
operation  {treihen  ohne  Nachsetzen)  or  else  {h)  only  a  portion  of  the  lead 
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is  put  in  and  the  rest  added  at  intervals  as  the  lead  becomes 
oxidised  {mit  Nachsetzen) ;  details  of  both  these  processes  will  be 
found  below. 

{a)  CuPELLATiox  WITHOUT  ADDITIONS  OF  Lead  {ohne 
Nachsetzen) 

At  the  Rothenbach  works  near  Mlisen,  in  the  Siegen  district,  25^ 
tons  of  work-lead  rich  in  antimony  are  placed  in  a  furnace,  the  hearth  of 
which  is  10  feet  3  inches  in  diameter,  and  this  is  cupelled  for  hlicksilber 
in  300  hours.  Of  this  period  3  hours  are  occupied  in  charging,  24  to 
27  hours  in  melting,  the  ahzug  period  lasts  9  hours,  the  ahstrieh  for- 
mation goes  on  for  144  hours,  and  the  production  of  litharge  for 
117  hours.  The  fuel  used  is  wood,  of  which  21  cubic  feet  are  used 
for  every  5  tons  of  work-lead.  From  every  100  parts  of  work-lead 
7'6  parts  of  ahzug,  21  parts  of  ahstrieh,  52  parts  of  impure  litharge,  30 
parts  of  "silver"  and  "gold"  litharge  containing  0'004  to  0'006  per 
cent,  of  silver,  and  0"28  parts  of  hlicksilber  are  produced.  The  "  silver  " 
and  "  gold  "  litharofe  are  sent  to  market. 

At  the  Lautenthal  works  6  tons  of  rich  work-lead  from  the  zinc 
desiiverising  process  are  charged  into  the  furnace  previously  described 
(page  570).  After  the  litharge  period  commences,  a  mixture  of  lead 
oxide  and  shots  of  lead  is  added  to  the  bath  (eingetranld) ,  and  the 
whole  process,  including  this  operation,  lasts  32  hours.  For  each 
operation  14  to  15  cwt.  of  coal  are  used,  and  12  to  15  score  bundles  of 
faggots.     One  workman  and  one  fireman  are  required  for  each  shift. 

At  the  Clausthal  works  impure  work-lead  from  matte  smelting 
with  the  following  average  composition  is  cupelled  :— 

Bismuth     .  0-00301  per  cent.  Zinc     ....     0-0012  per  cent. 

Copper       .  0-502  „  Nickel.     .     .     .     0-00504     „ 

Antimony  .  0-8278         „  Silver  ....     0-353  „ 

Iron  .     .     .  0-0018         „  Lead    ....  98-30615     „ 

The  hearth  is  8  feet  3  inches  in  diameter,  and  the  charge  of  10 
tons  of  work-lead  requires  36  hours  to  work  off.  Of  this  time 
2  hours  are  used  for  forming  the  hearth  and  charging,  2  hours  for 
melting  and  drawing  off  the  ahzug,  the  ahstrieh  period  lasting  4 
hours,  and  the  litharge  period  28  hours.  Each  cupellation  requires 
on  an  average  200  bundles  of  wood  (faggots)  and  1-3  to  1*4  tons 
of  coal,  and  from  10  tons  of  work-lead  the  yields  are  37  lbs.  of  hlick- 
silher,  8-6  tons  of  litharge,  containing  0-005  per  cent,  of  silver,  h  ton 
of  ahzug  and  ahstrieh,  and  about  1-8  tons  of  hearth,  impregnated  with 


584 


METALLURGY 


litharge.     D living  each  12-houiiy  shift  the  services  of  one  workman 
and  one  fireman  are  required. 

At  Altenau  and  also  at  Andreasberg,  additions  of  argentiferous 
metaUurgical  products  and  rich  silver  ores  are  made  during  the 
cupellation.  The  duration  of  the  operation  with  10  to  12  tons  of 
work-lead  varies  according  to  the  amount  of  the  materials  added 
from  24  to  36  hours,  and  the  amounts  of  the  various  products  from 
both  works,  taken  over  a  long  working  period,  are  as  follows  : — 

Altenau 


silver  slimes  (from  the  electro- 
lytic process  and  sulphuric 
acid  extraction), 

foreign  ores. 

ahzug  from  a  former  operation. 

rich    oxide    (from    the    treat- 
ment of  the  rich  scums  with 
steam). 
189  tons  coal. 
8103  fao^gots  of  wood. 


Charge   .     .     . 

1749-2 

Materials  added 

:        2-5 

{eingetrdiikt) 

J) 

5-604 

» 

10-05 

5> 

9-2 

Fuel  consumption 
Hearth  material 


4633  cubic  feet  of  marl. 
850  cubic  feet  of  clay  slate. 

Andreasberg 


Charge 23124  tons    work-lead. 


Materials  added 
{eingetrdnht) 


7-3     „     tons  of  ore. 
1-21  „     slag  from  fine  cupellation. 
1-6      ,,     rich  oxides  (from  the  treat- 
ment of  rich  scum  with 
steam). 
6-38  ,,     metallurgical  bye-products. 
317-1     „     of  coal. 
485     cubic  yards  of  wood. 
212     tons  of  marl. 
„  „  3,000     cubic  feet  of  clay  slate. 

The  labour  required  is  the  same  as  for  the  Lautenthal  and  Claus- 
thal  furnaces. 

At  Hoboken,  near  Antwerp,  tlie  cupellation  furnace  is  similar  to  the 
later  form  of  Lautenthal  furnace,  which  has  already  been  described,  and 
the  charge  consists  of  10  tons  of  work-lead.  To  this  is  added  from 
60  to  100  per  cent,  of  its  weight  of  argentiferous  products  (residues 


Fuel  consumption 
Hearth  material 
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from  the  rich  scum  distillation,  lixiviated  oxides  from  the  treatment 
of  the  rich  scum  with  steam,  and  silver  slimes  from  the  treatment  of 
the  zinc-silver  alloy  with  sulphuric  acid).  The  cupellation  lasts  from 
36  to  40  hours,  and  the  coal  consumption  amounts  to  20  to  25  per 
cent,  of  the  total  weight  of  the  materials  treated,  one  workman  and 
one  fireman  being  employed  for  each  shift. 

At  Przibram,  in  Bohemia,  25  tons  of  work-lead,  containing  on  an 
average  0"52  per  cent,  of  silver,  are  cu]Delled  in  80  hours  in  the  large 
furnace  described  on  p.  570. 

The  making  of  the  hearth  and  the  charging  of  the  material 
occupies  8  hours,  the  melting  16  hours,  the  ahzug  period  lasts 
6  hours,  the  cibstrich  period  9  hours,  and  the  litharge  production  goes 
on  for  41  hours,  during  23  hours  of  which  marketable  litharge,  poor 
in  silver,  is  being  produced,  the  remaining  18  hours  being  the  period 
of  production  of  litharge  rich  in  silver.  The  coal  consumption 
amounts  to  19'63  per  cent,  of  the  weight  of  the  work-lead.  Of  the 
entire  quantity  of  litharge,  36  per  cent,  is  so  poor  in  silver  (0"004  per 
cent.)  that  it  is  sold  as  market  litharge.  The  silver  loss  amounts  to 
0'83  per  cent.,  and  the  loss  of  lead  to  4*33  per  cent.,  the  losses  arising 
during  the  working  up  of  the  products  not  being  included.  The 
furnace  is  worked  on  eight-hour  shifts,  v/ith  one  workman  and  an 
assistant. 

(h)  Cupellation  with  Additions  of  Lead  during  the  Process 

{mit  Nachsetzen) 

This  process,  the  object  of  which  is  the  production  of  enriched 
lead  by  a  concentrating  cupellation,  is  worked  at  Freiberg  and 
Schemnitz. 

In  the  older  circular  form  of  furnace  at  Freiberg,  10  tons  of  lead 
constitute  the  first  charge,  and  25  tons  are  added  during  the  cupella- 
tion, and  cupelled  up  to  70  or  80  per  cent,  of  silver.  The  whole 
operation  lasts  from  100  to  102  hours,  the  blast  pressure  being  0"6 
inch  of  mercury,  and  the  fuel  consumption  35 "3  cubic  feet  of  wood 
and  280  to  315  cubic  feet  of  brown  coal. 

The  enriched  lead  (scliivarzblick  or  hieilcder)  is  ladled  from  the 
hearth  into  cast-iron  moulds,  and  then  refined  in  a  smaller  hearth, 
yielding  fine  silver  (998  fine)  and  bismuth  litharge,  0"9  to  1*2  tons 
being  worked  at  a  time.  The  litharge  with  4  to  8  per  cent,  of  bis- 
muth, and  the  hearth  with  6  per  cent,  of  bismuth,  are  treated  in  the 
wet  way  for  that  metal  or  its  salts. 

In  the  Plattner  oval  furnace  described  on  j).  575,  the  amount  of 
lead  worked  in  each  cupellation,  including  the  additions,  amounts  to  50 
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to  60  tons,  this  being  enriched  up  to  80  per  cent,  of  silver,  50*85  tons 
requiring  178  hours  for  cupellation.^  Every  100  parts  of  work-lead 
require  26"79  of  brown  coal,  and  7"5  parts  of  marl  for  tlie  hearth,  and 
the  i^roducts  per  100  jDarts  of  work-lead  are  12*52  parts  of  red 
marketable  litharge,  75*59  parts  of  argentiferous  litharge,  and  11*75 
parts  of  litharge-soaked  hearth.  The  enriched  lead  is  worked  up  in  a 
smaller  cupellation  hearth  to  fine  silver,  and  litharge  rich  in  bismuth. 
At  Schemnitz,  in  Hungary,  work-lead  is  similarly  cupelled  up  to 
50  per  cent,  of  silver,  the  schivarzUick  thus  produced  being  further 
worked  for  blicksilher,  and  afterwards  cupelled  for  fine  silver.  The 
Schemnitz  cupellation  furnace  has  a  hearth  13  feet  1|  inches  diameter, 
and  holds  7  to  8  tons  of  lead,  the  amount  of  lead  added  during  the 
process  amounting  to  20  to  30  tons,  the  cupellation  lasting  from  8  to 
10  days.  The  litharge  flows  directly  from  the  litharge  outlet  into  an 
iron  box  filled  with  glowing  charcoal,  the  so-called  Siberian  or  Ber- 
naul  furnace,  and  is  here  reduced,  the  molten  lead  flowing  away 
from  the  lower  part ;  4  cwts.  of  lead  are  reduced  by  3*5  cubic  feet 
(39  to  44  lbs.)  of  charcoal.  The  reduced  lead  contains  antimony, 
from  which  it  is  freed  by  fusion  in  iron  pots  and  treatment  with  steam  ; 
it  is  then  treated  with  zinc  in  order  to  separate  any  silver  and  copper, 
and  lastly,  treated  again  with  steam  to  get  rid  of  the  zinc.  This 
purified  lead  is  partly  sent  to  market,  and  partly  converted  into  "gold  " 
litharge  by  cupellation.  The  fineness  of  the  silver  obtained  varies 
from  990  to  997,  and  on  an  average  1  part  of  silver  is  obtained 
from  200  of  work-lead.  The  average  amount  of  gold  present  in  the 
fine  silver  amounts  to  25  parts  per  thousand.  For  every  10  tons  of 
work-lead  cupelled,  565  cubic  feet  of  wood  are  required  as  fuel. 

Cupellation  in  the  English  Furnace 

The  English  furnace  possesses  a  movable  hearth  but  a  fixed  roof, 
and  holds  a  much  smaller  amount  of  lead  than  the  German  furnace. 
The  work  in  this  furnace  is  generally  so  conducted  that  the  work- 
lead  with  constant  additions  of  lead  is  enriched  up  to  a  certain  point, 
and  then  run  out  of  the  furnace :  when  a  sufficient  quantity  has 
accumulated  it  is  worked  up  for  fine  silver.  The  fine  silver  is  rarely 
obtained  from  the  work-lead  in  one  operation. 

The  furnace  hearth  is  built  up  in  a  movable  frame  called  a  test 
ring,  the  cupel  itself  being  known  as  the  test.  Formerly  bone  ash 
was  exclusively  employed  as  the  material  for  the  test,  but  at  present 
marl  of  similar  composition  to  that  used  for  the  German  furnace  is 
also  used,  or  cement,  or  a  mixture  of  cement  and  fireclay. 

'   Freiberyer  Jahrbiich,  1885. 


SILVER 


587 


The  movable  hearth  allows  of  the  English  furnace  being  worked 
continuously,  because  a  hearth  which  needs  repairing  can  be  replaced 
by  one  previously  prepared,  time  and  fuel  being  in  this  way  saved, 
whilst  the  capacity  of  the  furnace  is  increased. 

In  the  United  States  various  improvements  have  been  made  in 
late  years,  with  the  result  that  the  capacity  of  the  furnaces  has  been 
enlarged,  and  the  durability  of  the  hearths  has  also  been  increased  by 


Fig.  387 


a  more  careful  selection  of  materials  and  by  the  introduction  of 
water  cooling. 

The  English  furnace  in  its  later  forms  is  preferable  to  the  German 
hearth  when  rich  silver-lead  is  to  be  cupelled  and  the  litharge  pro- 
duced is  too  rich  in  silver  to  be  sent  to  market. 

The  arrangement  of  the  older  form  of  English  furnace  is  shown  in 
Figs.  387  to  390.  A  is  the  grate,  B  the  heating  space,  c  the  oval 
hearth,  and  g  the  flue,  divided  into  two  channels.  The  iron  ring  into 
which  the  bone  ash  or  marl  is  rammed  (Figs.  389  and  390)  consists 
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of  an  elliptical  wrought  iron  baud  a,  with  cross  pieces  h,  the  lattcP 
supporting  the  hearth.  This  test  ring  is  first  filled  full  of  the  com- 
pressed hearth  material,  and  then  the  hollow  cavity  c  is  cut  out  of 
this.     At  one  end  channels  d,  d,  d    for  the    litharge    are  cut,    the 


molten  litharge  flowing  along  these  and  then  through  a  hole  in  the 
test  into  a  receiver  below  the  hearth.  The  test  is  encircled  by  a 
compass  ring  in  the  furnace  and  fixed  firmly  in  position  by  four  iron 
wedges,  the  joint  between  the  test  and  the  compass  ring  being  filled 
in  with  some  of  the  hearth  material.  The  lead  to  be  cupelled  is 
either  melted  in  a  special  cast  iron  pot  and  run  from  this  into  the 
hearth,  or  else  it  is  placed  in  the  passages  /,/,  where  it  melts  and 
flows  into  the  hearth  ;  i  is  the  working  opening,  and  e  is  the  opening 
for  the  tuyere  supplying  the  air-blast  for  oxidation.    The  enriched  lead 
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Figs.  391—395. 

is  either  ladled  out  of  the  cavity  of  the  test  or  else  tapped  by  boring 
a  hole  through  the  test  bottom. 

An  American  furnace  ^  with  rectangular  hearth  is  shown  in  Fio-s 

o 

391  to  395,  where  x  is  the  grate,  B  the  heating  chamber,  F  the  flue 

^  Hofman,  oj).  cit. 
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divided  into  three  chaunels  by  brick  partitions  for  the  purpose  of 
spreading  the  flame  equally  over  the  surface  of  the  bath.  The  waste 
gases  pass  away  by  the  vertical  flue  G  to  the  dust  chambers,  and  the 
whole  furnace  is  bound  together  with  cast  iron  plates.  The  grate 
surface  measui'es  4  feet  G  inches  by  2  feet  9  inches,  the  hearth  4  feet 
4  inches  by  3  feet  6  inches ;  the  roof  y  slopes  sharply  from  the  grate 
to  the  flue,  so  as  to  throw  the  heat  on  to  the  hearth  ;  k  is  the  compass 
ring,  in  which  the  test  ring,  supported  on  wheels,  and  not  shown  in 
the  drawing,  is  placed.  This  ring  is  rectangular  in  shape  with 
rounded  corners,  the  ring  being  cut  away  at  the  litharge  outlet  q. 
The  distance  from  the  grate  bars  to  the  roof  is  28  inches,  and  from 


Cross  Section 


Longitudinal  Section 


Fig.  398. 


the  roof  to  the  upper  edge  of  the  compass  ring  9^  inches.  At  the 
far  side  of  the  furnace  is  an  opening  n,  which  can  be  closed  by  a 
sliding  door  o,  and  serves  both  for  the  introduction  of  the  blast  tuyere 
and  for  charging  in  the  lead  in  pigs. 

The  test  is  shown  in  Figs.  396,  397  and  398.  It  is  supported  on 
wheels,  and,  like  the  compass  ring  into  which  it  fits,  is  rectangular 
with  round  corners,  this  shape  affording  a  greater  surface  for  oxida- 
tion than  the  oval  form.  The  iron  mould  i/  is  only  used  in  the  build- 
ing up  of  the  hearth,  the  hearth  material  being  rammed  in  all 
round  it.  The  upper  surface  of  the  test  lies  on  a  level  with  the  ujaper 
edge  of  the  compass  ring,  and  at  the  front  the  test  has  a  slit  z, 
8  inches  wide,  serving  as  an  outlet  for  the  litharge,  the  slit  beino- 


590 


METALLURGY 


closed  whilst  the  hearth  is  being  rammed  into  shape.  The  test  can 
be  raised  or  lowered  by  screws,  as  shown  in  the  figure,  the  hinder- 
most  screws  e  raising  the  back  portions  of  the  frame  a,  whilst  the 
screw  g  and  handwheel  h  permit  of  its  being  raised  or  lowered  from 
the  front.  The  manipulation  of  the  two  back  screws  e  during  the  work- 
ing of  the  furnace  being  difficult,  these  screws  are  chiefly  used  to 
facilitate  the  introduction  of  the  hearth  into  the  compass  ring  and 
to  support  it  during  the  operation. 

Figs.  399  to  401  show  a  test  with  four  supporting  screws,  by  the 
aid  of  which  it  can  be  firmly  fixed   in  the  compass  ring.     As  the 


Fig.  399 


Fig.  400 


Fig.  iUL'. 


Fig.  403. 


adjustment  of  these  screws  is  difficult  when  the  furnace  is  hot,  the 
two  front  screws  may  be  omitted  and  the  test  suspended  at  its  front 
end.  Such  an  arrangement,  designed  by  Lynch,^  is  shown  in 
Figs.  402  and  403,  where  the  back  portion  of  the  test  can  be  raised 
or  lowered  by  screws  x,  x,  the  ends  of  which  work  in  the  holes  z,  z.  At 
the  front  of  the  test,  two  iron  bars  m,m  are  fastened,  and  their 
projecting  ends  hook  on  to  o,  o,  and  by  means  of  the  differential  pulley 
block  a,  the  test  can  be  readily  raised  or  lowered.  This  can  be 
1  Blake,  Trans.  A.I.M.E.,  x.,  p.  220. 
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effected  so  very  steadily  and  gently,  that  the  flow  of  litharge  can 
readily  be  regulated  thereby,  or  the  whole  contents  of  the  hearth, 
consisting  of  enriched  lead  or  of  silver,  can  be  poured  out. 

Rosing  ^  has  suggested  a  movable  hearth,  which  can  be  tipped  by 
means  of  a  toothed  wheel,  gearing  in  a  toothed  segment,  fastened 
below  the  hearth,  but  this  arrangement  has  not  come  into  use.  The 
movable  form  of  hearth  is  generally  adopted  when  the  hearth  is  not 
completely  cooled  by  water,  and  the  flow  of  litharge  is  regulated  by 
deepening  the  litharge  channel,  and  is  not  used  with  water-cooled 
hearths  with  a  fixed  litharge  channel  incapable  of  being  cut  down. 

In  addition  to  the  methods  of  fixing  the  test  just  mentioned,  it 
may  be  firmly  fastened  in  place  by  means  of  wedges.  The  hearths 
of  some  modern  furnaces  are  kept  cool  by  means  of  a  water  jacket  in 
order  to  diminish  the  corrosive  action  of  the  litharge  upon  the 
material  composing  them.     Either  the  breast  of  p^^^ 

•  the  hearth  may  be  cooled  in  this  way,  or  both 
the  longer  sides,  or  the  entire  hearth.  When  the 
breast  is  cooled,  the  iron  composing  the  water 
jacket  is  protected  from  the  action  of  the  litharge 
by  a  coating  of  the  hearth  material  4  inches  thick, 
the  litharge  channel  in  this  case  being  cut  out 
of  the  hearth  itself 

The  best  method  of  applying  water-cooling  is 
by  Steitz's  system,  where  the  entire  sides  of  the 
hearth  are  jacketed,  this  arrangement  being 
shown  in  Figs.  404  and  405  ;  j  is  the  rectangular 
jacket  made  of  iron  plate,  and  having  on  the 
front  side  a  space  in  which  a  small  cast  iron 
water  jacket  h  is  placed.  This  smaller  jacket  is  bolted  on  to  the 
main  one  and  has  a  channel  e  in  its  upper  surface  which  acts  as 
the  litharge  outlet.  The  hearth  lining  /,  4  inches  thick,  separates 
the  fluid  litharge  from  the  jacket,  and,  like  the  latter,  rests  on  the 
cast  iron  hearth  plate  h.  The  litharge  outlet,  however,  beino-  in 
direct  contact  with  the  fluid  litharge,  is  soon  attacked  and  eaten 
away,  but  owing  to  its  construction  it  can  easily  be  removed  and  re- 
placed by  a  fresh  one  without  interrupting  the  work. 

This  water-jacketed  Steitz  hearth  is  particularly  suitable  for  the 
concentration  of  argentiferous  lead,  as  in  this  operation  the  surface 
of  the  bath  of  molten  metal  can  always  be  kept  at  a  particular 
height;  it  is  not,  however,  so  well  adapted  to  the  cupellation  for 
fine  silver,  owing  to  the  level  of  the  litharge  outlet  being  fixed. 
1  Berg,  inul  Huttenm.  Zty.,  1883,  p.  577. 
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Figs.  404  and  405. 
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The  air  necessary  for  oxidation  was  formerly  obtained  by  a  steam 
jet,  but  in  the  United  States  it  is  now  usually  furnished  by  some  form 
of  blower  (Root's,  Baker's  or  Sturtevant's),  which  delivers  its  air 
through  a  nozzle  3  inches  in  diameter.  Some  furnaces  possess  tuyeres 
whose  nozzles  are  4  inches  long  and  J  an  inch  wide.  The  pressure  of 
the  blast  varies  from  0'47  to  0"51  inch  of  mercury. 

The  hearths  are  only  rarely  now  made  of  bone  ash,  but  of  a 
mixture  of  fire-clay  and  limestone,  three  parts  of  the  latter  being  used 
to  2  or  3  of  the  former,  or  else  of  Portland  cement,  or  of  a  mixture  of 
2  parts  of  Portland  cement  and  1  part  of  crushed  firebrick.  Hearths 
of  magnesia  bricks  are  also  being  tiied  experimentally.  The  material 
for  the  hearth  is  first  moistened,  as  in  the  German  process,  and  then 
rammed  into  the  test  frame,  in  many  works  the  hearths  being  built  up 
in  three  layers,  in  others  the  whole  amount  being  rammed  at  once. 
The  cavity  in  the  marl  hearths  is  cut  out  after  the  hearth  has  been 
rammed  into  position.  The  hearth  border  is  3  to  4  inches  deep  at  the 
back  and  the  two  longer  sides,  and  from  6  to  10  inches  at  the  front, 
the  thickness  of  the  hearth  being  not  less  than  4  inches  at  the  deepest 
point.  This  deepest  point  is  placed  near  to  the  front  of  the  hearth  in 
order  to  render  the  tapping  easier.  The  hollow  in  the  hearth  is  about 
5  inches  deep.  A  hearth  4  feet  4  inches  long,  2  feet  1  inch  broad, 
and  5  inches  deep  holds  2^  tons  of  work-lead,  but  recently  hearths 
holding  5  tons  (Omaha)  and  6  tons  (Balbach  works  near  Newark) 
have  been  constructed. 

If  the  hearth  is  composed  of  cement  or  of  a  mixture  of  cement  and 
fireclay,  the  hollow  must  be  constructed  at  the  time  of  ramming  the 
hearth. 

In  the  case  of  tests  having  a  continuous  iron  plate  for  the  bottom,  a 
layer  of  firebrick  is  usually  put  on  the  bottom,  dried  and  then  washed 
over  with  fire-clay.  The  sides  are  built  up  (Figs.  396  and  897)  from 
the  hearth  material  by  ramming  it  between  an  iron  mould  and  the 
side  of  the  test  frame. 

After  the  hearth  has  been  rammed  into  shape,  it  is  dried  for  a 
fortnight  in  a  warm  place,  usually  adjoining  the  cupellation  furnace. 
If  it  is  put  into  the  furnace  when  the  latter  is  cold,  it  must  be  heated 
by  a  small  charcoal  fire,  and  if  it  is  necessary  to  change  the  hearth 
whilst  the  furnace  is  at  work,  the  new  one  must  be  very  gently 
fired  at  first. 

The  operation  is  distinguished  from  that  conducted  in  the  German 
furnace  in  that  the  ahzug,  ahstrich  and  litharge  are  not  collected 
separately,  and  that  the  cupellation  to  fine  silver  is  preceded  by  a 
cupellation  which  enriches  the  lead  up  to  a  certain  point.     In  all 
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furnaces  except  the  Steitz  water-jacketed  one,  the  litharge  flows  out 
through  channels  cut  in  the  substance  of  the  hearth,  which  gutters  can 
be  deepened  as  the  operation  proceeds.  In  order  to  avoid  as  far  as 
possible  the  effects  of  the  corrosion  of  the  hearth  by  the  litharge, 
several  litharge  outlets,  usually  3  or  4,  are  made,  and  used  one  after 
the  other.  If  a  movable  hearth  be  used,  then  the  flow  of  the  litharge 
can  be  readily  regulated  by  raising  or  lowering  the  front  of  the  test, 
and  usually  the  rate  of  flow  is  so  adjusted  that  about  half  of  the 
surface  of  the  molten  metal  is  kept  covered  with  litharge,  the  object 
being  to  avoid  as  far  as  possible  excessive  volatilisation  of  the  lead. 

In  the  Steitz  furnace  the  flow  of  litharge  is  regulated  only  by  the 
quantities  of  lead  charged  in ;  the  litharge  can  be  drawn  off  at 
intervals  through  the  channel  in  the  cast  iron  jacket,  the  channel 
being  closed  by  a  clay  plug  when  not  in  use. 

The  outflowing  litharge  is  received  in  movable  cast  iron  pots 
placed  below  the  litharge  outlet,  and,  as  it  flows  out,  rich  lead  is  added 
to  the  bath  in  order  to  maintain  it  at  the  same  level.  The  additions 
of  lead  are  made  by  placing  a  pig  or  two  of  lead  in  the  opening  at 
the  far  side  of  the  furnace,  and  j)ushing  them  further  into  the  furnace 
as  they  melt  away. 

The  first  cupellation  is  usually  so  conducted  that  the  work-lead  is 
enriched  up  to  60  or  70  per  .cent,  of  silver,  the  enriched  silver-lead 
being  ladled  out  of  the  furnace,  and  the  hearth  immediately  receiving 
a  fresh  charge.  After  a  time  the  hearth  bottom  gets  so  thin  that  it 
must  be  replaced  by  a  fresh  one,  and  the  old  one  being  drawn  out,  a 
new  one  is  put  in,  and  the  working  goes  on  with  little  interruption. 
Steitz's  form  of  furnace  is  best  suited  for  the  concentration,  because, 
with  its  fixed  litharge  outlet,  it  needs  only  unskilled  labour  to  attend 
to  it. 

The  duration  of  the  hearth  lining  depends  upon  the  material  of 
which  it  is  composed,  upon  the  construction  of  the  furnace,  and  the 
method  of  working.  Thus,  hearths  of  artificial  marl  used  for  con- 
centration in  a  water-jacketed  furnace  last  60  days.  At  Port  Pirie  a 
furnace  not  water-jacketed,  provided  with  a  cement  hearth  holding 
I  of  a  ton  of  work-lead,  concentrates  30  to  50  tons  of  work-lead  from 
15  per  cent,  up  to  50  per  cent,  of  silver. 

The  cupellation  of  the  enriched  silver-lead,  in  order  to  obtain  fine 
silver,  is  usually  done  in  an  English  form  of  hearth  without  water 
jacket.  The  operation  is  carried  on  in  the  same  manner  as  the  con- 
centration cupellation,  additions  of  work-lead  being  made  until  the 
hearth  is  nearly  full  of  hlicJcsilbcr,  the  temperature  being  gradually 
increased  as  the   alloy  becomes  richer  in   silver.      The  Uichsilher  is 
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freed  from  the  impurities  it  contains  by  the  oxidising  action  of  the 
blast,  the  oxidised  impurities  being  collected  by  scattering  a  little 
marl  or  bone  ash  over  the  molten  mass  and  then  raking  it  off.  Salt- 
petre is  sometimes  used  to  assist  in  the  oxidation,  and  in  the  United 
States  the  silver  obtained  is  at  least  997  fine,  its  purity  being- 
ascertained  by  assay. 

The  fine  silver  is  ladled  out  of  the  furnace  into  warm  moulds,  or 
where  the  Lynch  furnace  is  used,  it  can  be  poured  directly  into  the 
moulds.  The  cupellation  for  fine  silver  is  not  as  a  rule  carried  on 
continuously.  Artificial  marl  hearths  (clay  and  limestone),  which 
are  used  daily  for  4  or  5  hours,  last  about  30  days,  a  cement  hearth 
lasting  for  months.  If  the  cement  hearth  be  used  for  both  concen- 
trating and  refining,  it  only  lasts  seven  days. 

The  bye-products  obtained  in  the  English  process  (scums,  litharge, 
hearth  and  flue  dust)  are  so  rich  in  silver  that  they  are  smelted  either 
alone  or  with  other  argentiferous  materials  for  work-lead  which  is 
either  cupelled  directly  or  first  enriched  by  the  zinc  process.  The 
litharge  contains  at  least  0'155  per  cent,  of  silver,  the  amount  easily 
reaching  0'622  per  cent,  when  it  is  at  all  mixed  with  the  scums  from 
the  work-lead.  The  loss  of  lead  in  the  English  furnace  amounts  to 
about  5  per  cent. 

In  the  United  States,^  in  a  hearth  o.f  the  form  previously  described,. 
4  feet  6  inches  long,  and  3  feet  6  inches  broad,  3'5  tons  of  rich  lead 
with  10  per  cent,  of  silver  are  enriched  up  to  70  per  cent,  of  silver  in 
24  hours,  H  to  2  tons  of  coal  being  used  according  to  its  quality,  and 
one  man's  labour  is  required  in  each  shift. 

The  cupellation  of  half  a  ton  of  this  concentrated  70  per  cent,  alloy 
up  to  fine  silver  in  a  hearth  2  feet  9  inches  long,  2  feet  4  inches  broad,, 
and  5  inches  deep,  requires  5  hours,  Ih  tons  of  coal  being  burnt,  and 
the  services  of  one  attendant  being  required. 

At  Port  Pirie,  South  Australia,  a  cupellation  furnace  with  water- 
cooled  cement  hearth,  elliptical  in  shape,  is  used,  its  construction  being- 
shown  in  Figs.  406  to  410. 

The  charge  for  this  furnace  is  12  cwt.,  and  in  8  hours  1  ton  of  work- 
lead  can  be  enriched  from  15  up  to  50  per  cent,  of  silver.  This  en- 
riched alloy  is  then  submitted  to  fine  cupellation  in  a  similar  furnace 
in  charges  of  12  cwt.,  which  require  8  hours  to  work  off.  The  coal 
consumption  amounts  to  65  per  cent,  of  the  weight  of  the  charge,  and 
one  man's  labour  is  required.  Each  hearth  can  produce  5  to  6  tons  of 
fine  silver  before  it  is  necessary  to  renew  it. 

At  Oniaha  (Nebraska)  the  artificial  marl  hearth  holds  5  tons  of 
*  Hofman,  The  Metallurgy  of  Lead. 
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lead,  and  the  air  is  obtained  by  means  of  a  steam  jet.  Three  tons  oi 
coal  are  required  for  the  cvipellation  of  5  tons  of  work-lead  to  hlichsilher, 
and  the  marl  hearth  will  work  off  50  such  charges. 

The  advantages  possessed  by  the  English  form  of  furnace  over  the 
German  one  are — continuous  working,  and,  as  a  result  of  this,  a  much 
greater  output  from  the  furnace,  in  proportion  to  its  size — a  smaller 
consumption  of  hearth  material  owing  to  the  greater  durability  of  the 
hearths,  and  consequently  a  smaller  cost  for  labour  connected  with  the 
hearth,  and  the  production  of  less  litharge-soaked  and  argentiferous 
hearth  material.  The  indirect  loss  in  the  reduction  of  this  hearth 
material  is  consequently  smaller  on  account  of  its  smaller  quantity. 

As  regards  fuel,  the  English  furnace  requires  more  than  the  large 
German  furnace,  but  the  cost  for  labour  with  the  latter  is  greater,  if 
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the  work  connected  with  the  hearth,  mixing  the  materials,  ramming 
them,  breaking  up  the  old  hearth  and  smelting  it,  be  taken  into 
account.  The  German  furnace  also  requires  the  labour  of  two 
workmen,  the  English  furnace  of  only  one. 

The  disadvantages  of  the  English  furnace  are  that  litharge  poor  in 
silver  or  market  litharge  is  not  produced,  and  that  there  is  a  greater 
consumption  of  fuel.  The  English  furnace  is  chiefly  employed  when 
the  lead  to  be  cupelled  is  so  rich  in  silver  that  litharge  poor  in  silver 
cannot  be  produced  from  it,  this  being  usually  the  case  where  the  zinc 
desilverising  process  is  in  use.  The  German  form  of  furnace  is  chiefly 
used  when  the  object  is  to  obtain  marketable  litharge,  which  can  only 
be  done  when  the  lead  is  poor  in  silver,  or  else  when  considerable 
amounts  of  silver  ores  or  bye-products  are  to  be  added  ("  eingetTonkt ") 
to  the  bath  of  metal  on  the  hearth. 

Q  Q  2 


596  METALLURGY 


The  Refining  of  lilirlsilher 


The  hlichsilhcr  obtained  in  tlje  cupellation  process  still  contains 
various  impurities,  such  as  copper,  lead,  bismuth,  and  more  rarely 
nickel,  antimony  and  arsenic.  These  can  be  almost  entirely  removed 
by  melting  and  oxidising  the  molten  metal  with  air,  saltpetre  or  silver 
sulphate.  Copper  is  the  most  difficult  metal  to  remove,  and  where 
large  quantities  are  present  it  is  advisable  to  melt  the  metal  with  more 
lead  and  recupel  it  before  refining.  Bismuth  is  best  got  rid  of  by 
treatment  with  silver  sulphate. 

This  purification  of  the  blicksilher  is  known  as  refining  or  "  fine- 
burning"  (fcinlreomen),  and  is  either  carried  out  in  the  ordinary 
cupellation  hearth,  or  in  a  special  refining  hearth,  in  muffles,  or  in 
crucibles,  the  latter  inethod  being  used  when  the  silver  sulphate 
treatment  is  employed. 

When  the  English  form  of  hearth  is  in  use,  the  refining  of  the 
hlicksilher  is  carried  on  in  the  same  furnace  as  the  cupellation  for 
blicksilber,  the  method  of  working  this  furnace  having  been  previously 
described.  In  many  works  a  similar  method  is  employed  with  the 
German  hearth,  the  blicksilber  being  refined  on  the  same  hearth  on 
which  it  was  produced,  the  blast  being  either  cut  off  after  the 
brightening  of  the  silver  or  else  very  much  reduced  in  quantity.  The 
oxidation  is  then  continued  until  the  metal  exhibits  all  the  properties 
of  fine  silver,  viz.,  a  clean,  mirror-like  surface,  entire  freedom  from 
spots  on  samples  withdrawn  from  the  bath,  and  a  satin-like  and 
uniform  fracture,  samples  being  also  assayed  in  order  to  check  its 
purity.  The  oxides  which  form  on  the  surface  of  the  bath  are 
absorbed  by  a  little  marl  strewn  on  it  and  then  raked  off. 

Accord incf  to  Ohl,^  the  loss  of  silver  does  not  amount  to  more 
thanOOlS  per  cent.,  and  according  to  Fohr,'^  the  silver  obtained  at  the 
Yictor-Friedrichshiitte,  near  Alexisbad,  is  998  fine  (99"8  per  cent.) 
At  these  works  the  method  of  mufHe  refining  formerly  in  use  has 
been  replaced  by  the  refining  in  the  German  hearth,  which  has 
done  away  with  the  cost  of  melting  the  silver  and  of  preparing  the 
hearth. 

Refining  in  a  special  reverberatory  furnace  is  the  most  general 
method  of  conducting  the  process,  the  English  cupellation  hearth 
coming  under  this  head.  This  method  gives  the  greatest  yield  for 
the  smallest  expenditure  of  fuel,  but  is  attended  with  a  certain  amount 
of  loss  of  silver  by  volatilisation.  The  removal  of  bismuth  is  not 
as  complete  as  in   Rossler's   method  of  using  silver  sulphate.     The 

1  B.  u.  H.  Ztg.,  1879,  p.  274.  -  Ibid.,  1885,  p.  382. 
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furnace  hearth  is  either  fixed  or  movable,  the  furnace  in  the  latter 
case  being  practically  the  same  as  the  ordinary  English  hearth. 
Wliere  the  hearth  is  fixed,  the  roof  is  usually  a  movable  one,  being 
either  an  iron  hood  with  a  lining  of  fireclay,  or  else  composed  of 
firebrick  blocks  bound  round  with  iron  hoops. 

The  hearth  is  made  of  bone  ash,  maid,  ashes,  fireclay  or  cement ; 
coal  or  wood  is  used  as  fuel,  rarely  gas;  air  for  oxidation  either 
simply  enters  through  the  working  opening  or  else  a  tuyere  is  used. 


Fig.  411. 


Fig.  412. 


Figs.  411  and  412  show  a  form  of  refining  furnace  with  fixed 
hearth  and  movable  cover;  r  is  the  grate,  h  the  heating  space 
with  cover  c  and  hearth  v  of  marl.  The  hearth  rests  on  a  lower  layer 
of  marl  resting  on  the  brickwork  of  the  furnace ;  d  is  the  flue,  h  the 
working  opening,  and  J:  the  stokehole. 

Furnaces  with  fixed  hearths  are  first  slowly  heated  for  8  to  12 
hours,  and  then  the  charge  is  put  in.  This  is  melted  down  quickly, 
the  door  being  closed,  and  a  layer  of  charcoal  usually  put  on  top  of  the 
silver  in  order  to  diminish  the  loss  by  volatilisation.     The  molten 


598  METALLURGY 

inetal  is  tlien  stirred,  and  any  scum  on  the  surface  is  raked  off,  after 
which  air  is  led  over  its  surface  either  through  the  open  door  or  else 
it  is  forced  in  through  a  tuyere  at  the  fire  bridge  end. 

The  oxide  formed  is  absorbed  by  a  little  marl  strewn  on  the 
surface,  and  when  the  silver  is  fine,  the  blast  is  stopped,  the  fire  urged, 
and  the  molten  metal  covered  with  a  laj^er  of  charcoal  in  order  to 
prevent  "  spitting."  The  metal  is  then  ladled  out  into  moulds, 
coated  with  a  lime  or  clay  wash,  or,  if  it  is  to  be  granulated,  run  out 
into  vessels  filled  with  water. 

Fixed  hearth  furnaces  are  in  use  at  Przibram,  Freiberg  and 
Lautenthal.  At  Przibram  (Bohemia)  17  to  18  cwt.  of  blicksilber  are 
put  into  the  hearth,  which  is  of  marl,  and  in  10  hours  cupelled  up  to 
996  to  997  fine,  13  cwt.  of  coal  being  used.  The  pure  silver 
{feinsilher  or  brands ilhcr)  is  cast  into  22  lb.  bars. 

The  Freiberg  furnace  is  of  similar  construction  to  the  Przibram 
one,  the  charge  consisting  of  20  to  24  cwts.  of  blicksilber,  the  operation 
lastmg  10  to  12  hours,  and  the  coal  consumption  being  60  per  cent, 
of  the  weight  of  the  charge.  The  silver  obtained  is  from  996  to  998 
fine,  and  as  it  is  auriferous,  it  is  granulated  to  obtain  it  in  a  form 
convenient  for  the  separation  of  the  gold. 

The  Lautenthal  furnace  has  a  movable  cover  to  the  hearth  made 
of  firebrick,  held  together  by  iron  hoops.  The  marl  hearth  rests 
on  a  layer  of  firebrick,  resting  in  turn  on  a  slag  layer,  5|  inches  deep, 
carried  by  an  iron  plate.  The  fire  is  of  coal  and  faggots,  with  closed 
ashpit  and  blast.  There  are  two  nozzles  one  inch  in  diameter  behind 
the  firebridge,  so  placed  that  their  axes  meet  23^  inches  from  the 
latter,  and  delivering  air  at  a  pressure  of  about  a  third  of  an  inch 
of  mercury.  If  the  silver  contains  copper,  some  lead  is  added,  which 
lengthens  the  time  of  the  operation.  The  charge  consists  of  from  13 
to  14  cwt.  of  blicksilber,  154  lbs.  of  coal  and  10  faggots  being  required 
for  every  2  cwt.  of  blicksilber. 

Refining  under  a  muffle  is  rarely  carried  out,  as  the  fuel  con- 
sumption is  high  and  the  silver  loss  considerable,  whilst  only  small 
charges  can  be  worked.  The  muffle  is  either  a  movable  one,  and  in 
that  case  the  hearth  is  made  of  bone  ash,  marl,  or  lixiviated  wood 
ashes  rammed  into  an  iron  dish  set  under  a  fireclay  hood,  or  else  it 
is  fixed,  the  test  being  built  round  with  bricks  under  the  furnace 
roof,  and  covered  with  a  perforated  iron  plate  coated  with  clay. 

The  construction  of  the  muffle  furnace  with  movable  test,  used  in 
the  Lower  Harz,  is  shown  in  Figs.  413  to  415.  The  muffle  consists 
of  the  test  pan  t  and  the  cover  J),  which  can-  be  lifted  off  from  the 
pan.     The  test  pan  is  made  of  iron  with  a  lining  of  marl  or  lixiviated 
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Tlje    silver   to    be 


Figs.  413—415. 


wood  ashes,  and  the  cover  of  fireclay.  The  front  of  the  heating 
chamber  (U)  is  made  up  with  firebricks  after  placing  the  muffle  in 
position,  leaving  only  the  working  opening 
refined  is  put  in  through 
the  opening  m,  through 
which,  also,  the  air  neces- 
sary for  oxidation  enters, 
leavinof  it  throiiwh  the  slits 
at  0.  The  muffle  is  heated 
with  carbonised  fuel,  the  ne- 
cessary air  entering  partly 
through  the  working  door 
and  partly  through  chan- 
nels, z,  in  the  brick^vork  of 
the  furnace. 

At  Oker  the  charge  for 
such  a  furnace  is  from  50 

to  55  lbs.  of  hlicksilber,  and  after  this  has  been  put  in,  the  muffle  is 
surrounded  with  charcoal  and  the  silver  melted.  The  refining  lasts 
3  hours,  the  molten  mass  being  stirred  from  time  to  time  and  the 
scum  removed,  the  temperature  being  raised  for  the  last  half  hour. 

About  8  cubic  feet  of  charcoal  are  used  for  refining. 

Refining  in  Crucibles 

This  method  of  refining  is  chiefly  used  for  silver  obtained  by  wet 
methods  and  by  amalgamation,  but  recently  blicksilber  has  also  been 

refined  by  Rcissler's  process. 

The  crucibles  used  are  made  of 
iron  (prefei'ably  wrought  iron)  or  else 
of  plumbago,  the  latter  being  the  best. 
Iron  crucibles  are  heated  in  a  re- 
verberatory  furnace,  plumbago  ones  in 
a  wind  furnace  with  coke  or  charcoal. 
Such  a  furnace  is  shown  in  section  in 
Fig.  416,  the  crucible  being  placed  on 
a  fireclay  stand  resting  on  the  grate 
bars,  and  packed  round  with  charcoal 
or  coke ;  the  crucible  is  inserted  and 
withdrawn  through  the  opening  x 
covered  with  a  hinged  lid.  The  air 
for    combustion  is  either  drawn  or  forced  in  below  the  grate,  the 
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waste  gases  passing  along  w  to  the  chimney  (y).  As  the  surface 
exposed  to  the  air  b}'^  the  molten  silver  is  only  small,  oxidation  is 
assisted  by  the  addition  of  saltpetre,  or,  as  in  Rossler's  process,  of 
silver  sulphate,  or,  in  case  silver  chloride  is  present  as  in  cement 
silver,  potashes  may  be  added. 

At  SchmiJllnitz,  for  instance,  246  lbs.  of  cement  silver  are  melted 
in  a  plumbago  crucible,  with  the  addition  of  1  to  5i  lbs.  of  potashes 
in  order  to  decompose  any  silver  chloride,  and  5  to  20  ozs.  of  saltpetre 
for  the  oxidation  of  the  copper  and  antimony.  The  process  lasts 
about  6  hours  and  after  the  lapse  of  this  time  the  slag  is  taken  off 
and  the  silver  ladled  out. 

Rossler's  process  is  based  upon  the  fVict  that  lead  and  bismuth 
in  silver  may  be  oxidised  by  acting  on  the  molten  alloy  with 
silver  sulphate,  the  latter  being  decomposed  at  a  red  heat  into 
silver,  sulphur  dioxide,  and  oxygen,  which  latter  element  acts 
upon  the  impurities  mentioned.  Copper  is  not  acted  on.  The 
silver  to  be  purified  is  melted  in  plumbago  crucibles  and  then 
covered  with  a  layer  of  sand ;  dried  silver  sulphate  is  now 
added  and  stirred  in  with  an  iron  rod.  Part  of  the  silver  of 
the  sulphate  goes  into  the  slag ;  lead  is  first  oxidised  and  then 
the  bismuth,  so  that  it  is  possible  to  obtain  tlie  latter  metal  in 
only  a  poi'tion  of  the  slag  whicli  can  be  worked  up  by  itself  for 
bismuth. 

At  Lautenthal,  Frankfnrt-on-the-Maine,  and  Hoboken  near 
Antwerp,  the  silver  is  melted  in  plumbago  crucibles  in  narrow 
cylindrical  wind  furnaces,  having  only  a  small  space  between  the 
crucible  and  the  furnace  walls  for  the  coke  used  as  fuel.  Blast  is 
introduced  by  means  of  two  openings  in  the  lower  part  of  the  furnace. 
The  charge  at  Lautenthal  consists  of  about  7  cwt.  of  silver  950  to 
980  fine.  Instead  of  sand,  a  ring  of  wrought  iron  is  laid  on  the 
molten  silver  to  prevent  the  spirting  of  the  silver  sulphate  and  the 
corrosion  of  the  crucibles.  Through  the  middle  of  this  rincj  the  silver 
sulphate  is  introduced  in  pieces  the  size  of  a  hen's  egg,  and  after  the 
boiling  has  ceased,  the  bath  is  stirred  with  an  iron  rod.  The  silver 
sulphate  is  decomposed  in  20  minutes  or  half  an  hour,  and  then 
the  slag  is  stiffened  by  an  addition  of  quartz  sand  and  taken  out  of 
the  crucible,  a  second  portion  of  silver  sulphate  is  then  added  and 
the  process  repeated,  and  then  a  third,  or  in  the  case  of  very  impure 
silver,  a  fourth  lot  is  added,  the  total  amount  of  silver  sulphate 
used  being  from  one  and  a  half  times  to  twice  the  weight  of  the 
impurities. 
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The  slag  produced  lias,  according  to  Hampe,  this  composition : — 

Silica 40'7  Silveroxide  2-05  (  =  1'88  per  cent.  Ag> 

Phosphorus  pentoxide.     064  Copper  .     .  0*45 

Sulphuric  anhydride   .     0"61  Antimony  .  002 

Sulphur 0'15  Lime       .     .  1-73 

Ferrous  oxide     .     .     .   13'47  Magnesia    .  0'25 

Alumina 0-43  Potash  (KgO)  0-64 

Bismuth  oxide  (BiaOg).     6-01  Soda  (Na.O)  026 
Lead  monoxide  .     .     .  33'5 

The  coke  used  amounts  to  30  to  35  per  cent,  of  the  weight  of  the 
blicksilher.  This  crucible  process  has  the  advantage  of  occasioning 
only  a  slight  loss  of  silver  and  of  collecting  the  bismuth  in  a  pro- 
portionately small  amount  of  the  slag. 

The  products  obtained  in  refining  silver  are  fine  silver,  test  ashes 
and  scums.  The  fine  silver  still  contains  one  or  two  parts  per 
thousand  of  impurity  consisting  of  copper,  gold,  platinum,  palladium, 
bismuth,  arsenic,  lead  and  antimony. 

The  spitting  of  silver  is  prevented  by  the  presence  of  small 
amounts  of  lead  and  copper,  but  not  by  similar  amounts  of  gold. 
As  considerable  mechanical  loss  may  occur  as  the  result  of  the 
spitting,  it  is  sought  to  prevent  it  by  making  openings  into  the 
surface  of  the  solidifying  silver  with  an  iron  tool,  by  covering  the 
surface  with  powdered  charcoal,  or  by  melting  the  silver  under  a 
layer  of  common  salt  or  potassium  carbonate.  Silver  also  appears 
to  spit  in  consequence  of  the  absorption  of  sulphur  dioxide,  the 
metal  obtained  in  the  precipitation  of  the  sulphate  by  metallic  iron 
exhibiting  this  property,  though  in  this  case  it  can  be  prevented  by 
an  addition  of  saltpetre  after  the  silver  is  melted. 

The  test  ash  is  the  hearth  material  mixed  with  grains  of  silver 
and  metallic  oxides.  The  grains  of  silver  are  extracted  from  it  and 
the  residue  smelted  for  work-lead.  The  scums  are  used  for  the 
preparation  of  bismuth  if  they  are  rich  in  that  metal,  otherwise 
they  are  smelted  for  work-lead,  or,  if  rich  in  silver,  added  to  the 
lead  bath  in  the  cupellation  hearth ;  occasionally  they  are  treated 
in  the  wet  way. 

TI.  The  Extraction  of  Silver  by  a  Combination  of  Dry  and 
Wet  Processes 

1.  By  Conversion  of  the  Silver  into  a  Silver-Lead  Alloy 

Several  ores  and  smelting  products  in  which  the  silver  has  to  be 
converted    in    a  silver-lead  alloy  are  treated  in  the  wet  way  before 
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leading  them  in  order  to  separate  some  particular  constituents 
from  the  silver,  the  silver  remaining  whilst  the  other  bodies  go  into 
solution.  On  the  other  hand,  silver  obtained  by  precipitation  or 
electrolysis  is  often  leaded  in  order  to  obtain  it  as  a  lead-silver 
alloy  and  to  free  it  from  other  bodies. 

In  both  cases  the  operation  of  leading  is  carried  out  in  the 
manner  previously  described,  either  by  smelting  the  impure  silver 
or  the  argentiferous  bodies  with  additions  of  materials  rich  in 
lead,  or  else  by  adding  the  substance  to  a  red  hot  bath  of  lead. 

A.  Processes  in  which  the  Silver  is  not  Dissolved 

The  processes  in  which  the  argentiferous  material  is  treated  in 
the  wet  way  in  order  to  separate  some  constituent  before  the 
leading  operation,  the  silver  remaining  undissolved,  are  as  follows  : — 

1.  Roasting  argentiferous  lead  ores  containino-  blende  in  order  to 
convert  the  zinc  into  neutral  sulphate,  extracting  this  with  water 
and  smelting  the  residue  in  blast  furnaces  for  work-lead.  This 
process  is  in  use  at  the  Sophienhiitte  at  Langelsheim,  and  at  the 
Juliushiitte  at  Goslar,  and  has  already  been  described  in  the  section 
on  Lead. 

2.  Dissolving  out  iron  sulphide  from  argentiferous  and  auriferous 
mattes  by  means  of  sulphuric  acid,  and  smelting  the  residue  with 
materials  rich  in  lead  for  work-lead  and  matte.  This  process  is  in 
use  at  Zalathna  in  Transylvania,  and  has  already  been  dealt  with. 

3.  Treatment  of  a  mixture  of  zinc  and  lead  oxides  and  argenti- 
ferous lead,  such  as  is  obtained  in  the  zinc  process,  or  by  the 
decomposition  of  rich  scum  by  means  of  steam,  with  ammonium 
carbonate  or  sulphuric  acid  in  order  to  dissolve  out  the  zinc  oxide, 
the  argentiferous  residue  being  then  added  to  a  bath  of  lead  in  the 
cupellation  hearth.  This  process  is  in  use  at  Hoboken  near  Antwerp, 
and  at  Lautenthal,  and  has  already  been  described  under  desilverisa- 
tion  by  zinc. 

4.  The  Hunt-Douglas  process,  in  which  the  copper  is  dissolved 
out  of  roasted  argentiferous  matte  as  copper  chloride,  and  the  residual 
matte  then  smelted  for  work-lead.  This  process,  used  at  the  works  at 
Kansas  City,  has  already  been  described  under  wet  methods  for  the 
extraction  of  copper. 

o.  The  solution  of  the  copper  contained  in  argentiferous  copper 
and  in  dead-roasted  argentiferous  copper  mattes  by  means  of  sul- 
phuric acid,  copper  sulphate  being  produced  and  the  argentiferous 
residue  leaded. 
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The  dissolving-  of  copper  out  of  argentiferous  refined  black  copper 
is  the  process  used  at  Altenau  and  Oker  ia  the  Harz ;  at  Freiberg 
dead-roasted  copper  matte  is  extracted  in  the  same  way. 
Both  processes,  which  will  now  be  described  in  detail,  are  known  as 
"sulphuric  acid  extraction"  {sclnvefelsdurclaugerei).  In  each,  a 
previous  separation  of  iron  is  necessary,  as  otherwise  the  copper 
sulphate  produced  would  be  contaminated  with  ferrous  sulphate 
and  would  be  unsaleable.  In  the  case  of  the  matte  this  is  effected 
by  repeatedly  roasting  and  smelting  it,  and  in  the  case  of  the  black 
copper  by  refining  the  same. 

The  Extraction  of  Silver  from  Argentiferous  Black  Copper 

BY   MEANS    of    SuLPHURIC   ACID 

In  this  process  the  black  copper  is  first  refined  in  order  to  get  rid 
of  iron,  cobalt  and  nickel,  it  is  then  granulated  and  treated  with 
dilute  sulphuric  acid  in  the  presence  of  air,  the  copper  going  into  solu- 
tion, and  the  silver  remaining  in  the  residue  which  is  smelted  in 
blast  furnaces  with  materials  rich  in  lead. 

The  refining  (" verblasen")  is  conducted  in  reverberatory  furnaces 
having  hearths  of  brasque  when  the  copper  contains  lead  (Altenau),  or 
if  free  from  lead,  in  the  English  reverberatory  furnace  with  quartz 
sand  hearth  (Oker).  The  methods  used  and  the  chemical  changes 
occurring  are  the  same  as  in  the  ordinary  refining  process  (see  Copper). 
The  brasque  hearths  only  outlast  four  charges,  the  first  being  one  of 
3  tons,  and  the  fourth  of  2  tons.  In  the  sand  hearth  each  charge 
weighs  3"5  tons.  At  Altenau  the  refining  of  3  tons  takes  from  13  to 
15  hours,  of  which  10  to  12  are  occupied  in  melting,  and  only  3  in 
refining  proper.     At  Oker  the  entire  process  lasts  12  hours. 

The  products  ai'e  tough-pitch  copper,  which  is  granulated  direct 
and  refinery  slag.  At  Altenau  the  first  slags  are  nickeliferous  and 
are  sold  to  the  nickel  works,  and  the  slag  obtained  afterwards  is 
smelted  up  with  galena  for  work-lead  and  copper  matte.  At  Oker 
the  refinery  slag  is  smelted  together  with  copper  ores. 

By  this  refining,  nickel,  cobalt,  zinc,  and  especially  iron,  are  re- 
moved, so  that  on  subsequent  solution  in  sulphuric  acid,  the  copper 
sulphate  is  obtained  almost  pure  and  in  particular  free  from  ferrous 
sulphate. 

Tlie  solution  of  the  copper  contained  in  the  refined  metal  depends 
upon  the  power  of  dilute  sulphuric  acid  to  slowly  dissolve  copper  if 
air  be  present.  In  the  absence  of  air  the  dilute  acid  does  not  act  upon 
copper,  though,  as  is  well  known,  hot  strong  sulphuric  acid  dissolves 
copper  with  evolution  of  sulphur  dioxide.     No   sulphur    dioxide    is 


604  METALLURGY 

evolved    when    the    dikite    acid   is  used,  the    reaction,  according    to 
Rammelsberg,  being  represented  as  follows  : — 

Cu  +  H^SO,  +  O  =  CuSO,  +  H,0. 

The  correct  explanation  may  be  that  copper  sulphate  in  acid 
solutions  takes  up  copper  forming  cuj)rous  sulphate,  which  latter  is 
oxidised  by  air  in  presence  of  acid  to  cupric  sulphate,  the  copper 
sulphate  really  acting  as  an  ox^'gen  carrier.  The  reaction  is  hastened 
by  warming. 

Of  the  various  foreign  bodies  present  in  the  copper,  zinc,  iron, 
cobalt  and  nickel  are  dissolved  by  sulphuric  acid,  and  lead  is  converted 
into  lead  sulphate,  which  being  insoluble  in  dilute  acid,  remains 
behind  in  the  residue.  Antimony,  tin  and  bismuth  are  converted 
into  basic  salts,  and  remain  principally  in  the  residue.  Arsenic  partly 
goes  mto  solution  as  arsenious  acid,  and  partly  remains  behind  as 
insoluble  arseniates.  Antimoniates  and  arseniates  are  decomposed  by 
Avarm  sulphuric  acid  forming  antimonic  and  arsenic  acids. 

In  the  residue  lead  sulphate,  arsenic  and  antimonic  acids,  lead 
arseniate,  basic  antimony,  tin  and  bismuth  salts,  and  copper  sulphide 
will  therefore  be  present  in  addition  to  gold,  silver,  and  undissolved 
copper,  whilst  the  solution  may  contain  sulphates  of  copper,  iron, 
zinc,  nickel  and  cobalt,  as  well  as  arsenic  and  antimonic  acids  in 
small  amounts. 

The  solution  of  the  copper  is  effected  in  leaden  towers  or  in 
wooden  vats  lined  with  lead,  the  granulated  copper  being  placed  in 
layers  on  a  false  bottom,  and  dilute  sulphuric  acid  or  acid  mother 
liquors  allowed  to  flow  over  it  either  continuously  or  at  intervals. 
The  solvent  liquid  is  warmed  either  in  separate  vessels  by  occasionally 
passing  steam  in,  or  else  steam  is  continually  passed  into  the  lead 
towers  in  which  solution  is  taking  place.  The  necessary  air  enters 
at  the  bottom  of  the  solution  vessel  and  flnds  an  exit  at  the  top. 

At  Altenau  and  Oker,  wooden  vats  lined  with  lead  are  employed. 
They  are  5  feet  4  inches  high,  35  inches  in  diameter  at  the  top,  and 
28|  inches  below.  Two  boards  are  laid  at  the  bottom  of  the  vat  and 
on  these  a  layer  of  large  pieces  of  copper  is  placed,  or  at  Oker  copper 
rods  are  used ;  above  either,  a  layer  3  feet  high,  of  granulated 
copper  is  placed,  about  1  ton  in  weight.  The  exit  for  the  solution, 
which  serves  also  for  the  entrance  of  the  air,  measures  S  inches  by 
8.  Above  this  solution  vessel  a  lead-lined  wooden  vessel  is  placed  in 
which  sulphuric  acid  of  50°  B,  is  diluted  with  mother  liquors  (from 
the  crystallisation  of  the  crude  or  pure  sulphate)  down  to  29°  or  SO"" 
Beaumu.     This  liquid,  which  forms  the  solvent,  is  heated  to  70°  C  by 
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means  of  a  steam  coil  of  lead  pipe,  and  then  is  distributed  by 
means  of  a  syphon  with  a  rose  on  the  end,  over  the  granulated  copper 
in  the  vessel  below,  every  half  or  three  quarters  of  an  hour. 

The  arrangement  of  these  vessels  is  shown  in  Fig.  417,  where  Pis 
the  vessel  for  the  solvent  liquid  with  a  leaden  coil  for  the  steam  at 
the  bottom,  and  z  is  the  syphon  for  running  the  Liquid  into  the  dis- 
solving vat.  At  the  bottom  of  the  latter  are  the  wooden  bearers  H, 
on  which  large  pieces  of  copper  are  placed  as  a  foundation  for  the 
granulations  with  which 
the  remainder  of  the  vat 
is  filled.  The  liquor  flows 
through  the  opening  t  at 
the  bottom  of  the  vat. 

The  working  is  con- 
ducted as  follows: — Solu- 
tion from  the  upper  vat 
is  allowed  to  flow  through 
the  syphon  for  5  minutes 
over  the  granulated  cop- 
per. The  granulations  be- 
come wetted,  and  under 
the  influence  of  the  acid 
and  the  oxygen  of  the 
air,  copper  sulphate  is 
formed  and  silver  slime 
begins  to  separate.  After 
an  interval  of  from  half 
to  three-quarters  of  an 
hour  a  fresh  lot  of  solu- 
tion is  run  on,  washing 
away  the  copper  sulphate 
and  the  silver  slimes.  As 
soon  as  clear  liquid  begins 
to  flow  out  from  the  opening  below,  it  is  a  sign  that  the  copper 
sulphate  and  silver  slime  have  been  washed  out  and  the  flow  of  solu- 
tion is  stopped,  and  the  action  of  the  still  adhering  solution  and  the 
oxygen  of  the  air  is  again  allowed  to  proceed.  The  washing  of  the 
granules  with  the  solvent,  the  so-called  spraying  or  showering 
("  behrause  ")  only  lasts  five  minutes.  After  the  mass  has  stood  for 
another  half  or  three-quarters  of  an  hour  the  spraying  operation 
is  again  performed ;  as  fast  as  the  granulations  are  dissolved,  they 
are  replaced  by  fresh  ones. 


Fig.  417. 
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The  liquor  with  its  suspended  silver  slime  runs  into  a  long  trough 
having  a  reservoir  for  the  liquid  at  the  end.  In  this  trough,  o wing- 
to  the  cooling  and  partial  evaporation  of  the  liquid,  copper  sulphate 
separates  in  crystals,  carrying  down  with  it  the  silver  slimes,  the 
mother-liquor  flowing  onwards  to  the  reservoir.  The  mother-liquor  is 
either  used  for  diluting  the  sulphuric  acid  (at  Altenau),  and  in  this 
case  it  is  forced  up  by  injectors  to  the  vessel  lying  above  the  vats, 
or  else  it  is  used  for  dissolving  the  crude  sulphate  (as  at  Oker),  in 
which  case  it  flows  from  the  reservoir  into  a  boiling  pan  placed  below 
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it.  At  Altenau,  8  solution  vats  deliver  their  liquor  into  a  lead-lined 
spout  or  trough  28  inches  broad,  7  inches  deep,  and  360  feet  long ; 
at  Oker,  6  vessels  deliver  their  liquors  into  a  similar  spout  84i-  inches 
broad  and  about  845  feet  long.  The  arrangement  of  the  plant  at  Oker 
is  shown  in  Figs.  418  and  419,  where  L  are  the  solution  vessels,  G 
the  spout  through  which  the  liquid  circulates  on  its  way  to  the 
reservoir  S;  the  channels  are  placed  on  each  side  of  sloping  lead- 
covered  boards,  P,  as  shown  in  the  section  in  Fig.  419. 

The  copper  sulphate  collecting  in  the  troughs  and  containing  all 
the  silver  intermixed    with  it,  is  drawn  on  to    the  sloping   boards. 
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where  the  crystals  drain  from  adhering  mother-liquor.  The  greater 
part  of  the  silver  is  found  in  the  crystals  in  the  first  portions  of  the 
trough,  the  quantity  diminishing  further  on.  At  the  end  of  the 
trough  the  sulphate  is  rich  in  gypsum,  as  well  as  lead  arseniate  and 
antimoniate. 

The  silver  slimes  are  separated  from  the  cr3'-stals  by  treating  the 
crystals  with  hot  mother-liquors  in  boiling  pans,  the  crystals  dis- 
solving in  the  liquor,  and  the  insoluble  slime  remaining  behind. 
The  boiling  pans  are  of  stout  sheet  lead,  supported  on  cast  iron 
plates,  underneath  which  run  flues.  The  pans  are  11  feet  6  inches 
long,  10  feet  6  inches  broad,  and  23  inches  deep;  the  mother- 
liquors  are  run  in  first,  the  liquors  from  the  crystallisation  of  the 
market  sulphate  being  used  at  Altenau,  and  then  if  necessary 
diluted  with  water  down  to  18°  or  19^  B.  When  the  temperature 
reaches  70"  C.  crude  sulphate  is  thrown  in  until  the  density  reaches 
28°  B.,  but  not  higher,  otherwise  the  crystals  subsequently  obtained 
Avould  be  small  and  inferior.  The  slimes  are  then  allowed  to  settle, 
the  addition  of  the  crude  sulphate  and  the  mixing  of  the  same 
taking  about  an  hour,  and  the  settling  6  to  8  hours.  Before  with- 
drawing  the  liquor  from  the  pan  a  little  pulverulent  copper  is  usually 
added  to  precipitate  any  silver  that  might  be  in  solution,  or  else  the 
solution  is  made  to  flow  through  a  filter  of  granulated  copper  on  its  way 
to  the  crystallising  vats.  The  clear  liquid  is  drawn  off  into  these 
vats  at  a  temperature  of  70""  C,  and  the  copper  sulphate  allowed  to 
crystallise  out.  At  Altenau,  the  liquor  is  syphoned  out  from  the 
boiling  pan  whilst  the  slime  left  behind  is  transferred  to  a  slime  box 
and  there  washed,  the  liquors  being  again  syphoned  off  after  the 
slime  has  settled.  At  Oker,  liquid  and  slime  flow  into  a  vessel,  which 
communicates  with  the  bottom  of  the  boiling  pan,  and  which  has 
two  openings  closed  by  wooden  plugs  situated  at  different  heights. 
The  clarified  liquors  are  run  off  through  the  upper  opening,  and  the 
silver  slime  through  the  one  at  the  bottom  of  the  vessel. 

The  crystallising  vats  are  lead-lined  wooden  vessels,  6  feet  3  inches 
long,  10  feet  6  inches  broad,  and  23  inches  deep,  each  vat  being- 
capable  of  holding  the  contents  of  a  boiling  pan.  Lead  strips,  of  which 
there  are  25  or  30,  hang  in  the  vat,  and  on  these  the  crystals  deposit. 
The  operation  lasts  from  8  to  12  days,  the  crystals  are  then  taken  out, 
washed  with  water  to  free  them  from  mother-liquor,  and  then  dried 
for  8  days  in  drying  rooms  kept  at  a  temperature  of  20  to  25°  C. 

The  silver  slimes  in  the  dry  state  contain  from  2  to  15  per  cent, 
of  silver,  and  are  leaded,  being  smelted  at  Altenau  together  with 
dbzug,  litharge  and   copper  matte  in  such  proportions  that  a  work- 
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lead  with  H  to  2  per  cent,  of  silver,  and  copper  matte  with  25  per  cent, 
of  copper  and  O'o  per  cent,  of  silver,  are  obtained. 

At  Oker  the  slimes  are  smelted  for  work-lead,  together  with  zinc 
scums  from  the  zinc  process  and  anode  slime  from  the  electrolytic 
process,  as  well  as  Avith  litharge. 

The  mother-liquors  obtained  in  the  process  can  be  used  again  for 
dissolving  the  granulated  copper  and  the  crude  sulphate,  provided 
that  the  copper  is  free  from  iron  and  nickel.  Otherwise  the  sul- 
phates of  these  metals  accumulate  in  the  mother-liquor  which  must 
then  be  withdrawn  from  the  process. 

With  regard  to  the  yields  from  the  process,  at  Oker,  from  1  cwt. 
of  granulated  copper,  418  lbs.  of  sulphate  are  obtained,  using  176  lbs. 
of  sulphuric  acid  of  50°  B.  The  capacity  of  the  plant,  consisting  of 
6  solution  vessels,  2  boiling  pans,  and  24  crystallising  vats,  amounts 
to  80  cwt.  of  copper  sulphate  in  24  hours. 

At  Altenau,  in  the  year  1887-88,  209'865  tons  of  granulated 
copper  and  488  tons  of  sulphuric  acid  of  50^  B.  were  used,  together 
with  763  tons  of  coal,  and  the  products  were  862  tons  of  copper 
sulphate,  and  85*5  tons  of  silver  slimes.  The  85'5  tons  of  slimes 
were  smelted  with  18*9  tons  of  litharge,  19*05  of  copper  matte, 
6*15  of  limestone,  4*9  of  ahzug,  o'o  tons  of  Oker  extraction  residues 
(from  the  chloridising  roasting  and  lixiviation  of  cupriferous 
burnt  pyrites),  and  150  tons  of  slags.  The  consumption  of  coke 
for  smelting  this  amount  was  29  tons,  and  78*45  tons  of  work- 
lead  and  28  tons  of  copper  matte  were  obtained. 

The  possibility  of  employing  this  method  of  extraction  depends 
upon  the  price  of  copper  sulphate.  If  this  is  high,  the  process  can 
be  profitably  worked,  and  may  then  pay  better  than  the  electrolytic 
separation. 

In  order  to  separate  the  silver  from  argentiferous  cement  copper, 
the  latter  is  roasted  in  a  muffle  furnace  in  order  to  convert  the  copper 
into  oxide,  and  the  roasted  material  is  then  treated  with  dilute  sul- 
23huric  acid,  which  dissolves  the  oxide  and  leaves  behind  the  silver. 
This  process  is  employed,  for  instance,  at  Hemixem,  near  Antwerp, 
where  the  price  of  copper  sulphate  is  high. 

The  Extraction  of  Silver  from  Argentiferous  Copper 
Matte  by  means  of  Sulphuric  Acid 

(Freiberg  Siilphuric  Acid  Extraction) 

In  this  process,  the  argentiferous  copper  matte  is  concentrated  in 
order  to  get  rid  of  iron,  the  matte  being  then  roasted  sweet,  by  which 
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means  the  copper  is  converted  into  oxide,  and  the  silver  into  metal ;  the 
copper  is  then  dissolved  out  by  means  of  dilute  sulphuric  acid,  and 
the  argentiferous  residue  is  smelted  with  lead  ores  or  similar  materials 
in  a  blast  furnace. 

This  process  is  in  use  at  Freiberg,  and  depends  upon  the  fact  that 
copper  oxide  is  easily  soluble  in  dilute  sulphuric  acid,  whilst  metallic 
silver  is  not  affected  by  it. 

The  concentrated  copper  matte  of  Freiberg  contains  69  to  74  per 
cent,  of  copper,  3  to  7  per  cent,  of  lead,  03  to  04  per  cent,  of  silver, 
2  per  cent,  of  iron,  3  per  cent,  of  cobalt  and  nickel,  0"5  to  1  per  cent,  of 
antimony  and  arsenic,  and  14  to  19  per  cent,  of  sulphur.  It  is  roasted 
sweet  in  a  long-bedded  calciner,  10  cwt.  of  matte  remaining  in  the 
furnace  for  16  hours.  The  mass  is  then  sieved,  and  any  imperfectly 
roasted  material  crushed  and  again  roasted.  The  roasted  matte  is 
crushed  and  then  submitted  to  the  action  of  sulphuric  acid  in  open 
vertical  cylinders  of  hard  lead,  4  feet  high  and  4  feet  to  4  feet 
6  inches  diameter,  provided  with  exit  tubes  at  the  bottom. 

The  process  of  solution  is  begun  by  bringing  into  the  vessels  4  cwt. 
of  chamber  acid  of  48°  to  50°B.,  and  then  diluting  this  with  an  equal 
volume  of  water  or  acid  mother  liquors.  The  liquid  is  then  brought 
to  the  boiling  point  by  superheated  steam  injected  directly  into  it,  and 
the  crushed  roasted  matte  is  added  in  portions  of  from  2  to  3  cwt., 
and  thoroughly  stirred  with  wooden  poles.  To  dissolve  the  anhydrous 
sulphate  formed,  water  or  mother  liquor  is  added  from  time  to  time, 
and  as  soon  as  the  liquor  is  saturated,  which  is  the  case  after  about 
5  hours,  the  steam  is  shut  off  and  the  liquor  allowed  to  stand  for  an 
hour,  the  silver  slime  settling  to  the  bottom.  The  liquor  is  then 
syphoned  over  with  leaden  syphons  into  settling  vats,  and  after 
remaining  there  for  an  hour,  again  syphoned  into  the  crystallising 
vats,  where  the  copper  sulphate  crystals  deposit  on  lead  strips. 

As  the  crude  ^sulphate  may  still  enclose  some  silver  slime,  the 
greater  portion  of  it  is  again  dissolved  and  filtered  through  a  linen 
filter  placed  on  the  perforated  false  bottom  of  a  cylindrical  vessel,  and 
covered  with  a  layer  of  granulated  copper.  Any  silver  that  may 
have  gone  into  solution  is  thus  precipitated  on  the  copper,  whilst  the 
slimes  are  retained  by  the  cloth. 

The  slimes  which  remain  in  the  first  vat  are  treated  with  dilute 
sulphuric  acid  and  steam  in  a  lead-lined  pointed  box  {spitzhasten)  in 
order  to  dissolve  any  adhering  anhydrous  sulphate  or  other  soluble 
impurities,  then  washed  on  a  cloth  filter,  and  lastly  smelted  with 
argentiferous  ores  for  work-lead.  The  slime  contains  1  to  2  per  cent, 
of  silver,  5  to  11  per  oent.  of  copper,  and  about  40  per  cent,  of  lead. 

B  R 
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The  crystallised  copper  sulphate  is  free  from  iron ;  crystals  con- 
taining over  0'035  per  cent,  of  iron  are  redissolved  and  recrystallised. 
The  mother  liquor  from  the  crystallisation  of  the  first  crude  sulphate  is 
acid,  and  is  used  for  diluting  the  sulphuric  acid  used  in  dissolving 
the  roasted  matte.  When  it  cannot  be  thus  employed  on  account 
of  the  iron  in  it,  it  is  treated  with  metallic  iron  (after  crude  sulphate 
has  been  repeatedly  crystallised  out)  to  precipitate  the  copper,  the 
liquor  remaining  being  either  allowed  to  crystallise  for  ferrous  sul- 
phate, or  used  as  a  binding  material  in  making  pyritic  smalls  into 
bricks.  The  mother  liquor  from  the  recrystallisation  of  the  copper 
sulphate  is  treated  in  the  same  way  after  it  has  been  in  use  for  some 
time  and  has  become  too  rich  in  iron. 

The  question  whether  it  is  more  advisable  to  treat  the  black  copper 
or  the  roasted  copper  matte  with  sulphuric  acid,  depends  chiefly  upon 
local  conditions.  The  copper  matte  must  undergo  several  roastings  and 
smeltings  in  order  to  free  it  from  its  iron  content  before  it  can  be 
treated  with  sulphuric  acid,  as  otherwise  the  copper  sulphate  ob- 
tained would  be  contaminated  with  ferrous  sulphate.  Compared 
with  this  there  is  the  smelting  of  the  roasted  copper  matte  for  black 
copper  and  the  refining  of  this  before  its  solution. 

By  comparing  the  Freiberg  process  with  the  black  copper  dissolving 
process  in  use  at  Altenau  in  the  Harz,  Kuhlemann^  arrives  at  the 
conclusion  that  the  economic  results  of  the  two  processes  would  be 
about  equal  were  it  not  for  the  fact  that  at  Altenau,  owing  to  the 
copper  containing  antimony  and  arsenic,  residues  containing  these 
metals  remain  when  it  is  dissolved  in  acid,  and  that  in  working  up  such 
residues  there  is  a  greater  loss  of  metal  than  is  the  case  in  the 
smelting  of  the  Freiberg  residue.  In  addition,  the  solution  of  the 
copper  in  acid  requires  a  longer  time  than  the  solution  of  the 
oxide,  and  more  strongly  acid  liquors  are  produced. 

B.  Processes  in  which  the  Silver  is  Dissolved 

Silver  precipitated  from  its  solutions  is  seldom  pure,  and  has  in 
consequence  to  be  leaded.  This  leading  is  performed  by  smelting 
the  silver  precipitate  with  materials  rich  in  lead,  such  as  litharge 
or  old  cupellation  hearths  in  blast  furnaces,  or  else  by  adding  the 
precipitate  to  red  hot  molten  lead,  contained  either  in  an  iron  pot  or 
else  in  the  cupellation  hearth. 

In  this  way,  silver  sulphide  precipitated  from  thiosulphate  liquors 
is  leaded  in  a  bath  of  molten  lead,  either  in  the  cupellation  furnace, 

1  Preuss.  Ministerial-Ztitschrift  fiir   Berg.    Hutten.    und   SaUnenivetien,   vol.    19, 
p.  180. 
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as  at  St,  Andreasberg,  or  in  cast-iron  vessels  as  at  Kapnik  in 
Hungary.  Silver  thrown  down  as  metal  by  copper  from  solutions  of 
its  chloride  is  treated  in  the  same  way  at  Kapnik. 

Silver  precipitated  from  argentiferous  copper  liquors  as  sulphide, 
or  as  iodide  subsequently  converted  into  sulphide  by  treatment  with 
sodium  sulphide,  is  usually  leaded  by  smelting  with  materials  contain- 
ing that  metal  in  blast  furnaces.  The  processes  in  which  silver  is 
dissolved  and  then  precipitated  will  be  considered  subsequently. 

2.  The  Extraction  of  Silver  by  the  Amalgamation 
Process 

In  the  amalgamation  process,  the  silver  in  ores  or  metallurgical 
products  is  converted  into  a  mercury  alloy  or  amalgam,  which  is  subse- 
quently distilled,  the  silver  being  left  behind  and  the  mercury  con- 
densed and  used  over  again.  The  mercury  is  used  in  the  metallic 
state,  its  employment  in  the  form  of  soluble  salts  (mercuric  chloride, 
as  in  Designolle's  process)  not  having  proved  a  success. 

The  amalgamation  process  has  the  advantage  of  requiring  but 
little  fuel,  and  with  suitable  ore  gives  a  high  percentage  of  extraction. 
There  are,  however,  the  disadvantages  of  a  considerable  loss  of  mer- 
cury and  incomplete  extraction  in  the  case  of  pyritic  ores,  or  ores 
containing  blende,  lead,  arsenic,  antimony  and  bismuth  compounds. 
The  process  is  best  adapted  for  use  with  a  certain  class  of  ore  (native 
silver,  with  chloride  or  sulphide,  free  from  lead  and  from  any  tough 
clayey  gangue),  where  mercury  can  be  had  cheaply,  and  where  fuel  is 
dear.  Such  conditions  chiefly  prevail  in  parts  of  America,  and  under 
these  circumstances  the  process  is  a  better  one  to  employ  than  either 
the  smelting  process  or  the  wet  extraction.  There  are  two  principal 
operations  in  the  amalgamation  process  : — 

1.  The  production  of  the  amalgam. 

2.  The  separation  of  silver  from  the  amalgam. 

1.  The  Production  of  the  Amalgam 

Mercury  unites  directly  with  native  silver,  forming  silver  amalgam. 
Silver  chloride  is  easily  decomposed  by  mercury  with  the  formation 
of  mercurous  chloride  and  free  silver,  which  then  unites  with  the 
excess  of  mercury  ;  iodide  and  bromide  of  silver  are  also  decomposed 
by  mercury  but  not  so  readily  as  the  chloride.  Silver  sulphide  is 
slowly  decomposed  by  mercury  with  the  formation  of  mercuric  sul- 
phide, the  decomposition  being  more  rapid  in  presence  of  iron,  and 
especially  on  heating.  Arsenical  and  antimonial  compounds  of  silver 
are  only  slowly  and  incompletely  decomposed  by  mercury  alone 

R   R.  2 
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It  is  not  therefore  possible  to  extract  the  silver  from  most  ores 
and  metallurgical  products  by  simple  treatment  with  mercury,  only 
those  ores  containing  their  silver  either  free  or  as  chloride  being 
capable  of  amalgamation  without  further  treatment.  The  decom- 
position of  silver  chloride  by  mercury  is  always  attended  with  a  loss 
of  mercury  owing  to  the  formation  of  mercurous  chloride,  so  that  it 
is  preferable  in  most  cases  to  bring  about  the  decomposition  of  this 
compound  by  means  of  metallic  iron  or  copper. 

Ores  containing  silver  as  sulphide  are  only  very  slowly  attacked 
by  mercury,  with  the  formation  of  mercuric  sulphide.  They  are, 
therefore,  treated  with  mercury  and  metallic  iron,  or  with  copper 
chloride  and  mercury,  either  alone  or  together  with  iron,  copper, 
lead  or  zinc,  or  else  the  silver  in  the  ore  is  converted  into  chloride 
by  roasting  with  salt,  and  the  roasted  ore  is  then  treated  with 
mercury  and  iron  or  copper.  In  every  case  the  silver  is  reduced  to 
the  metallic  state,  and  amalgamates  with  the  mercury,  which  must  be 
present  in  excess. 

Ores  and  metallurgical  products  containing  silver  sulphide,  to- 
gether with  other  metallic  sulphides,  particularly  those  of  arsenic 
and  antimony,  are  also  treated  with  copper  chloride  and  mercury,  or 
with  copper  chloride  together  with  iron,  copper,  lead  or  zinc,  and 
mercury,  or  else  they  are  roasted  with  salt  and  then  treated  with  iron 
or  copper  in  presence  of  mercury.  By  these  methods  the  silver  is 
separated  in  the  metallic  state,  combining  then  with  the  mercury 
present  to  form  amalgam. 

The  processes  can  consequently  be  divided  into  those  where  the 
amalgamation  is  effected  by  the  action  of  mercury  alone,  and  those 
in  which  reagents  are  employed  in  addition.  These  reagents  either 
assist  the  action  of  the  mercury  upon  silver  sulphide,  as  is  the 
case  with  iron,  or  they  liberate  metallic  silver  from  its  chloride 
(copper,  iron,  zinc,  lead),  or  they  convert  the  silver  present  as  sulphide, 
or  as  an  arsenic  or  antimony  compound,  into  metallic  silver  or  its 
chloride. 

The  processes  in  which  reagents  are  used  can  again  be  divided 
into  those  where  amalgamation  takes  place  without  any  preliminary 
chloridising  roasting  of  the  ores  or  metallurgical  products,  and  into 
those  where  the  amalgamation  is  preceded  by  a  chloridising  roasting. 

Amalgamation  processes  may  consequently  be  classed  under  thi'ee 
heads : — 

1.  Amalgamation  with  mercury  alone. 

2.  Amalgamation  with  mercury  and  certain  reagents  without 
roasting. 
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3.  Amalgamation  with  mercury  and  reagents  after  a  chloridising 
roasting. 

In  every  case  it  is  essential  that  the  ores  or  metallurgical 
products  should  be  in  the  state  of  fine  powder,  and  should  not 
contain  any  admixtures  which  would  coat  the  silver  particles  with 
a  tough  pasty  mass,  liable  to  mechanically  retain  particles  of 
mercury.  Clay  and  certain  magnesium  silicates  form  such  objection- 
able masses. 

In  order  that  the  mercury  may  react  properly,  it  must  have  a 
bright  clean  surface,  be  finely  divided,  and  be  brought  into  intimate 
contact  with  the  powdered  ore.  The  action  of  the  mercury  is  greatly 
hindered  by  its  globules  becoming  coated  with  a  layer  of  calomel, 
clay,  oil  or  grease,  and  these  must  be  removed  by  chemical  or 
mechanical  means.  The  affinity  of  the  mercury  for  the  ore  powder 
to  be  amalgamated  is  increased  if  it  contains  small  quantities  of 
silver,  zinc,  copper  or  lead,  but  large  amounts  of  these  bodies, 
especially  of  lead,  have  an  injurious  influence. 

Of  the  various  metals  that  may  be  present,  gold  is  the  most 
easily  amalgamated,  even  more  readily  than  silver  itself.  Zinc,  lead 
and  bismuth  are  also  easily  amalgamated,  and  copper,  if  in  a  state 
of  fine  division,  but  not  at  all  readily  if  in  large  pieces.  Arsenic 
and  antimony  are  only  amalgamated  with  difficulty,  iron,  nickel  and 
cobalt  not  at  all. 

The  losses  of  mercury  during  amalgamation  are  partly  chemical 
and  partly  mechanical.  The  chemical  losses  are  due  to  the  formation 
of  mercurous  chloride  and  mercuric  sulphide  by  the  reaction  of 
mercury  with  silver  chloride  and  sulphide,  or  else  arise  through  the 
production  of  mercurous  chloride  due  to  the  action  of  cu23ric  and 
ferric  chlorides  upon  mercury.  This  latter  source  of  loss  can  be 
avoided  by  the  addition  of  iron,  which  reduces  the  two  chlorides  to 
the  cuprous  and  ferrous  compounds. 

The  mechanical  losses  are  due  partly  to  the  flouring  of  the  mercury, 
partly  to  losses  of  portions  of  mercury  and  amalgam  which  remain 
behind  in  the  residue. 

T\iQ  flouring  of  the  mercury  is  the  result  of  its  division  into  minute 
globules,  which  cannot  be  made  to  unite  together  into  drops,  and  are 
in  consequence  washed  away  by  the  water,  and  it  is  caused  by  the 
too  rapid  rotation  of  the  amalgamating  apparatus,  the  little  globules 
of  mercury  thus  formed  being  prevented  from  coming  together  again 
by  the  earthy  or  clayey  matters  present. 

The  losses  owing  to  mercury  remaining  behind  in  the  residues, 
arise  through  particles  becoming  coated   with  tough  clayey  masses 
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and  also  as  a  result  of  the  imperfect  separation  of  the  mercury 
from  heavy  minerals,  lead  ores  in  particular  acting  injuriously  in 
this  way. 

1.   AMALGAMATION   WITH   MERCURY   ALONE 

This  method,  known  as  direct  amalgamation,  is  used  in  the  case 
of  ores  which  contain  chiefly  native  silver  with  smaller  quantities  of 
sulphide  or  chloride.  It  is  sometimes  combined  with  other  methods 
of  amalgamation,  the  ores  being  first  treated  with  mercury  alone  in 
order  to  extract  the  native  silver  and  any  gold  present,  and  the 
residue  being  then  submitted  to  a  chloridising  roasting  in  order 
to  convert  the  sulphur,  arsenic  or  antimony  compounds  into 
chlorides. 

The  process  consists  in  rubbing  the  ores  with  mercury,  the  crush- 
ino-  of  the  ore  either  going  on  at  the  same  time  or  having  been  done 
previously.  The  ore  is  more  generally  crushed  first  and  then  the 
amalgamation  is  conducted  in  iron  pans.  Mills  with  revolving 
crushers  of  stone  (Arrastras)  and  edge  runners  (Chilian  mills)  are 
employed  for  the  simultaneous  crushing  and  amalgamation  of  the 
ore. 

This  method  of  amalgamation  was  formerly  employed  in  Peru, 
Chili  and  Mexico,  and  is  still  employed  in  some  localities  in  these 
countries  where  the  necessary  ore  can  be  procured. 

The  Peruvian  process,  known  as  the  Tintin  process,  was  described 
by  Alonzo  Barba  in  1640.^  The  apparatus  used  consists  of  a  hard 
stone  with  a  cavity  9  inches  wide  and  9  inches  deep,  the  ore  in  small 
pieces  being  triturated  with  mercury  and  water  in  this  cavity  by 
means  of  an  iron  pestle,  water  being  kept  flowing  continually  into 
the  cavity  at  one  side  and  out  at  the  other.  This  water  runs  into 
tanks  and  deposits  its  suspended  particles,  and  as  these  may  contain 
arsenic,  sulphur  or  antimony  compounds  of  silver,  they  are  further 
treated  by  the  Patio  process  described  later  on. 

In  Chili,  large  quantities  of  ore  containing  chiefly  native  silver, 
but  carrying  also  chloride,  chloro-bromide,  bromide  and  iodide  of 
silver,  as  well  as  native  amalgam  (arquerite),  were  treated  by  the 
direct  amalgamation  process.  These  ores  were  found  in  the  upper 
portions  of  the  ere  deposits  in  the  Copiapo  valley,  and  were  known 
as  metales  calidos,  in  contradistinction  to  the  ores  from  the  deeper 
portions  of  the  deposits,  consisting  of  sulphur,  arsenic  and  antimony 
compounds,  unfit  for  treatment  by  direct  amalgamation,  and  known 
as  metales  frios. 

1  Percy,  Silver  and  Gold,  p.  563. 
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The  ores  were  first  crushed  in  edge  runners  (Chilian  mills)  from  4 
to  6  feet  in  diameter,  constructed  usually  of  stone  with  an  iron  rim, 
and  were  then  submitted  to  the  amalgamation  process  in  tubs  or 
vats  known  as  Unas,  similar  to  those  represented  in  Figs,  420  and  421. 
The  sides  were  of  wood,  the  bottoms  of  cast  iron,  and  on  the  upright 
shaft  m,  two  wrought  iron  arms  were  attached  just  touching  the 
bottom  and  serving  to  bring  the  mercury  into  intimate  contact  with 
the  ore,  these  agitators  being  rotated   by  bevel  wheels,  as  shown  in 


Fig.  420. 


Fig.  421. 


the  figure.     At  the  bottom  of  the  tina  was  a  hole  closed  by  a  wooden 
plug  for  the  purpose  of  drawing  off  its  contents. 

The  charge  for  each  tina  was  from  4  to  6  cwt.,  depending  on 
the  character  of  the  ore,  and  150  lbs.  of  mercury  were  used  for  poor 
ores,  and  more  for  richer  ones.  The  rubbers  made  about  16  revo- 
lutions per  minute,  and  the  amalgamation  lasted  4  to  6  hours  with 
ores  containing  only  native  silver,  or  about  20  hours  when  silver 
chloride  or  chloro-bromide  was  present.  This  is  owing  to  the  greater 
difficulty  of  bringing  chloride  of  silver  into  contact  with  the  mercury, 
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the  grains  being  flattened  during  grinding,  and  having  a  tendency  to 
remain  suspended  in  the  water. 

After  the  amalgamation  had  proceeded  for  a  sufficiently  long 
time,  the  amalgam  was  drawn  off  through  the  hole  at  the  bottom 
into  an  iron  pot,  after  which  the  entire  contents  of  the  Una  were 
run  into  settUng  tanks,  in  which  the  solid  matter  was  deposited. 
The  amalgam  was  first  drained   from  excess   of  mercury  in  canvas 


Fig.  i-1-2. 


Fig.  423. 


bags,  and  then  pressed  into  iron  moulds,  the  pressed  amalgam  con- 
taining from  16  to  25  per  cent,  of  silver. 

In  Mexico,  ores  containing  native  silver,  together  with  a  small 
amount  of  sulphide,  were  first  stamped  in  mills  and  then  amalga- 
mated in  arrastras,  a  special  kind  of  mill. 

The  arrastra  shown  in  Figs:  422  and  423  consists  of  a  circular  floor 
of  hard  stones  set  on  edge,  varying  in  diameter  from  5  feet  to  11  feet 
C  inches,  and  surrounded  by  a  raised  rim,  12  inches  deep,  of  stone  or 
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blocks  of  wood.  A  vertical  shaft  vj  is  fixed  in  the  centre,  provided 
with  arms  a,  to  which  the  heavy  mill-stones  M  are  attached  by  cords 
or  chains.  The  axle  is  revolved  by  water  or  mule  power,  and  the 
ore  is  further  crushed  by  the  revolving  stones,  and  brought  into 
intimate  contact  with  the  mercury  that  is  added.  Any  gold  or  silver 
is  amalgamated  by  the  mercury,  and  sulphide  of  silver  is  decomposed 
with  the  production  of  mercuric  sulphide. 

At  the  works  at  Batopilas,  a  town  in  Southern  Chihuahua, 
Mexico,  ^  the  ore  is  first  crushed  in  a  stamp  battery  and  from  the 
stamps  it  drops  on  to  a  screen  with  f  inch  slits,  whereby  the  larger 
lumps  of  silver  are  separated  and  remain  on  the  screen.  These  lumps 
are  refined  along  with  the  retort  silver,  whilst  the  ore  passing  through 
the  screen  is  amalc^amated  in  arrastras.  The  charge  for  each  arrastra 
is  about  a  ton  of  ore,  and  about  25  lbs.  of  mercury  are  added  at  intervals 
during  the  grinding  which  occupies  about  S  hours. 

Every  morning,  a  sufficiency  of  water  is  put  into  the  arrastra, 
and  the  grinding  continued  for  4  to  6  hours,  when  part  is  run 
otf,  carrying  with  it  a  certain  amount  of  the  finely-ground  and 
desilverised  ore  suspended  in  the  liquid.  Hich  ore  is  added  in 
place  of  that  drawn  off,  and  a  corresponding  amount  of  mercury 
(25  lbs.  per  ton  of  ore),  and  after  three  days'  working  in  this 
way  the  amalgam  is  scraped  up,  and  washed  in  wooden  bowls, 
with  the  addition  of  about  10  per  cent,  of  mercury.  The  slimes 
produced,  which  are  rich  in  silver,  are  concentrated  by  washing 
on  tables.  The  amalgam  is  squeezed  into  balls  2  inches  to  2h  inches 
in  diameter  in  canvas  cloths,  in  order  to  free  it  from  excess  of  mercury, 
and  is  then  retorted. 

Instead  of  this  method  of  amalgamation,  the  pan  process  described 
below  is  now  adopted  at  Batopilas.  According  to  the  present  state  of 
metallurgical  knowledge,  the  pan  treatment  affords  the  most  satis- 
factory means  of  working  the  amalgamation  process  where  mercury 
is  used  alone.  This  is  described  in  detail  under  the  name  of  the 
Washoe  process. 

2.  Amalgamation  in  Presence  of  Reagents,  but  without 
Previous  Chloridising  Roasting 

This  method  is  generally  used  wdicn  the  silver  exists  in  the  form 
of  sulphur,  arsenic  or  antimony  compounds,  or  of  simple  sulphide,  or 
in  the  form  of  haloid  salts,  the  reagents  being  added  in  the  amalga- 
mating apparatus. 

^  Percy,  Gold  and  Silver,  p.  57-i. 
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The  processes  included  under  this  heading  are  the  Cazo, 
Krohnke  and  Patio  processes,  and  the  Washoe  or  wet  process  of  pan 
amalgamation.  The  Washoe  process  is  the  most  generally  used,  and 
is  the  one  most  to  be  recommended  with  suitable  ores. 

The  Cazo  Process 

This  process,  known  also  as  the  Caldron  process,  or  the  hot  pan 
amalgamation  process,  is  applicable  to  ores  containing  native  silver 
and  horn  silver.  It  is  conducted  in  vessels  made  either  wholly  or 
partially  of  copper,  and  the  reagents  are  the  copper  of  the  amalga- 
mating^ vessel  or  the  agitators,  and  a  boilincr  solution  of  common  salt. 
The  silver  chloride  in  the  ore  is  decomposed  by  the  metallic  copper, 
and  the  liberated  silver  is  then  taken  up  by  the  mercury.  The  cupric 
chloride  formed  is  converted  into  cuprous  chloride  by  contact  with 
metallic  copper,  the  cuprous  chloride  dissolving  in  the  hot  salt  solu- 
tion.    Any  native  silver  present  is  taken  up  directly  by  the  mercury. 

This  process  was  devised  in  1609  by  the  priest  Alonzo  Barba,  of 
Peru,  and  practised  in  South  America  and  Mexico  for  the  working  of 
ores  containing  horn  silver,  occurring  in  the  upper  layers  of  the  ore 
deposits.  As  the  mines  increased  in  depth,  silver  chloride  gave  place 
in  great  measure  to  sulphur,  arsenic  and  antimony  compounds,  and 
in  consequence  the  Cazo  process  has  been  abandoned  at  most  places. 
The  yield  of  silver  by  this  process  was  very  good.  The  loss  of  mer- 
cury varied  from  2  to  2h  times  the  weight  of  the  silver  in  the  ore. 

The  ores  were  first  crushed  in  stamp  mills,  and  then  in  arrastras. 
They  were  then  concentrated  if  not  sufficiently  rich  (h  per  cent.)  by 
washing  on  concave  tables  (planillas),  the  residues,  if  sufficiently  rich, 
being  treated  by  the  Patio  process. 

The  amalgamating  vessels  used  at  first  were  small  and  known  as 
cazos,  but  afterwards,  and  particularly  in  Mexico,  larger  vessels  called 
Jondones  were  employed.  The  cazo  was  originally  made  entirely  of 
copper,  but  later,  wood  or  masonry  vessels  with  copper  bottoms  came 
into  use.  The  dimensions  of  such  a  vessel  were :  ^  diameter  at  the 
top  3  feet  3  inches  ;  at  the  bottom,  2  feet;  height,  18  inches  ;  the  copper 
bottom  was  2  to  2i  inches  thick.  The  vessel  was  placed  over  a  fire 
without  grate  or  chimney,  the  charge  for  such  a  vessel  consisting  of 
1  cwt.  of  ore.  This  was  stirred  up  in  the  cazo  with  water  to  a  thin 
pulp,  the  mass  raised  to  the  boiling  point,  and  then  common  salt  added 
in  quantities  of  from  5  to  15  per  cent,  of  the  weight  of  the  ore.  In 
order  to  prevent  the  salt  caking  on  the  bottom,  it  had  to  be  kept 
stirred  until  the  liquid  was  boiling. 

1  Egleston,  Metallurgy  of  Silver,  Gold  and  Mercury,  vol.  i.,  p.  313. 
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After  the  salt  was  dissolved,  mercury  was  added  m  separate  por- 
tions, the  whole  contents  being  stirred  with  a  wooden  stick  during 
the  addition.  It  was  usual  to  add  at  first  a  quarter  of  the  entire  amount 
of  mercury  to  be  used,  and  the  second  quarter  after  half  an  hour,  or 
as  soon  as  the  amalgam  had  the  appearance  of  a  bright  grey  sand, 
further  additions  being  made  until  the  amalgam  contained  2  parts  of 
mercury  to  1  of  silver.  This  extended  over  6  hours,  and  the  fluid  in 
the  vessel  was  then  ladled  out  and  used  again  for  the  next  amalgama- 
tion. The  solid  mass  containing  the  amalgam  was  then  taken  out 
with  wooden  bowls,  and  washed  in  large  wooden  dishes,  with  the 
addition  of  about  as  much  mercury  as  had  already  been  used  in  the 
amalgamation. 

One  important  point  in  the  amalgamation  was  to  prevent  the 
mercury  adhering  to  the  copper.  Not  only  was  the  process  ot 
amalgamation  thus 
hindered,  but  a  loss 
of  mercury  occurred 
owing  to  the  reaction 
with  silver  chloride, 
and  the  production  of 
mercurous  cliloride.  It 
was  found  that  if  the 
proportion  of  mercury 
to  silver  was  as  2  : 1 
such  adhesion  never 
took  place,  but  it  was 
not  to  be  prevented  if 
more  than  4  parts  of 
mercury  were  present 
to  1  of  silver. 

The  larger  vessels 
CBlled  fondo7ies  were  7  feet  in  diameter  at  the  top,  6  feet  at  the  bottom, 
and  2  feet  9  inches  high.  The  bottoms  were  cast  of  copper,  7  to 
7"8  inches  thick,  7  inches  deep,  and  6  feet  in  diameter.  On  the 
turned  up  edge  of  the  bottom  was  built  a  vessel  composed  of  wooden 
staves  275-  inches  long,  and  bound  round  with  iron  hoops.  Resting 
on  the  copper  bottom  and  fastened  to  two  arms  attached  to  a  vertical 
shaft  were  two  cast  copper  blocks,  each  300  lbs.  in  weight,  which 
could  be  driven  round  by  mules.  The /o7if?09i  was  heated  by  a  fire- 
grate below  it. 

Such  a  fondon  is  shown  in  Fig.  424,  where  A  is  the  vessel  with 
copper  bottom,  h ;  /  are  the  wooden  staves,  z  the  copper  blocks  fastened 
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to  the  arms  m  of  the  vertical  shaft  iv.  The  shaft  is  driven  round  by 
mules  attached  to  the  arm  n,  and  walking  round  in  the  space  o ;  ?'  is 
the  fireplace,  and  jp  the  brickwork. 

The  charge  for  Ql  fondon  was  from  10  to  12  cwt.  of  rich  ore.  This 
was  charged  in  w^ith  sufficient  water  to  make  a  thin  mud,  the  gear 
set  going  and  the  fire  lighted.  As  soon  as  the  water  boiled,  from  IC 
to  25  per  cent,  of  salt  was  added,  according  to  the  percentage  of  silver 
in  the  ore. 

The  agitator  made  about  10  revolutions  per  minute,  the  mercury 
being  added  in  separate  portions  as  in  the  cazo,  the  first  addition  being 
equal  to  half  the  weight  of  the  silver  present.  The  process  lasted 
about  6  hours,  and  after  the  lapse  of  this  period,  the  liquid  and  the 
lighter  portions  were  run  off  through  a  side  opening,  whilst  the  heavier 
portions  and  the  amalgam  lying  on  the  bottom  were  scooped  out  and 
washed  with  the  addition  of  more  mercury.  The  portions  washed 
away,  if  at  all  rich  in  silver,  were  treated  by  the  Patio  process. 

If  the  mercury  was  added  in  too  great  excess  or  the  agitators 
revolved  too  slowly,  the  mercury  adhered  to  the  copper,  delaying  the 
process  and  causing  a  loss  of  mercury.  The  loss  of  mercury  ordinarily 
amounted  to  2  per  cent.,  part  of  it  being  mechanically  lost  and  part 
volatilised. 

The  Krohnke  Pkocess 

The  Krohnke  process  was  introduced  into  Copiapo  in  Chili,  in 
1860,  by  the  then  German  consul  of  that  name,  and  consists  in  the 
employment  of  a  hot  solution  of  cuprous  chloride  in  common  salt  to 
decompose  the  silver  compounds,  which  are  then  reduced  by  means 
of  zinc  or  lead  used  in  the  form  of  an  amalgam  of  these  metals.  In 
this  method,  the  production  of  ferric  and  cupric  chlorides  is  prevented, 
and  the  loss  of  mercury  owing  to  the  formation  of  mercurous  chloride 
is  thus  avoided.  Lead  and  zinc  also  prevent  the  action  of  mercury 
on  silver  chloride,  these  metals  reacting  upon  silver  chloride  with  the 
formation  of  lead  and  zinc  chlorides,  and  metallic  silver.  Not  only  is 
the  loss  of  mercury  through  chemical  reactions  prevented,  but  the 
mechanical  loss  is  lessened,  as  mercurous  chloride,  which  would  be 
formed  were  these  metals  not  present,  would  coat  the  globules  of 
mercury,  prevent  their  coalescing  and  give  rise  to  loss  owing  to 
flouring  of  the  mercury.  The  silver  formed  by  the  action  of  the 
lead  or  zinc,  as  well  as  that  present  in  the  ore  in  the  free  state,  is 
taken  up  by  mercury  and  obtained  as  an  amalgam. 

Metallurgical  opinion  is  divided  upon  the  question  of  the  chemical 
reactions  occurring  in  the  process,  particularly  as  regards  the  question 


SILVER  621 

of  the  amount  of  silver  chloride  produced,  and  of  the  reduction  of 
metaUic  silver  from  silver  sulphide  or  mixed  sulphides,  without 
previous  formation   of  silver  chloi'ide. 

According  to  the  latest  researches  of  Rammelsberg,^  silver 
sulphide  is  decomposed  by  cuprous  chloride  in  the  following  way  : — 

Ag,S  +  CU.3CI,  =  2AgCl  +  CuS  +  Cu, 

the  silver  according  to  this  equation  being  completely  converted  into 
chloride. 

According  to  Laur's  researches,-  cuprous  chloride  in  presence  of 
mercury  reacts  with  silver  sulphide,  with  the  production  of  silver 
without  any  previous  formation  of  choride,  the  equation  being : 

Ag^S  +  Cu2Cl2,N"aCl  =  CuS  +  2  Ag + CuCU.NaCl. 

According  to  Eich,  cuprous  chloride  in  presence  of  zinc  causes 
the  separation  of  metallic  silver  from  silver  sulphide  in  this  way : 

Ag,S  +  Cu2Cl2+Zn  =  2Ag+Cu,S+ZnCl2, 

the  reaction  proceeding  very  quickly  if  mercury  be  present  in  addition 
to  the  zinc. 

By  the  action  of  cuprous  chloride  on  pyrargyrite,  a  part  of  the 
silver  is  set  free  according  to  Rammelsberg,  silver  sulphide  and 
chloride  being  formed  at  the  same  time,  according  to  the  equation : 

2Ag3SbS3  +  Cu,Cl,  =  2  AgCl  +  Ag.S  +  2Ag  +  2CuS  +  S\S^. 

According  to  Eich,  a  hot  solution  of  cuprous  chloride  in  common 
salt  acts  on  j)yrargyrite  as  follows  : 

3Ag2S,Sb,S3  +  SCu^Cl^  =  3Ag,S  +  .SCu^S  +  2SbC]3. 

Cuprous  chloride  in  presence  of  zinc  or  lead  is  said  thus  to 
cause  the  separation  of  metallic  silver  from  silver  sulphide,  and 
according  to  the  above  somewhat  contradictory  researches,  the  forma- 
tion of  silver  chloride,  together  with  metallic  silver,  is  quite  possible. 
Silver  chloride  is  decomposed  by  zinc,  and  a  portion  of  the  silver 
sulphide  may  also  be  decomposed  by  means  of  zinc  and  mercury. 

It  is  impossible  to  say  to  what  extent  silver  chloride  is  produced 
by  the  action  of  cuprous  chloride,  metallic  silver  is  reduced  by  the 
action  of  cuprous  chloride  in  the  presence  of  lead  or  zinc  and  mercury 
from  simple  and  complex  sulphur  compounds  of  silver,  or  metallic 
silver  is  formed  by  the  action  of  zinc  upon  silver  sulphide,  because 
the  process  is  kept  secret,  and  no  investigations  upon  it  have  been 
published. 

^  Percy-Rammelsberg,  Silher  unci  Gold,  p.  115. 

2  "  Metallurgie  de  I'Argent  au  Mexique,"  A7in.  des  Mines,  Series  6,  vol.xx. 
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But  though  the  reactions  are  not  known  with  certainty,  there 
remains  the  fact,  that  by  this  process,  nearly  the  whole  of  the  silver 
in  the  ore  may  be  converted  into  silver  amalgam. 

The  process  has  been  used  at  Copiapo  and  Antofagasta  since  1862,, 
and  is  suitable  for  all  silver  ores  except  argentiferous  copper  pyrites, 
argentiferous  galena  or  zinc  blende,  and  ores  containing  more  than 

1  per  cent  of  free  arsenic.  The  loss  of  silver  when  antimony,  sulphur 
and  arsenic  compounds  of  silver  are  present  with  only  moderate 
amounts  of  galena,  zinc  blende  and  pyrites,  should  not  be  more  than 

2  per  cent.,  the  loss  of  mercury  varying  from  12  to  35  per  cent,  of  the 
silver  obtained. 

The  amalgamation  is  carried  on  in  horizontal  rotating  barrels,. 
having  a  capacity  of  from  1  to  4  tons,  the  4  ton  barrels  being  6  feet 
long,  and  5  feet  in  diameter,  with  staves  3  inches  thick. 

The  cuprous  chloride  is  made  from  copper  sulphate,  salt  and 
metallic  copper,  salt  being  added  to  a  copper  sulphate  solution  of  20° 
B.  until  it  ceases  to  dissolve.  The  two  salts  react  with  the  formation 
of  cupric  chloride  and  sodium  sulphate,  and  the  cupric  salt  is 
converted  into  cuprous  by  the  action  of  scrap  copper  upon  it,  the 
reaction  being  carried  out  in  wooden  vessels  and  the  liquid  heated 
by  steam  at  3  atmospheres  pressure.  The  cuprous  chloride  which 
is  only  very  difficultly  soluble  in  water,  dissolves  easily  in  the  salt 
solution.  The  reduction  of  the  cupric  salt  to  cuprous  is  shown  by 
the  disappearance  of  the  green  colour  of  the"  solution  and  by  the 
white  precipitate  produced  on  the  dilution  of  a  sample  of  the  solution 
with  water.  The  solution  is  decomposed  by  the  oxygen  of  the  air 
with  the  formation  of  an  oxychloride,  and  consequently  it  must  be 
used  soon  after  it  is  made. 

The  ores  worked  in  the  Copiapo  district  by  this  process  contain 
native  silver,  horn  silver,  proustite,  pyrargyrite,  polybasite  and  silver 
glance,  the  gangue  consisting  of  limestone,  marl,  diabase  porphyry,, 
heavy  spar,  gypsum,  asbestos  and  kaolin.  At  Escobar  and  Ossa,  the 
ores  are  fii'st  crushed  between  two  sets  of  rollers  placed  one  below  the 
other  and  then  finely  ground  by  edge  runners  (Chilian  mills).  The 
arrangement  of  a  so-called  Chilian  mill  or  trapiche  made  by  Fraser 
and  Chalmers  of  Chicago,  is  shown  in  Fig.  425.  The  rollers  are  of 
cast-iron  with  steel  rims  and  the  bottom  of  the  mill  is  of  steel  plate,, 
and  the  mill  is  run  with  a  continuous  supply  of  water.  The  rollers  at 
Copiapo  are  6  feet  6  inches  in  diameter,  weigh  4  tons  each,  and 
make  10  to  12  revolutions  per  minute.  The  finely-powdered  ore 
suspended  in  the  water  is  run  into  2  slime  boxes,  15  feet  long,  6  feet 
broad,  and  3  feet  deep,  where  it  is  allowed  to  settle.     As  soon  as  a. 
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box  is  full  the  slime  is  taken  out  and  spread  on  a  flat  surface  (cancha) 
to  dry. 

The  dried  slime  is  then  transferred  to  the  amalgamating  vessels 
which  are  provided  with  an  agitating  arrangement,  the  exact  con- 
struction of  which  is  unknown.  Hot  salt  solution  containing  salt 
equal  to  5  per  cent,  by  weight  of  the  ore  is  added  in  quantity 
sufficient  to  form  a  thin  pulp,  and  then  the  solution  of  cuprous 
chloride  in  common  salt  is  put  in.  The  amount  of  the  latter  solu- 
tion depends  both  upon  the  amount  of  silver  compounds  present  and 
also   upon    the    nature  of  the  gangue.     Ores   containing   limestone- 


Fig.  425 


require  more  cuprous  chloride  than  ores  containing  clay  or  oxide  of 
iron,  as  limestone  partially  decomposes  cuprous  chloride.  On  an 
average,  with  ores  of  medium  richness  (0"2  per  cent,  of  silver)  and  with 
a  mixed  gangue,  4  to  5  gallons  of  cuprous  chloride  solution  are 
added  to  a  4  ton  charge.  After  the  addition  of  the  cuprous  solution 
the  vessel  is  rotated  for  20  to  30  minutes  and  then  mercury  and  lead 
or  zinc  amalgam  are  added.  The  amount  of  mercury  added  is  from  20 
to  25  times  the  silver  content  of  the  ore.  According  to  Richter  and 
Htibner  ^  lead  should  be  used  in  the  case  of  kindly  ores,  zinc  being 
1  Preuss.  Zeitschr.,  1876,  vol.  24,  p.  487;  vol.  27,  p.  158. 
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employed  when  difficultly  decomposable  sulphur  compounds  are 
present.  According  to  Fonscoa  23  parts  of  lead  should  be  added  for 
every  100  of  silver  present  in  the  case  of  ores  containing  considerable 
amounts  of  chloride  and  bromide  of  silver,  and  in  this  case  the 
consumption  of  mercury  may  be  diminished  from  150  to  25  parts 
for  this  quantity  of  silver. 

After  the  mercury  and  lead  or  zinc  amalgam  have  been  added, 
the  amalgamator  is  run  for  6  hours,  making  4  to  5  revolutions  per 
minute.  A  large  amount  of  water  is  then  added  and  the  vessel  is 
again  rotated  for  a  short  time,  when  the  contents  are  emptied  in  a 
similar  way  to  that  employed  in  the  European  barrel  amalgamation 
process. 

The  amalgam  obtained  contains  cupric  oxide  derived  from  the 
action  of  limestone  on  copper  chloride,  as  well  as  copper  sulphide, 
resulting  as  shown  in  the  preceding  equations  from  the  action  of 
cuprous  chloride  on  silver  sulphide.  The  sulphide  and  a  portion  of 
the  oxide,  as  well  as  mechanically-mixed  earthy  impurities,  are 
separated  from  the  amalgam  by  washing  with  water.  For  this 
purpose  the  amalgam  is  mixed  with  10  per  cent,  of  mercury  in  a  vat 
{tina)  provided  with  agitators  (see  p.  615),  and  washed  with  water, 
the  agitators  being  revolved  at  the  rate  of  16  turns  per  minute  until 
the  outflowing  water  becomes  clear.  In  order  to  get  rid  of  copper 
exide  the  remaining  amalgam  is  now  treated  in  the  same  vessel  with 
a  solution  of  ammonium  carbonate,  in  which  the  oxide  is  soluble, 
the  solution  containing  the  salt  in  quantity  equal  to  2  per  cent,  of  the 
weight  of  the  amalgam. 

If  large  amounts  of  copper  are  present,  the  amalgam  is  treated 
with  hot  cupric  chloride  solution.  The  copper  is  dissolved,  forming 
euprous  chloride  soluble  in  the  salt  solution,  and  lead  and  zinc  are 
removed  in  a  similar  way.  The  amalgam  is  then  filtered.  The 
mercury  removed  by  filtration  is  used  afresh  for  amalgamation,  until 
after  being  in  use  for  5  or  6  operations  it  begins  to  amalgamate  very 
slowly.  It  is  then  quickened  by  the  addition  of  0"02  per  cent,  of 
sodium  amalgam. 

The  rich  amalgam  is  pressed  in  cylindrical  cast-iron  moulds  and 
then  distilled  in  a  bell  retort,  and  the  residual  silver  refined  in  a 
reverberatory  furnace.  The  silver  thus  obtained  contains  0"2  to  0'4 
per  cent,  of  copper. 

For  the  working  of  8  tons  of  ore  every  24  hours,  2  Chilian  mills 
are  required  using  6  horse-power,  2  slime  reservoirs,  2  amalgam- 
ating barrels  requiring  8  horse-power,  a  vat  for  washing  the  amalgam, 
a  vat  for  collecting  the  floured  mercury,  a  vat  and  steam  boiler  for 
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preparing  the  cuprous  chloride  sohition,  2  vats  for  dissolving  the 
copper  sulphate,  and  a  cement  tank  for  the  preparation  of  the  salt 
solution,  with  boilers  for  supplying  steam  to  the  same. 

The  process  has  proved  very  successful  in  Chili,  and  on  account 
of  its  quick  returns  and  of  the  small  loss  of  mercury  and  silver  -with 
suitable  ores,  should  supersede  all  other  processes. 

The  Patio  Process 

In  this  process,  which  is  also  known  as  American  heap  -amalgama- 
tion, the  finely  crushed  and  moistened  ore  is  made  up  into  heaps 
after  being  intimately  mixed  with  salt,  copper  sulphate  and  mercury, 
and  in  the  reactions  which  take  place,  the  greater  part  of  the  silver, 
whether  present  as  simple  sulphide,  as  mixed  sulphides  or  as  a 
sulph-arsenide,  or  sulph-antimonide,  is  converted  into  silver  amalgam. 
The  amalgam  is  separated  by  washing,  and  is  filtered,  pressed  and 
distilled. 

Though  the  actual  chemical  reactions  occurring  in  the  process 
and  the  extent  to  which  they  take  place,  may  not  be  accurately 
known,  yet  this  much  is  certain,  that  salt  and  copper  sulphate  react 
forming  sodium  sulphate  and  cupric  chloride.  The  copper  .chloride 
to  a  certain  extent  chloridises  the  silver  in  simple  and  complex 
sulphur  compounds,  and  is  partly  reduced  to  cuprous  chloride  by  the 
action  of  metallic  silver,  mercury,  copper  or  cuprous  sulphide. 
This  cuprous  chloride  dissolves  in  salt  solution  as  in  the  Krohnke 
process  and  partly  acts  as  a  chloridising  agent  on  the  silver  sulphide 
or  on  the  mixed  sulphides  or  on  silver  itself,  and  jjartly  reduces  metallic 
silver  in  the  presence  of  mercury  from  silver  sulphide  or  mixed  sul- 
phides. The  chloride  of  silver  thus  formed  is  then  decomposed  by 
mercury  with  the  production  of  mercurous  chloride.  Metallic  mer- 
cury also  reduces  silver  from  some  of  the  silver  sulphide  with  the 
formation  of  mercuric  sulphide.  The  separated  silver,  as  well  as  any 
native  silver  present,  is  then  taken  up  by  the  excess  of  mercury 
present,  forming  silver  amalgam. 

The  Patio  process  was  first  introduced  and  worked  on  a  large  scale 
in  1557  in  Mexico  by  Bartolome  de  Medina,  a  miner  of  Pachuca.  It  was 
introduced  into  Potosi  in  Peru  in  1571  by  Pedro  Fernandez  de  Velasco. 
According  to  a  report  by  Luis  Berrio  de  Montalvo,  addressed  to  the 
Viceroy  of  Mexico,  and  printed  in  Mexico  in  1643,  Medina  derived 
his  information,  that  silver  could  be  obtained  from  its  ores  by  means 
of  mercury  and  salt,  from  Spain.  Indeed,  a  similar  process  was 
known  in  Europe  before   this  time,  as  in  a  treatise  by  Biringuccio, 
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published  in  Venice  in  1540  under  the  title  Dc  la  Piiroteclinica,  it 
is  stated  that  silver  could  be  obtained  from  its  ores  in  the  wet  way 
by  the  action  of  suljDhate  of  iron,  verdigris,  mercuric  chloride,  salt 
and  vinegar. 

The  Patio  process  is  extensively  used  in  Mexico,  and  is  still  in 
use  at  various  South  American  works.  Though  the  extraction  of 
silver  by  its  means  is  slow  and  is  attended  with  considerable  loss  of 
mercury,  yet  it  possesses  the  advantage  that  the  amalgam  can  be 
obtained  without  the  expenditure  of  any  fuel,  and  using  animal  power 
only.  Consequently  it  is  the  only  method  which  can  be  successfully 
used  in  many  places  in  hot  climates,  where,  as  in  many  districts  in 
Mexico,  there  are  no  easy  means  of  communication,  and  where  fuel 
is  excessively  costly.  Until  a  few  years  ago,  three-fourths  of  the 
silver  produced  in  Mexico  was  obtained  by  this  method,  though  there 
is  no  doubt  that,  as  better  means  of  communication  are  introduced 
the  Patio  process  will  gradually  be  replaced  by  the  pan-amalgamation 
process,  or,  where  lead  ores  are  present,  by  smelting  processes. 

Two  essential  points  in  the  conduct  of  this  process  are,  that  the 
ores  should  be  of  a  proper  kind,  and  that  they  should  be  in  a  state  of 
the  finest  possible  division. 

The  most  suitable  ores  are  those  which  contain  native  silver  and 
silver  sulphide,  and  are  free  from  iron  and  copper  pyrites,  bournonite, 
galena  and  blende.  The  silver  glance  must  be  present  in  a  finely- 
divided  condition,  as  otherwise,  it  would  be  beaten  out  into  thin 
plates  in  the  crushing  ^^vocess  on  account  of  its  malleability,  and  such 
plates  would  not  be  readily  amalgamated. 

Next  in  order  of  suitability  come  the  compounds  of  silver  sulphide 
with  other  metallic  sulphides — pyrargyrite,  stephanite,  polybasite, 
proustite,  the  latter  being  more  difficult  to  work  than  pyrargyrite. 
Argentiferous  mispickel  and  arsenical  fahl-ore  are  not  suitable  for 
the  process,  neither  are  argentiferous  galena,  blende  and  bournonite, 
zinc  blende  decomposing  cupric  chloride  with  the  production  of  zinc 
chloride  and  copper  sulphide. 

Only  such  argentiferous  copper  and  iron  pyrites  can  be  worked 
as  are  capable  of  oxidation  by  long  exi)osure  to  the  air,  after  having 
been  moistened  with  salt  solution. 

Native  horn  silver  is  much  more  difficult  to  amalgamate  than 
artificial  silver  chloride,  and  this  holds  especially  in  the  case  of  native 
bromide  and  iodide.  Ores  containing  haloid  salts  of  silver  are  in 
consequence  not  treated  by  the  Patio  process,  but  by  the  Cazo  or 
Fondon  process  previously  described. 

As  regards  the  amount  of  silver  in  the   ores,  those  containing 
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O'l  per  cent,  of  metal  can  still  be  remuneratively  worked  in  Mexico  ; 
the  richer  ores  treated  by  it  contain  0'3  per  cent,  of  silver. 

In  many  cases,  pyritic  ores  or  those  carrying  blende,  are  previously 
calcined,  in  order  to  secure  a  better  amalgamation.  Arsenical  and 
-antimonial  ores  must  not  be  roasted,  as  arseniates  and  antimoniates, 
-both  difficultly  amalgamable  silver  salts,  are  thereby  produced. 

The  Patio  process  comprises  four  operations  : — 

1.  The  crushing  of  the  ores. 

2.  The  treatment  of  the  powdered  ore  in  the  Patio. 

3.  The  separation  of  the  amalgam  produced. 

4.  The  treatment  of  the  amalgam. 


1.   The  Crushing  of  the  Ores 

The  ores  undergo  a  preliminary  crushing  in  Chilian  mills,  stamps, 
rolls,  or  rock  crushers,  and  are  afterwards  reduced  to  powder  in 
arrastras.  Where  the  ore  is  auriferous,  mercury  is  added  to  the 
contents  of  the  arrastra,  in  order  to  collect  the  gold  and  any  native 
silver  that  may  be  present. 

The  crushing  is  usually  carried  out  by  means  of  edge  runners 
(Chilian  mills),  stamps,  or  more  rarely  by  crushing-rolls.  The  old 
Chilian  mills  had  a  cylindrical  wheel-shaped  granite  runner,  six  feet 
in  diameter  and  sixteen  inches  broad,  weighino-  three  or  four  tons. 
This  was  fastened  to  a  horizontal  arm  connected  with  a  vertical  shaft, 
driven  by  mule  power,  and  revolved  on  a  bed  of  hard  stone.  The 
later  forms  have  cast  iron  rollers,  wdth  rim  and  bed -plate  of  steel, 
and  are  driven  by  horses,  mules,  or  by  water  or  steam  power.  The 
rollers  of  such  mills  are  five  feet  four  inches  in  diameter  and  fifteen 
inches  broad,  with  an  iron  or  steel  rim  four  inches  thick,  their  con- 
struction being  shown  in  Fig.  42.5. 

The  ore  is  usually  crushed  in  the  dry  condition.  If  stamps  or 
rolls  are  used  they  are  of  the  ordinai'y  type,  driven  either  by  water  or 
steam  power. 

At  Fresnillo,  in  Mexico,  rolls  worked  by  steam  are  used  instead 
of  stamps,  the  upper  rollers  being  18  inches  long  and  221  inches 
diameter,  whilst  the  lower  rolls  are  equal  in  length,  and  27^  inches 
in  diameter. 

The  cru-shed  ore  is  then  finely  powdered  in  arrastras,  the  con- 
struction of  which  has  been  previously  described.  In  spite  of  the 
drawback  of  their  very  slow ,  working,  no  substitute  for  them  has 
up  to  the  present  been  found  ;  and  this  part  of  ^the  operation  is  of  the 
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greatest  importance,  as   the  yield   of  silver  depends  essentially  npoo 
the  degree  of  fineness  to  which  the  ore  is  crushed. 

The  floor  of  the  arrastra,  which  varies  from  10  to  13  feet  in 
diameter,  is  composed  of  hewn  blocks  of  hard  stone,  usually  quartz 
porphyry,  6  to  8  inches  thick,  set  on  edge,  the  spaces  between  them 
being  filled  with  sand  or  cement.  Such  a  bottom  lasts  about  12 
months,  and  it  is  surrounded  by  a  rim  of  flat  stones  6  to  8  inches 
thick,  projecting  to  a  height  of  2  feet  above  the  bottom.  In  the 
centre  of  the  arrastra  is  a  large  pyramidal  stone  with  a  hole  in  it& 
upper  end.  In  the  latter,  fits  the  pivot  of  a  vertical  shaft  with  either 
2  or  4  horizontal  arms,  supported  at  its  upper  end  by  a  horizontal 
beam.  Fastened  by  chains  or  leather  thongs  to  each  of  these 
horizontal  arms  are  the  grinding  stones  (voladoras) ,  one  or  sometimes 
___  two  to  each  arm,  so  that  when 

the  latter  revolve  the  volacloras 
are  dragged  over  the  floor  of 
the  arrastra.  The  stones  are 
rectangular  blocks  of  quartz 
porphyry  weighing  from  6  to 
12  cwt.,  and  they  are  fastened 
in  such  a  way  that  their  front 
lower  edges  are  about  2  inches 
from  the  ground,  the  hinder 
end  rubbing  on  the  paved  bed. 
These  stones  last  from  one  to 
three  months.  The  arrastras 
are  worked  by  horses,  mules, 
or  by  water  or  steam  power. 

The  older  form  of  arrastra 
driven  by  mules  is  shown  in 
Figs.  426  and  427  on  a  scale  of  y^y  ;  a  are  the  bottom  stones  and  h 
the  raised  ones  forming  the  rim,  c  the  vertical  shaft,  resting  on  the 
stone  I  and  supported  by  the  horizontal  beam  d.  To  each  of  the 
four  arms,  two  only  of  which  are  shown  in  the  drawing,  the  stones 
h  are  fastened  by  chains,  and  the  mules  are  yoked  on  to  the  long- 
arm  X,  from  one  to  six  animals  being  employed,  according  to  the  size 
of  the  arrastra. 

An  arrastra  driven  by  a  horizontal  water  wheel  is  shown  in  Figs. 
428  and  429,  a  being  the  wheel  which  surrounds  the  arrastra,  con- 
nected to  the  vertical  shaft  of  the  same  by  means  of  the  arms  :  and 
the  connecting  pieces  t.  Through  the  spout  h,  which  has  a  slope  of 
8  inches  in  a  length  of  11|-  to  15  feet,  a  stream  of  Avater  is  directed 


Figs.  426  and  427. 
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on  to  the  buckets  of  the  wheel.  If  the  arrastm  is  10  feet  m 
diameter,  it  will  occupy  a  space  23  feet  in  diameter,  its  water 
Avheel  being  20  feet  in  diameter  and  2  feet  broad.  A  mill  10  feet  in 
diameter  can  grind  8  to  12  cwt.  of  soft  ores  in  24  hours,  whilst 
14  to  16  cwt.  of  hard  ores  can  be  finely  ground  in  3  days,  but  such, 
a  mill  can  of  course  only  be  used  where  a  considerable  water  supply 
is  available. 

At  Chihuahua,  in  Mexico,  a  similar  water  wheel  works  both  the 
stamps  and  the  arrastra.  In  some  places  overshot  wheels,  connected 
Avith  the  mill  by  wooden  gearing,  furnish  the  motive  power. 


Fig.  431. 


A  set  of  steam-driven  arrastras  made  by  Fraser  and  Chalmers,  Ltd... 
of  Chicago,  is  illustrated  in  Figs.  430  and  431.  The  arrastras  them- 
selves are  from  13  to  23  feet  in  diameter,  and  the  granite  grinding 
stones  in  them  weigh  5  to  12  tons.  Corliss  engines  are  used  for 
driving. 

A  similar  plant  has  been  erected  at  the  works  of  the  Edward 
Morrison  Consolidated  Mining  Co.  at  Zacatecas  in  Mexico,  the  ores 
being  first  crushed  in  rock  crushers,  then  passed  through  rolls,  and 
lastly  ground  in  the  arrastras.     The  latter  are  13  feet  in  diameter^ 
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and  each  requires  (i  horse-power,  their  capacity  varying  from  6  to  1(J 
tons  in  the  2-1  hours,  according  to  the  nature  of  the  ores. 

In  the  arrastras  the  ore  is  crushed  in  presence  of  water,  from  31 
to  42  cubic  feet  of  water  being  required  for  8  to  12  cwt.  of  ore.  The  ore 
is  introduced  by  degrees,  sufficient  water  being  added  to  each  portion 
to  convert  the  mass  into  a  thin  mud.  The  entire  charge  is  ground 
with  the  mill  stones  making  at  first  6  revolutions  per  minute, 
increased  as  the  ore  gets  finer,  to  10  revolutions,  until  it  feels  slimy 
when  rubbed  between  the  fingers.  The  ground  ore  is  then  removed 
from  the  arradra  and  transferred  to  the  amalgamating  floor  ox  patio, 
With  arrastras  worked  by  mules,  from  G  to  15  cwt.  can  be  ground 
in  24  hours,  depending  upon  the  hardness  of  the  ore  and  the  size  of 
the  arrastra. 

If  native  silver  or  gold  is  present,  mercury  is  added  during  the 
grinding  jjrocess  in  order  to  collect  these  metals,  as  has  already  been 
described  under  direct  amalgamation. 

In  rare  cases  the  ground  ore  is  washed  before  being  amalga- 
mated, with  the  object  of  separating  the  horn  silver  from  the 
sulphides,  the  former  being  treated  by  the  Cazo  process,  and  the  latter 
going  to  the  patio  amalgamation  process. 

2.  Amalgamation  of  the  Ground  Ore  in  the  Patio 

The  ground  ore  from  the  arrastras  is  in  the  form  of  thin  mud,  and 
is  termed  lama.  It  is  first  put  on  the  amalgamating  floor  ox  patio, 
in  smaller  heaps,  so  that  it  may  dry  to  a  certain  extent,  and  then  it  is 
made  up  into  the  amalgamation  heaps  or  tortas.  The  patio  consists 
of  a  spacious  courtyard  paved  with  special  care,  so  as  to  make  it  as 
impervious  as  possible  to  mercury.  Cement  and  asphalt  have  been 
used  for  this  purpose,  and  the  floors  have  even  been  made  of  timbers 
carefully  fitted  into  each  other  ;  but,  as  a  rule,  careful  paving  alone  is 
depended  on.  The  pjatio  slopes  slightly  towards  one  side,  so  that  any 
water  draining  from  the  heaps  may  flow  away.  In  small  pjatios  the 
tortas  are  sometimes  surrounded  with  a  barrier  of  sand  or  with 
wooden  planks  to  confine  the  contents  of  the  heaps,  which  in  larger 
works  are  spread  on  circular  walled  spaces  known  as  cajetes  or  lamcros. 

After  the  water  has  drained  away  and  evaporated,  so  as  to  leave 
the  mass  of  the  consistence  of  thick  mud,  which  is  the  case  after  a 
few  days,  it  is  made  up  into  the  proper  amalgamation  heaps  or  tortas 
[torta,  a  cake). 

As  the  ore  mass  is  not  yet  very  consistent,  the  torta  has  to  be 
confined  by  pieces  of  timber  arranged  round  it  or  by  large  stones,  the 
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joints  being  made  tiglit  with  clay  or  dung.  The  tarta  has  now  the 
shape  of  a  large  flat  round  cake,  the  thickness  of  the  layer  varying 
from  G  to  12  inches,  and  the  diameter  from  23  to  50  feet.  From  50 
to  100  or  even  150  tons  of  ore  are  contained  in  each  torta,  the 
appearance  of  a  patio  Avith  its  several  fortas  being  shown  in  Fig.  432. 
Twentv-four  hours,  at  the  latest,  after  the  torta  has  been  made, 
the  treatment  with  reagents  is  begun,  salt  being  added  first,  then 
bodies  containing  copper  sulphate  and  known  as  magistral,  and  then 
mercury,  the  mercury  either  being  added  Avith  the  magistral,  or 
immediately  after  it. 

If  procurable,  salt  is  added  in  the  purest  possible   state,  but  in 
various  places  in  Mexico,  where  the  price  of  pure  salt  is  too  high,  an 

impure    salt,  made    by   ex- 
^-t,,..;,,^^       "  ^"^  V^":!^/^  ^  ^^  tracting    the    residues    left 

^-  1%>-.  '^1^-^       -    "^'^-t- ,sx^:^5^^^T-"  after  the  evaporation  of  in- 

^  li^^-^-^        ^^^^    lakes,  and  knoAATi    as 

^ic fcj^~?^y~^^c^:;^^^g'-^^y^^        saltierra,    is    used    instead. 
""'"""""^^^~~  ■  '^  -  Such  salt  contains  from  70 

'^j?^'""-^    zz^3^^^5  ^7--^*       ^Q  90  per  cent,  of  sodium 

chloride   and  10   to   15  per 
cent,  of  sodium  carbonate. 
^^g^^^jC'^ggg^^^feSai^^^^^'^  ^  j^-  Either  pure  blue  vitriol 

^  -  .^  used  or  the  older  magis- 

1-, ..  400.  tral,    produced    in     Mexico 

by  roasting  copper  pyrites 
in  double-hearthed  reverberatory  furnaces  or  comalillos,  whereby 
some  of  the  copper  is  converted  into  sulphate.  The  following 
analyses  show  how  the  magistral  varies  in  composition  according 
to  the  nature  of  the  ore,  and  the  care  bestowed  on  it  during  the 
roasting  operation  : — 

Poor  ^[agiMruL     Best  J[aiji-<frn/. 

Copper  sulphate 9-03  19-00 

Copper  oxide 50  5'5 

Ferric  sulphate 6'75  14)"8 

Ferric  oxide ]8'75  25'S 

Insoluble  matter 60-47  34-9 


In  default  of  sulphuretted  ores  of  copper,  copper  sulphate  can  be 
made  by  roasting  ores  containing  carbonate  or  oxide  of  copper  with 
pyrites,  or  by  treating  such  ores  with  ferric  or  aluminium  sulphate  or 
easily  disintegrated  pyrites.  Thus,  in  Chili  and  Peru,  the  copper 
sulphate  is  made  by  treating  a  naturally  occurring  sulphate  of  iron 
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■with  copper  oxide.  Calcined  pyrites  has  also  been  used  instead  of  the 
•copper  salt,  but  the  extraction  by  the  iron  sulphate  thus  obtained  is 
very  imperfect  and  does  not  amount  to  more  than  half  of  the  silver 
in  the  ore.  Owing  to  the  comparatively  small  amount  of  copper 
sulphate  in  magistral,  the  latter  has  in  many  cases  been  recently 
replaced  by  pure  copper  sulphate. 

The  quantity  of  salt  added  to  the  torta  varies  from  2  to  5  per 
cent,  of  the  weight  of  the  ore,  the  larger  the  amount  the  better  for 
the  amalgamation,  as  the  silver  and  cuprous  chlorides,  formed  in  the 
process,  are  soluble  in  salt  solution.  Ores  with  0'09  to  0  1  per  cent, 
of  silver  receive  an  addition  of  4  per  cent.,  ores  with  013  to  0'23 
per  cent,  of  silver,  4|  per  cent,  of  salt. 

The  salt  is  strewn  over  the  surface  of  the  torta  as  evenly  as 
possible  and  then  shovelled  into  the  mass,  after  which  the  heap  is 
trodden  by  mules  and  horses  in  order  to  ensure  intimate  admixture 
From  8  to  25  mules  are  used,  a  60-ton  torta  requiring  16,  and  a 
100-ton  torta  25  mules.^ 

The  condition  of  the  ore  mud  during  this  trituration  must  be  such 
that  the  animals'  feet  can  tread  through  it  to  the  paved  floor  and  can 
also  easil3^be  withdrawn,  whilst  the  holes  left  by  their  hoofs  must  only 
be  effaced  after  the  lapse  of  some  seconds.  The  torta  is  trodden  for 
some  hours  at  intervals  of  several  hours  throughout  the  day,  and 
whilst  the  mules  are  resting,  the  heap  is  turned  over  with  shovels. 
The  next  morning  the  heap  is  again  subjected  to  fui'ther  treading 
and  is  further  mixed  with  shovels,  when  the  salt  will  be  sufficiently 
mixed  with  the  ore.  This  operation  is  termed  repaso.  As  the  tread- 
ing is  very  exhausting  for  the  animals,  many  attempts  have  been 
made  to  replace  it  by  mechanical  mixing,  as,  for  instance,  by  employ- 
incj  weighted  rollers  fastened  to  horizontal  arms  connected  to  a 
vertical  shaft.  The  shaft  may  be  turned  by  mules  walking  round 
the  edge  of  the  torta,  and  by  means  of  gearing  the  rollers  can  be 
made  to  jDass  over  every  portion  of  the  heap,  but  such  contrivances 
have  proved  uniformly  unsuccessful. 

After  the  mixing  of  the  salt,  the  next  operation  is  the  incorporation 
of  the  magistral  or  copper  sulphate,  the  mercury  being  rarely  added 
until  afterwards.  The  amount  of  magistral  used  depends  upon  its 
percentage  of  copper  sulphate  and  upon  the  nature  of  the  ores,  being 
usually  between  5-  and  2  per  cent,  of  the  weight  of  the  ore.  If  blue 
vitriol  is  used,  0"2  to  0'25  per  cent,  of  the  weight  of  the  ore  is  added 
with  ores  carrying  0'09  to  0"19  per  cent,  of  silver. 

^  Laiir,    " M('tallurgie   cle    1" Argent   an    Mexiqne,    Ann.    des    Mines,  series    6, 
■vol.   XX.,  p.  6;!. 
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The  magistral  or  copper  sulphate  is  spread  as  evenly  as  possible 
over  the  surface  of  the  mass  and  mixed  in  with  wooden  shovels,  the 
mass  being  then  subjected  to  a  further  treading  or  rejKiso.  The  torta 
becomes  warm  owing  to  the  reaction  between  the  copper  sulphate  and 
salt,  and  becomes  darker  and  more  porous. 

In  most  works  the  mercury  is  added  immediately  after  the  incor- 
poration of  the  magistral,  that  is,  where  it  has  not  been  added  with  the 
magistral.  The  method  of  allowing  the  toi'ta  to  stand  for  some  days- 
after  the  magisiral  has  been  added,  before  adding  the  mercury,  wdth 
a  view  of  giving  more  time  for  the  copper  chloride  to  form  silver 
chloride,  has  not  proved  a  success  and  has  been  abandoned,  the  yield 
of  silver  being  very  much  smaller  than  where  the  mercury  is  added 
immediately  after  the  incorporation  of  the  magistral.  The  reasons 
are  that  the  native  silver  present  is  amalgamated  by  the  mercury 
alone,  and  the  more  perfectly  the  longer  it  is  in  contact  with  it ;  that 
owing  to  the  mutual  reaction  between  the  rtiagistral  and  salt,  con- 
siderable amounts  of  cupric  and  ferric  chlorides  are  produced,  which 
when  in  excess,  convert  the  mercury  into  mercurous  chloride,  and  that 
the  chief  reactions  in  the  torta  only  begin  after  the  addition  of  mercury^ 
The  real  decomposition  of  the  silver  compounds  should  only  take  place 
therefore  after  the  mercury  has  been  added. 

From  6  to  8  times  the  amount  of  silver  present  in  the  ore  repre- 
sents in  general  the  quantity  of  mercury  added,  though  at  Zacatecas,. 
according  to  Clement,  the  mercury  added  is  only  3  times  the  weight 
of  the  silver  present.  At  many  works  f  of  the  total  amount  of 
mercury  is  first  added,  at  others  f  of  the  amount,  and  at  other  works 
considerably  less  than  §,  the  rest  of  the  mercury  being  added  as 
reqviired. 

The  mercury  is  scattered  over  the  surface  of  the  torta  in  the  form, 
of  exceedingly  fine  globules,  the  mercury  being  put  in  a  bag  of  sail- 
cloth holding  about  9  or  12  lbs.,  which  is  carried  by  a  man  walking: 
over  the  heap,  when  the  mercury  finds  its  way  through  the  cloth  as  a 
fine  rain.  Immediately  after  the  addition  of  the  mercury  the  mass  is 
again  trodden  by  mules,  and  mixed  with  shovels  when  the  mules- 
are  resting.  The  mules  for  this  operation  are  never  more  than  8  in 
number,  yoked  together  in  fours,  and  driven  by  a  man  standing  in 
the  centre  of  che  torta  in  such  a  way  that  they  are  made  to  cover 
every  part  of  the  heap.  A  further  addition  of  magistral  or  copper 
sulphate  is  made  and  trodden  in,  or  sometimes  a  hot  solution  of 
copper  sulphate  after  the  treading  in  of  the  mercury,  the  amount  to  be 
added  being  decided  by  the  amalgamation  master.  Samples  are  taken 
by  the  latter  several  times  in  the  day  and  tested  in  order  to  ascertain 
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what  additions  should  be  made,  and  what  the  duration  of  the  next 
treading  or  rcpaso  should  bo.  As  a  rule,  the  torta  is  trodden 
several  times  a  day  in  order  to  expose  fresh  surfaces  of  the  silver  to 
the  action  of  the  mercury,  as  otherwise  the  silver  becomes  coated 
with  a  layer  of  silver  amalgam  which  hinders  the  further  action  of 
the  mercury. 

The  treatment  of  the  torta  lasts  from  3  to  6  weeks,  according  to 
the  character  of  the  ore,  the  manner  of  working,  the  prevailing 
weather,  and  the  skill  of  the  amalgamation  master,  but  in  unfavour- 
able circumstances  it  may  last  for  some  months.  The  amalgamation 
is  considered  to  be  finished  when  at  least  75  per  cent,  of  the  silver 
contents  of  the  torta  have  been  extracted.  In  the  ordinary  course  of 
working,  the  amalgamation  proceeds  more  quickly  in  the  fii'st  few 
days  than  at  a  later  period ;  for  instance,  silver  assays  made  on  a 
torta  at  Guanaxuato  in  Mexico,  showed  that  after  12  days  the 
amalgam  contained  92*79  per  cent,  of  the  silver  obtained  ultimately, 
after  25  days  97'55  per  cent.,  after  28  days  99"1  per  cent.,  and  100' 
per  cent,  at  the  end  of  33  days.^ 

The  assay  samples  from  which  the  amalgamation  master  forms 
his  estimates  of  the  various  reagents  required  by  the  torta,  are  u.sually 
taken  three  times  a  day  from  different  j)ortions  of  the  heap  by  means 
of  a  horn  spoon,  about  half  a  pound  being  taken  for  each  sample. 
This  is  washed  in  a  horn  spoon  or  earthenware  bowl  {jplatUlo)  7  inches 
in  diameter,  and  f  of  an  inch  deep.  A  rotary  movement  is  imparted 
to  the  bowl  in  the  washing  process,  the  lighter  portions  of  ore 
being  washed  away,  the  heavier  portions  forming  concentric  rings, 
according  to  their  specific  gravity,  at  the  bottom  of  the  bowl.  In  the 
centre  is  the  mercury  unaltered,  then  follows  a  ring  of  amalgam. 
(cej'a),  then  a  ring  of  undecomposed  black  silver  sulphide,  then  a 
ring  of  pyrites,  and  lastly  one  of  floured  mercury.  If  the  mercury 
seems  dull  and  of  a  lead-grey  colour,  the  torta  contains  too  much 
magistral  or  is  said  to  be  too  hot  {caliente),  and  there  has  been  too 
much  cupric  or  ferric  chloride  formed,  leading  to  loss  of  mercury  owing 
to  the  formation  of  calomel.  In  such  cases  the  torta  is  either  allowed 
to  remain  at  rest  for  several 'days  or  else  wood  ashes,  lime  or  precipitated 
cement  copper  are  added.  Wood  ashes  and  lime  precipitate  car- 
bonates or  hydrates  from  the  rivigistral  or  the  chlorides  present,  whilst 
copper  reduces  cupric  or  ferric  chloride  to  cuprous  or  ferrous  chloride 
respectively.     Zinc  and  iron  act  in  a  similar  way  to  copper. 

If  the  mercury,  is  very  bright  and  quite  unattacked,  or  possesses- 
a  tinge  of  yellow,  the  operation  is  proceeding  too  slowly,  and   the 

'  Laiir,  oi'j.  i-'tt. 


'636  METALLURGY 

torta  is  said  to  be  too  cold  (frio).  The  reactions  are  then  hastened 
by  further  treading  or  by  the  addition  of  more  salt  and  magistral  and 
subsequent  treading. 

In  normal  working,  the  amalgam  (limadura  dc  plata)  should  be  in 
the  form  of  thin  scales,  which  can  easily  be  separated  from  the 
mercury  which  drains  from  it,  and  which  can  be  pressed  by  the  fingers 
into  a  dry  mass  {inidlla).  Tf  it  can  be  completely  divided  by  the  fingers 
into  little  drops,  the  action  has  not  proceeded  far  enough  and  the 
amalgam  is  too  poor  in  silver,  and  if  on  the  contrary  it  forms  hard 
lumps  which  do  not  yield  liquid  mercury  on  pressing,  it  is  too  con- 
centrated {fuerte).  In  this  case,  there  is  too  little  mercury  in  the 
torta  and  more  must  be  added. 

These  appearances  vary  with  different  ores  and  in  different 
localities,  and  are  not  always  to  be  relied  on.  In  certain  cases,  in 
spite  of  the  favourable  indications  given  by  the  amalgam,  the  process 
<loes  not  proceed  properly  in  the  torta,  and  in  these  cases  in  warm 
weather,  additions  of  salt  are  usually  required.  The  most  reliable 
method  of  testing  the  progress  of  the  operation  is  to  determine  by 
assay  the  amount  of  silver  still  remaining  in  the  ore. 

The  operation  is  not  only  dependent  upon  the  additions  of  the 
proper  amount  of  the  reagents,  but  is  also  dependent  upon  the  tem- 
perature and  the  prevailing  weather.  A  high  temperature  hastens  the 
amalgamation  and  a  low  temperature  retards  it,  the  process  ceasing 
entirely  if  the  temperature  falls  to  the  freezing  point.  Falls  of  rain 
dilute  the  salt  solutions  in  the  torta  and  render  further  additions  of 
magistral  necessary. 

In  cold  districts,  heating  the  mass  has  been  practised,  the  torta, 
after  about  half  its  silver  has  been  amalgamated,  being  brought  into 
a  chamber  with  flues  under  the  floor.  In  this  room,  {estiifa),  the  torta 
is  heated  for  three  days  and  then  taken  and  spread  again  on  the 
]3atio,  where  the  amalgamation  is  finished.  The  yield  of  silver  is 
increased  in  this  way,  but  there  is  such  a  considerable  loss  of 
mercury  that  the  process  has  been  abandoned. 

When  the  amalgamation  in  the  torta  is  finished,  more  mercury  is 
added  to  it  and  trodden  in  with  the  mass,  so  as  to  render  the  amalgam 
more  fluid  and  to  collect  it  tosfether.  After  this  the  torta  is  washed 
w'ithout  delay  in  order  to  separate  the  mercury  and  amalgam  from 
the  remaining  earthy  portions  of  the  ore. 

If  the  torta.  is  allowed  to  stand  before  washing,  some  loss  of  silver 
may   take    place,  owing   to   the  production  of  very   finely-divided 
amalgam  (dcsccJio)  arising  from  the  action  of  copper  sulphate.^ 
*  Eglestoii,  Si/rer,  Gold  and  Mercury,  i.,  p.  298. 
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The  Chemical  Reactions  in  the  Torta 

As  already  stated  at  the  beginning  of  the  chapter,  the  chemical 
reactions  of  the  Patio  process  are  not  known  with  absolute  certainty, 
and  there  is  still  a  large  field  open  for  chemical  research.  Though  a 
number  of  the  reactions  have  been  ascertained  through  the  researches 
of  Karsten,  Boussingault,^  Grlttzner,- Bowring,  Uslar,  Laur,  Huntington 
and  Rammelsberg,'^  there  are  still  considerable  differences  in  their 
views  as  to  the  manner  and  the  degree  in  which  these  reactions 
proceed  in  the  torta.  Particularly  are  their  views  divided  upon  the 
questions  as  to  whether  the  formation  of  silver  chloride  takes  place  to 
any  great  extent  or  not,  whether  cupric  or  cuprous  chloride  plays  the 
chief  part  in  its  formation,  and  whether  the  copper  oxychloride 
produced  from  the  cuprous  chloride  plays  an  essential  part  in  the 
decomposition  of  the  ores. 

The  following  reactions  may  be  taken  as  having  been  clearly 
proved : — 

1.  Copper  sulphate  and  sodium  chloride  mutually  react  in  the 
jpatio  forming  cupric  chloride  and  sodium  sulphate,  thus  : — 

CuSO,  +  2NaCl  =  Na^SO,  +  CuCU 

2.  Cupric  chloride  is  converted  into  cuprous  chloride,  by  the 
action  of  mercury  or  of  native  silver  present  in  the  ore,  according  to 
the  equations : — 

2CuC]..  +  2Hg  =  Cu.,Cl,  +  Hg,Cl,, 
CUCU  +  2Ag  =  2AgCl  +  Cu.Cl,,"' 

(Copper  or  cuprous  sulphide  present  in  the  torta  also  converts  cupric 
chloride  into  the  cuprous  salt,  and  cuprous  chloride  is  formed  as  the 
result  of  the  action  of  ferrous  chloride  upon  cupric  oxide,  both  of 
which  bodies  may  be  present.  According  to  Rammelsberg's  later 
researches  the  idea  that  cuprous  chloride  is  formed  by  the  action  of 
silver  sulphide  on  cupric  chloride  is  erroneous,  cupric  sulphide  only 
being  formed  according  to  the  equation : — 

Ag,S  +  CuCl,  =  2AgCl  +  CuS). 

3.  Silver  sulphide  is  converted  into  silver  chloride  by  the  action 
of  both  cupric  and  cuprous  chlorides. 

Cupric  chloride  reacts  with  silver  sulphide  in  this  way : — 

Ag.2S  +  CuClg  =  2  AgCl  +  CuS. 

1  Annal.  Chim.  Phys.,  51,  p.  337  (1834). 
-  Griitzner,  Die  Augustin' srjie  Silher  extraction,  1851. 

3  Percy-Rammelsberg,  "  Metallurgie  des  Silber  unci  des  Goldes,"  Freuss.  Minist.- 
Zeitschr.,  Bd.  29,  s.  191. 
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Cuprous  chloride  dissolved  in  salt  solution,  reacts,  according  to  the 
most  recent  of  Rammelsberg's  researches,  upon  silver  sulphide  in  such 
a  way  that  the  products  are  silver  chloride,  cupric  sulphide  and 
metallic  copper,  according  to  the  equation  : — 

Ag,S  +  Cu2CI,  =  2AgCl  +  CuS  +  Cu. 

Rammelsberg's  researches  agree  with  those  of  Boussingault  with 
•this  difference,  that  the  latter  considers  that  cuprous  sulphide  is 
formed  as  follows  : — 

Ag,S  +  Cu.CU  =  2AgCl  +  Cu.S. 

According  to  Laur's  researches,  the  reaction  between  cuprous 
chloride  and  silver  sulphide  in  presence  of  mercury  gives  rise  to  no 
silver  chloride,  the  silver  being  liberated  in  the  metallic  state  with 
the  simultaneous  formation  of  cupric  sulphide  and  chloride,  in  this 
way : — 

Ag.S  +  Cu.Cl2,NaCl  =  CuS  +  2  Ag  +  CuCl,,NaCl. 

4.  Silver  sulphide,  present  in  mixed  sulphides  such  as  sulph- 
antimonides  or  sulph-arsenides  of  silver,  is  decomposed  by  cupric 
chloride  with  the  formation  of  silver  chloride,  or  by  cuprous  chloride 
with  production  of  silver  chloride,  or  a  mixture  of  silver  chloride  and 
metallic  silver.  According  to  Rammelsberg,  cupric  chloride  acts  upon 
proustite  in  this  manner  : — 

4  Ag3  AsSg  + 1 2CuClo  =  SAgCl  +  2  Ag,S  +  2CuS  +  2  As^Sg  +  2S, 

and  upon  pyrargyrite  in  this  way : — 

2  AggSbSg  +  SCuCl,  =  G  AgCl  +  3CuS  +  Sb.Sg. 

The  action  of  cuprous  chloride  upon  pyrargyrite,  according  to  the 
same  authority,  is  represented  as  follows: — 

2Ag3SbS3+  CuoCl,  -  2AgCl  +  Ag.S  +  2Ag  +  2CuS  +  Sb.Sg. 

5.  Silver  sulphide,  either  alone  or  present  in  combination  with 
other  metallic  sulphides,  is  decomposed  by  mercury  into  metallic 
silver  or  amalgam,  and  mercuric  sulphide  is  formed  according  to  the 
equation  :  — 

Ag,S  +  2Hg  =  Ag,Hg  +  HgS. 

6.  Silver  chloride  is  reduced  to  metal  by  the  action  of  mercury 
with  the  formation  of  mercurous  chloride  thus  : — 

2AgCl  +  2Hg  =  Hg,Cl2  +  2Ag. 

7.  Silver  present  in  the  native  state  in  the  ores  is  only  super- 
ficially converted  into  silver  chloride,  being  for  the  greater  part  taken 
up  directly  by  the  mercury. 
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According  to  Rammelsberg,  and  also  to  Karsten  and  Sonne- 
schmidt,  by  the  action  of  cupric  chloride  arising  from  mutual  reaction 
between  sodium  chloride  and  copper  sulphate,  the  greater  part  of  the 
sulphide  of  silver  existing  free,  or  combined  with  other  sulphides  in 
the  ores,  and  a  small  portion  of  native  silver,  are  converted  into  silver 
chloride. 

Cuprous  chloride,  formed  by  the  action  of  mercury  and  silver  ui^on 
cupric  chloride,  converts  only  a  small  percentage  of  silver  sulphide 
into  chloride,  as  the  salt  is  very  soon  converted  into  oxychloride  by  the 
oxygen  of  the  air,  in  which  state  it  is  not  capable  of  any  further 
action.  The  chloride  of  silver  is  reduced  to  metal  by  the  mercurv 
present,  with  formation  of  mercurous  chloride,  and  the  liberated  silver 
unites  with  the  excess  of  mercury,  forming  amalgam. 

A  considerable  portion  of  the  silver  sulphide  in  the  ores  is  de- 
composed by  the  mercury,  silver  separating  and  mercuric  sulphide 
being  produced,  the  liberated  silver,  together  with  that  present  in  the 
ores  in  the  fresh  state,  amalgamating  with  the  mercury. 

That  the  whole  of  the  silver  is  not  liberated  by  the  action  of 
mercury  on  silver  chloride  is  evident  from  the  amount  of  mercury  used 
in  the  process  ;  400  parts  of  mercury  would  in  such  a  case  be  required 
for  the  production  of  216  parts  of  silver,  whereas  in  practice  in  the 
Patio  process,  the  mercury  lost,  including  the  considerable  mechanical 
loss,  does  not  amount  to  more  than  Ih  times  the  weight  of  silver 
obtained. 

According  to  the  researches  of  Boussingault,  Bowring,  Uslar, 
Griitzner  and  Laur,  cuprous  chloride  plays  the  chief  jDart  in  the 
process,  and  not  the  cupric  salt. 

Boussingault  assumes  that  silver  sulphide  present  either  as  such 
or  in  combination  with  other  sulphides,  is  first  decomposed  by  cuprous 
chloride  with  the  production  of  silver  chloride,  and  that  the  latter  is 
then  decomposed  by  the  mercury  present.  The  other  metallurgists 
deny  that  silver  chloride  is  formed  in  this  way,  and  hold  that 
silver  is  separated  directly  in  the  metallic  state  by  means  of  cuprous 
chloride,  in  presence  of  oxygen  or  of  metallic  silver. 

Cuprous  chloride  is  produced,  as  mentioned  before,  by  the  action 
■of  mercury,  native  silver,  copper,  zinc,  or  copper  or  zinc  amalgams 
upon  cupric  chloride,  and  is  also  formed  by  the  action  of  cupric  chlo- 
ride upon  cuprous  sulphide  present  in  the  ores,  and  by  a  mutual  reaction 
between  cupric  oxide  and  ferrous  chloride,  the  latter  salt  being  pro- 
duced by  the  reaction  between  ferrous  sulphate  in  the  magistral  and 
the  added  salt. 

According  to   Boussingault's  views  the  reactions  in  the  torta  are 
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as  follows :  By  the  action  of  salt  on  the  magistral,  cupric  chloride 
is  produced,  which  body  acts,  however,  only  to  a  very  slight  extent 
upon  silver  sulphide,  because  it  is  reduced  by  the  mercury  to  cuprous 
chloride.  The  latter  salt  dissolves  in  the  common  salt  solution  present, 
penetrates  through  the  mass  of  ore,  and  converts  the  silver  of  the 
simple  and  compound  sulphides  into  silver  chloride,  copper  sulphide 
being  produced,  or,  according  to  Rammelsberg,  cupric  sulphide  and 
metallic  copper.  The  silver  chloride  formed,  dissolves  in  the  salt 
solution  and  is  decomposed  by  mercury,  silver  separating  in  the 
metallic  state  and  alloying  with  the  mercury,  and  calomel  being  pro- 
duced at  the  same  time. 

Bowring,  Usiar  and  Grutzner  assume  that  cuprous  chloride  pro- 
duced in  the  manner  previously  mentioned  is  the  principal  agent  in 
the  process,  and  that  silver  chloride  is  not  produced  to  any  extent,, 
the  cuprous  chloride  in  presence  of  oxygen  liberating  silver  from  the 
sulphide  in  the  metallic  state. 

According  to  the  views  of  the  two  first-named,  the  cuprous  chloride 
formed  is  converted  into  oxychloride  by  atmospheric  oxygen,  according 
to  the  equation  : — 

Cu,Cl2  +  0  =  CuC],CuO. 

This  oxychloride  liberates  silver  from  silver  sulphide  with  formation 
of  cuprous  chloride.  The  reactions  further  given  show  a  very  im- 
perfect knowledge  of  chemical  changes,  as  the  sulphur  of  the  silver 
sulphide  is  assumed  to  be  oxidised  to  sulphur  dioxide  by  the  oxygen 
of  the  copper  oxychloride,  and  this  sulphur  dioxide,  together  with 
more  oxygen  and  a  further  quantity  of  oxychloride  is  supposed  to 
liberate  chlorine  from  common  salt,  the  cuprous  chloride  being 
oxidised  to  cupric   chloride  by  the  chlorine   set  free. 

According  to  StolzeP  the  process  may  be  represented  as  follows, 
eliminating  the  impossible  reactions  : — 

3(CuCl2,CuO)  +  Ag2S  =  3Cu,Clo  +  S03  +  2Ag, 

cuprous  chloride  being  produced  in  addition  to  sulphuric  acid,  and 
being  converted  again  into  oxychloride  by  the  oxygen  of  the  air. 

According  to  Griitzner,'  copper  oxychloride  is  not  produced  at  all, 
but  cuprous  chloride  in  presence  of  atmospheric  oxygen  liberates 
silver  from  silver  sulphide  with  the  formation  of  cuprous  sulphide. 
cupric  chloride  and  sulphuric  acid,  according  to  the  equation : — 

2Ag2S  +  2Cu,Cl2  +  SO  +  H.O  =  4  Ag  +  Cu,S  +  2CuC],  +  H.SO,. 

^  Metallargie,  "  Silber,"  p.  1235. 

^  Die  Augustin'sche  Silber  Extraction,  1851. 


SILVER  641 

According  to  Laur,  cuprous  chloride  liberates  silver  from  the  sulphide 
without  the  action  of  oxygen,  but  in  presence  of  mercury  and  common 
salt,  producing  cupric  sulphide  and  calomel,  Stolzel's  eqviation  for 
this  reaction  being  : — 

2Ag2S  +  Cu2Cl2  +  2Hg  =  4Ag  +  2CuS  +  Hg,C]2. 

This  view  of  Laur's  is  based  upon  his  own  researches,  and  upon 
the  fact  that  the  chief  reaction  in  the  torta  only  begins  after  the 
mercury  has  been  added  and  trodden  in.  Laur  has  shown  that  native 
silver  sulphide  brought  into  contact  with  a  solution  of  copper  sulphate 
and  common  salt  in  presence  of  copper  and  mercury,  is  in  a  short  time 
completely  converted  into  free  silver,  cupric  sulphide  or  cupric  sulphide 
and  calomel  being  formed.  This  rapid  decomposition  of  the  sulphide 
does  not  take  place  in  the  absence  of  copper  or  mercury. 

The  cupric  sulphide  resulting  from  the  decomposition  of  the  silver 
sulphide  can  be  converted  into  cupric  sulphate  by  the  action  of  air, 
and  this  in  turn  is  converted  into  chloride  by  the  action  of  common 
salt.  The  mercury  then  reacts  with  this  cupric  chloride,  converting- 
it  into  the  cuprous  salt,  copper  oxy chloride  not  being  formed,  as  the 
cuprous  chloride  as  fast  as  it  is  produced,  acts  upon  the  silver  sulphide. 

From  these  views  upon  the  reactions  taking  place  in  the  torta  it 
will  be  gathered — (1)  That  the  extent  to  which  cuprous  and  cupric 
chlorides  take  part  in  the  decomposition  of  the  silver  ores  is  still 
not  established.  (2)  That  the  question  to  what  extent  the  silver 
present  as  a  simple  sulphide  or  in  combination  with  other  sulphides, 
is  converted  into  silver  chloride,  or  to  what  extent  it  is  liberated  as 
metallic  silver  without  previous  formation  of  chloride,  is  up  to  the 
present  unanswered.  (3)  That  there  is  no  explanation  of  the  mode  of 
action  of  copper  oxychloride  upon  the  metallic  sulphides  present  in 
the  torta. 

The  author  holds  the  following  view  of  the  reactions  which  go  on 
in  the  torta.  Cupric  chloride  is  first  formed  by  the  reaction  between 
copper  sulphate  and  sodium  chloride.  As  this  salt  only  decomposes 
silver  sulphide  very  slowly,  the  principal  part  in  the  decomposition  of 
the  silver  compounds  must  be  assigned  to  cuprous  chloride,  and  this  is 
in  accord  with  the  fact  that  the  main  reaction  in  the  torta  does  not 
begin  until  the  mercury  has  been  incorporated  (that  is,  until  the 
cupric  chloride  has  been  reduced  to  cuprous),  and  that  cuprous 
chloride,  as  in  the  Krohnke  process,  is  known  to  rapidly  decompose 
the  silver  compounds  present.  As,  however,  cuprous  chloride  exposed 
to  the  air  is  rapidly  converted  into  oxychloride,  it  must  act  upon 
the  silver  ore  as  fast  as  it  is  formed.      It  seems  probable,  on  the 
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basis  of  Laur's  experiments  and  observations,  that  in  contact  with 
mercury  and  silver  sulphide,  metallic  silver,  copper  chloride  and 
copper  sulphide  are  produced,  though  the  reaction,  by  which,  accord- 
ing to  Raramelsberg  and  Boussingault,  a  portion  of  the  silver  is 
converted  into  chloride,  according  to  the  equation  : — 

Ag,S  +  Cu.Clo  =  2AgCl  +  CuS  +  Cu, 

is  not  absolutely  excluded. 

That  silver  chloride  may  be  produced  as  well  as  free  silver,  follows 
from  Rammelsberg's  observations  on  the  action  of  cuprous  chloride 
upon  pyrargyrite,  the  reaction  being  represented  as  follows  : — 

2Ag3SbS3  +CU2CI2  =  2AgCl  +  Ag,S  +  2Ag  +  2CuS  +  Sh.^^. 

A  portion  of  the  silver  sulphide  is  reduced  by  metallic  mercury  ; 
native  silver  present  in  the  ore  is  partially  converted  into  silver 
chloride  by  cupric  chloride,  cuprous  chloride  being  produced,  and 
partly  taken  up  directly  by  the  mercury.  The  silver  chloride  pro- 
duced is  decomposed  by  mercury,  and  the  .  silver  separated  is 
amalgamated  by  the  excess  of  mercury. 

Exact  know-ledge  of  the  reactions  in  the  torta,  especially  as  to  the 
extent  to  which  the  various  reactions  take  place,  and  the  part  played 
by  copper  oxychloride,  can  only  be  arrived  at  by  further  research. 

3.  The  Separation  of  the  Amalgam  from  the  Amalgamated  Ore 

The  separation  of  the  mercury  and  the  amalgam  from  the  amal- 
gamated ore  is  effected  by  washing  with  water  in  vats  or  tanks. 
Vats  are  chiefly  in  use,  and  they  are  provided  with  agitators  worked 
by  mules.  They  are  made  of  wood  or  masonry,  and  are  placed  either 
in  the  floor  of  the  patio  or  above  it. 

The  torta  is  agitated  for  some  hours  with  water,  the  heavier  por- 
tions allowed  to  settle,  and  the  supernatant  liquid  with  the  lighter 
portions  suspended  in  it,  is  drawn  off  through  openings  some  distance 
from  the  bottom,  and  run  into  a  second  and  sometimes  a  third  and 
fourth  vat. 

The  construction  of  an  old  form  of  washing  vat  (tina)  with  agitators 
driven  by  mules,  and  sunk  in  the  floor  is  shown  in  Fig.  433.^  A  is 
the  vat  made  of  masonry,  the  bottom  z  being  constructed  of  a  single 
block  of  porphyry.  The  stirrers  r,  r  are  fastened  to  the  vertical  shaft 
B,  and  are  worked  by  a  driving  wheel  y  on  the  main  shaft  w  gearing 
into  a  pinion  wheel  q  ;  §'  is  the  wheel  of  another  agitator  working  in 
1  Percy,  Silver  and  Gold,  p.  622. 
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a  similar  vat  lying  beside  the  other  one,  but  not  shown  in  the  figure. 
The  mules  are  yoked  to  the  arms  (i,  i),  and  walk  round  on  the  floor 
m.  In  such  a  vat  46  cwt.  are  w-ashed  per  hour,  the  amalgam  col- 
lecting at  the  bottom  of  the  vat  and  being  afterwards  scooped  out 
of  it. 

At  the  Hacienda  de  Rocha,  Guanaxuato,  the  plant  for  washing 
consists  of  4  vats,  ^  the  greater  part  of  the  amalgam  settling  in  the 
first  one,  and  the  slimes  passing  consecutively  into  the  second,  third 
and  fourth  vats,  in  the  last  of  which  almost  all  the  suspended  amal- 
gam is  collected.  The  slimes  flowing  from  the  last  vat  are  deposited 
in  a  special  reservoir,  and  are  afterwards  washed,  yielding  slimes 
rich  in  pyrites  and  carrying  up  to  3  per  cent,  of  silver.     About  600 


Fig.  433. 


quintals  of  ore  (1  quintal  =  100  lbs.)  are  washed  in  24  hours.  The 
amalgam  remaining  in  the  vats  is  still  mixed  with  heavy  portions  of 
the  ore,  and  is  washed  in  wooden  bowls  (bateas)  in  a  large  vat 
partially  filled  with  water,  the  operator  working  the  hatea  with  a 
peculiar  shaking  movement.  The  washed  amalgam  is  then  placed 
in  a  smooth  stone  trough,  mercury  is  added  to  render  it  more  liquid, 
and  any  fine  particles  of  ore  collecting  on  the  surface  are  wiped  off 
with  flannel.  The  amalgam  is  finally  repeatedly  stirred  up  with 
water  until  it  shows  a  pure  reflecting  surface. 

An  arrangement  of  washing  tank,  where  the  slimes  are  washed  by 
treading  with  the  feet,  is  shown  in  Figs.  434,  435,  and  486.  This  tank 
or  lavadero  is  6  feet  6  inches  long,  20  inches  wide,  and  3  feet  deep,  and 

1  Percy,  Silver  and  Gold,  p.  623. 
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is  of  masonry  lined  witli  cement.  Tlie  front  side  is  of  wood  and  has 
6  perforations  s,  s,  each  2  inches  in  diameter,  closed  by  wooden 
pluo-s.  A  vertical  spout  g  is  placed  in  front  of  these  holes,  through 
which  the  sUme  runs  into  a  sloping  trough  i.  At  the  bottom  of  this 
trough  are  several  depressions  t  filled  with  mercury  with  the  object 
of  collecting  any  mercury  or  amalgam  flowing  down  the  trough. 

This  tank  is  half  filled  with  water,  and  two  workmen  stand  in  it, 
whilst  a  third  gradually  adds  the  slime  from  the  platform  z,  the  top 
plug  being  withdrawn.  The  workmen  in  the  vat  keep  the  slime  in 
constant  motion  with  their  feet,  the  heavier  portions  settling  to  the 
bottom,  whilst  the  lighter  parts  flow  off  through  the  top  plug  hole, 
water  being  added  constantly  to  make  up  for  that  flowing  away  with 
the  slime.  The  slime  flows  away  along  the  spout  i,  over  the  mercury 
catchers  t,  into  a  slime  pit.     From  time  to  time  a  portion  of  the 

Section  A- S  Section  C-B 


liquid  is  allowed  to  flow  from  the  next  lower  hole.  The  amalgam  is 
only  removed  after  the  whole  of  the  tortci  has  been  washed,  the  flow 
of  water  being  stopped,  and  the  plugs  withdrawn  one  by  one, 
commencing  with  the  top  one. 

The  portions  of  the  torta  separated  from  the  amalgam  still 
contain  some  portions  of  ore  of  which  the  silver  content  has  escaped 
amalgamation.  It  is  therefore  washed,  usually  in  a  very  simple  form 
of  apparatus  known  as  the  planilla,  the  arrangement  of  which  is  illus- 
trated in  Figs.  437  and  438.  The  jylanilla  consists  of  a  sloping  bed 
of  marl  or  fine  slimes  H,  rammed  into  a  wooden  or  masonry  framework 
and  having  a  water  reservoir  at  the  bottom.  The  marl  bed  is  11  feet 
6  inches  long  and  7  feet  6  inches  broad.  The  ore  slime  is  made  into 
a  heap  at  the  top  of  the  bed  h,  and  water  is  thrown  on  to  it  from  a 
horn  spoon  holding  about  9  ounces,  the  lighter  portions  being  carried 
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away  and  the  heavier  part  remaining  behind.  After  a  time  the 
lighter  portions,  which  will  have  collected  in  a  layer  extending  to  a 
distance  of  about  3  feet  upwards  from  the  reservoir,  are  removed,  and 
the  heavier  portion  lying  further  away  from  the  reservoir  is  collected 
and  again  made  into  a  heap  at  the  head  of  the  slope  and  the  whole 
operation  repeated.  The  product  at  last  consists  of  black  argenti- 
ferous sulphides  called  polvillo.  This  is  washed  in  wooden  bowls 
having  the  form  of  an  inverted  truncated  cone  2  feet  in  diameter  and  16 
inches  deep,  in  which  the  mass  is  stirred  up  with  water,  allowed  to 
settle,  and  the  water  poured  off.  The  residue  consists  of  three  layers, 
the  upper  one,  consisting  mainly  of  sand,  which  is  thrown  away ;  below 
this  is  a  layer  known  as  colas,  consisting  chiefly  of  poor  sulphides,  which 


Fig,  437. 


Fig.  438. 


is  roasted  and  added  to  a  fresh  torta,  and  the  lowest  layer  consists  of 
sulphides  rich  in  silver  with  a  small  amount  of  amalgam.  These 
sulphides  are  exported  to  Europe,  or  if  they  contain  galena  are 
smelted  to  obtain  a  silver-lead  alloy.  Cupriferous  pyrites  containing 
gold  and  silver  are  roasted  and  used  as  magistral. 

At  some  works  the  slimes  from  the  ijlanillas  are  again  washed 
on  round  buddies,  and  in  this  way  another  slime  containing  0*2  per 
cent,  of  silver  is  obtained.  Recently,  at  some  Mexican  works,  the 
amalgamation  residues  have  been  submitted  to  a  chloridising  roasting, 
and  the  silver  chloride  produced  dissolved  out  by  calcium  or  sodium 
thiosulphate  and  then  precipitated  from  this  solution  as  sulphide  by 
an  addition  of  sodium  or  calcium  sulphide. 
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4.  The  Treatment  of  the  Silver  Amalgam 

The  amalgam  is  put  into  a  conical  bag  of  sail-cloth  (manga) 
suspended  by  an  iron  ring,  a  reservoir  being  placed  below  to  catch 
the  mercury  draining  away.  After  it  has  stood  in  this  for  some 
hours  it  is  ready  for  heating  in  retorts.  Formerly  in  most  works  it 
was  rammed  into  iron  moulds  and  withdrawn  in  the  form  of  a  circular 
cake  (hollo),  which  was  distilled  in  the  bell  form  of  apparatus.  More 
recently  it  has  been  usual  to  press  it  into  iron  mercury  bottles  with 
the  bottoms  removed,  and  to  distil  it  from  these,  a  process  to  be 
subsequently  considered. 

The  losses  of  mercury  in  the  Patio  process  are  partly  chemical 
and  partly  mechanical.  The  chemical  losses  depend  chiefly  upon  the 
nature  and  composition  of  the  ore,  and  are  the  smaller  the  more  silver 
is  present  in  the  native  state.  The  entire  loss,  including  the  com- 
paratively small  loss  in  retorting,  has  been  found  to  vary  at  different 
works  from  87  to  400  per  cent,  of  the  silver  produced,  and  on  an 
average  it  may  be  reckoned  that  for  every  1  part  of  silver  obtained 
1|  parts  of  mercury  are  lost.  For  instance,  according  to  Laur,  the 
loss  for  every  1  part  of  silver  at  the  Quebradillas  and  La  Granja 
mines  at  Zacatecas  was  1*43  of  mercury,  at  Guanaxuato  1'62,  and 
according  to  Silliman,  at  the  Hacienda  Nueva  at  Fresnillo  1'65,  and, 
according  to  Stetefeldt,  at  the  Hacienda  Sauceda  at  Zacatecas  1*62 
parts  of  mercury. 

The  yield  of  silver  varies  in  favourable  circumstances  from  75  to 
80  per  cent,  of  the  assay  content  of  the  ore.  With  ores  containing 
zinc  blende  it  is  about  70  per  cent.,  whilst  ores  containing  arsenical 
and  antimonial  sulphides  may  yield  only  60  per  cent. 

The  results  obtained  at  the  largest  works  in  Mexico,  the  Hacienda 
Nueva,  near  Fresnillo,  in  the  State  of  Zacatecas,  may  be  quoted  as 
illustrating  the  Patio  process.^  There  are  12  stamp  mills,  314 
arrastras,  accommodation  for  1,500  mules,  and  a,  patio  for  04  toi'tas, 
each  41i  feet  in  diameter,  900  tons  of  ore  being  worked  weekly.  From 
1853  to  1862,  452,264  tons  of  ore  were  worked,  yielding  1,096,281 
marks  of  silver  (1  mark  =  8  oz.  Troy),  equal  in  value  to  9,825,598 
dollars.  The  salt  used  amounted  to  6  per  cent.,  the  magistral  to 
1'75  per  cent,  of  the  weight  of  the  ore,  the  loss  of  mercury  being  1'65 
times  the  weight  of  the  silver  obtained,  the  average  loss  of  silver 
being  19'48  per  cent.,  equal  to  a  yield  of  80*52  per  cent. 

In  addition   to  the  works  in  Mexico  the  Patio  process  is  also  in 

^  Engineering  and  Mining  Jo^mial,  1883,  p.  394. 
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limited  use  in  Peru,  Chili,  and  Bolivia,  but  in  most  places  it  is  being- 
superseded  by  other  processes  (Cazo,  Krohnke,  Francke,  or  smelting 
processes). 

The  Washoe  Process  of  Pan  Amalgamation 

In  this  process  the  ore  is  first  crushed  in  rock  breakers,  wet- 
stamped  to  powder  and  then  transferred  to  cylindrical  or  slightly 
conical  iron  pans  provided  with  an  arrangement  for  stirring  or  rubbing 
the  ore,  the  so-called  rmiller.  Here  it  is  brought  into  intimate  contact 
with  mercury,  copper  sulphate  and  salt,  together  with  warm  water, 
and  by  this  means  the  silver  present  in  the  ore,  either  native  or  as 
sulphide  or  chloride,  is  converted  into  silver  amalgam.  Arsenical  and 
antimonial  sulphide  ores  are  not  well  adapted  for  the  process,  and 
may  only  be  present  in  small  amounts. 

The  amalgam  obtained  is  washed  in  a  special  apparatus  or  settler 
in  order  to  separate  it  from  the  residue,  and  is  then  filtered,  pressed 
or  squeezed,  and  distilled. 

The  stamped  ore  is  put  into  the  pans  with  sufficient  water  to 
convert  it  into  a  thin  mud,  and  it  is  first  rubbed  there  to  the  finest 
powder,  and  then  heated  by  steam  and  submitted  to  the  action  of  the 
necessary  reagents  with  constant  agitation.  The  chief  reagents  are 
metallic  iron  and  mercury,  and  to  a  less  extent  copper  sulphate  and 
common  salt.  The  iron  is  partly  derived  from  the  wear  of  the 
stamp  mill  and  is  partly  supplied  by  the  material  of  the  pan  and 
muller. 

The  mercury  in  presence  of  iron  liberates  silver  from  silver 
sulphide,  and  silver  chloride  is  decomposed  by  the  same  reagents, 
forming  metallic  silver  and  calomel,  which  latter  is  reduced  again  to 
mercury  by  metallic  iron.  The  liberated  silver,  as  well  as  any  free 
silver  in  the  ore,  is  then  amalgamated  by  the  mercury. 

To  a  less  extent,  reactions  in  which  copper  sulphate  and  common 
salt  take  part  also  occur,  cupric  chloride  being  produced  and  reduced 
to  cuprous  chloride  by  metallic  iron  and  this  then  acts  on  silver 
sulphide  and  particularly  upon  sulpharsenides  and  sulphantimonides 
of  silver  as  in  the  Krohnke  or  Patio  processes. 

The  ores  are  powdered  by  wet  stamping,  the  process  being  thence 
also  called  the  wet  process  of  pan  amalgamation,  in  distinction  to  dry 
pan  amalgamation,  in  which  the  ores  are  crushed  by  dry  stamping,  and , 
owing  to  their  refractory  nature,  must  be  submitted  to  a  chloridising 
roasting  previous  to  the  amalgamating  operation.  The  name  "  Washoe 
process"  is  derived  from  the  district  of  Washoe  in  Nevada,  where 
the  process  was  first  introduced  in  1861.     In  1859  a  party  of  pros- 
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pectors  looking  for  gold  found  the  famous  Comstock  lode  called  after 
one  of  their  number  ;  this  lode  was  4'1  miles  long  and  65  to  650  feet 
wide,  and  for  a  long  time  was  one  of  the  most  important  sources  of 
silver  in  the  world.  The  ores  of  this  lode  consisted  mainly  of  silver 
sulphide  with  native  silver  and  gold,  and  two  methods  of  working 
them  were  introduced.  The  richer  ores,  containing  considerable 
quantities  of  pyrites,  galena  and  blende,  were  submitted  to  a  chlori- 
dising  roasting,  followed  by  amalgamation  in  barrels  like  those  for- 
merly in  use  at  Freiberg.  The  other  ores  were  amalgamated  in  pans 
without  any  preliminary  roasting.  The  first  method  was  subsequently 
abandoned  and  the  latter  alone  used. 

The  Washoe  process  has  gradually,  since  its  introduction  into  the 
Washoe  district  for  the  working  of  the  Comstock  ores,  followed  by  its 
employment  in  other  districts  in  the  States  (Montana,  Colorado), 
attained  to  a  high  degree  of  perfection. 

The  chief  works  in  the  Washoe  district  are  the  Consolidated 
Virginia  Mill,  and  the  California  Mill,  Virginia  City.  Ores  for  this 
process  may  not  contain  large  quantities  of  sulph-arsenical  and 
sulph-antimonial  compounds  of  silver,  nor  large  amounts  of  galena 
or  blende ;  small  amounts  of  these  bodies  are,  however,  decomposed 
by  the  cuprous  chloride  formed  from  the  reagents  added. 

The  ores  of  the  Comstock  lode  contain  native  gold  and  silver, 
silver  glance,  polybasite,  stephanite,  proustite  and  pyrargyrite,  also 
quartz,  galena,  zinc  blende,  iron  and  copper  pyrites,  oxides  of  iron 
and  manganese,  carbonates  and  sulphates  of  lime,  magnesia,  copper 
and  lead.  The  silver  content  varies  from  0'05  to  2"786  per  cent.,  and 
the  gold  from  O'OOl  to  0-57  per  cent. 

The  process  is  worked  in  the  following  way.  The  ores  are  first 
broken  in  rock  breakers,  and  then  pulverised  with  water  by  stamps. 
The  pulp  flows  through  a  series  of  tanks,  in  which  the  greater  part 
of  the  fine  ore  settles.  The  liquid  flowing  away,  carrying  still  2  to  10 
per  cent,  of  the  original  ore,  is  generally  collected  in  large  slime 
reservoirs  where  the  slimes  settle,  and  are  treated  with  the  rest  of 
the  ore.  The  crushed  ore  is  taken  out  of  the  tanks  and  charged 
into  the  pans  where  it  is  first  rubbed  to  fine  powder,  and  then 
amalgamated  with  mercury  and  the  reagents. 

After  the  amalgamation  is  finished,  the  pulp  is  thinned  with 
water  and  run  off  into  settlers  provided  with  agitators,  where  the 
amalgam  which  has  not  already  been  separated  in  the  pans  is  washed 
free  from  the  ore  residue.  At  some  works,  the  residue  is  still  further 
washed  in  agitators  to  separate  the  last  traces  of  amalgam  and 
unaltered  ore. 
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The  residues  from  the  settlers  or  agitators  are  known  as  tailings, 
and  these  are  concentrated  in  order  to  obtain  the  heavy  unaltered 
ore  present  in  them.  They  are  either  run  over  broad,  slightly 
sloping  and  very  long  tables,  or  through  long  troughs  provided  at 
short  intervals  with  transverse  grooves,  or  else  worked  by  special 
dressing  plant. 

The  amalgam  is  first  freed  from  the  excess  of  mercury  contained 
in  it  by  filtration  through  conical  canvas  bags,  and  is  then  distilled  in 
horizontal  iron  retorts. 

The  impure  solid  amalgam  which  collects  in  the  pans  and  the 
hard  amalgam  from  the  pans  and  settlers,  is  put  into  smaller 
cylindrical,  iron,  clean-up  pans,  and  there  agitated  with  water  and 
additional  mercury  for  several  hours  until  quite  clean  and  perfectly 
liquid,  and  it  is  then  treated  in  the  same  way  as  the  rest  of  the 
amalgam. 

The  plant  required  in  the  Washoe  process  is  usually  so  arranged 
that  the  materials  pass  by  gravity  from  one  apparatus  to  the  next 
succeeding,  so  that  none  of  it  needs  to  be  lifted  back  again. 

The  various  operations  which  will  now  be  considered  in  detail 
are : — 

1.  The  crushing  of  the  ores. 

2.  The  pan  treatment  of  the  ores. 

3.  The  separation  of  the  amalgam  from  the  amalgamated  ores. 

4.  The  working  up  of  the  amalgam. 

5.  The  treatment  of  the  residues  from  the  amalgamation. 

1.  The  Ceushing  of  the  Ores 

The  ores  as  they  come  from  the  mine  are  run  over  a  grizzly^ 
and  the  finer  portions  taken  direct  to  the  stamp  mill,  whilst  the 
large  pieces  are  put  through  a  stone-breaker.  Blake's  stone-breakers 
are  usually  used,  or  more  rarely  Dodge's,  one  Blake  crusher  serving 
for  a  mill  of  60  stamps. 

The  stamp  mills  used  in  the  Washoe  process  were  devised  in 
California,  and  are  known  as  Californian  stamps. 

The  stamp  stems  are  round  turned  wrought-iron  bars,  which 
rotate  during  the  process  of  stamping,  shod  with  shoes  of  hard 
white  iron  or  recently  of  steel,  working  upon  dies  of  the  same 
material.  These  dies  are  placed  in  a  mortar  of  cast  iron,  cast  in  one 
piece.  The  screens  of  perforated  iron  or  sheet  steel  through  which  the 
powdered  material  finds  its  exit,  are  placed  either  on  one,  or  more 
rarely  on  both  of  the  longer  sides  of  the  mortar.     A.  battery  consists 
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usually  of  5  stamps,  and  the  stems  work  in  wooden  guides  at  the  top 
and  middle  of  the  stamp  frame.  The  ore  is  usually  fed  in  auto- 
matically by  an  arrangement  with  a  shaking  movement  worked  from 
the  stamps  themselves. 

The  arrangement  of  a  battery  of  5  stamps  is  shown  in  Figs. 
439  and  440  ;  a  is  the  foundation  of  stout  timbers,  -p  the  mortar  box 
of  cast  iron  in  which   are    placed   the  dies   t,   and   %   is    the  feed 


Figs.  439  and  440. 


shoot.  Sieves  x  on  both  of  the  longer  sides  of  the  mortar  allow  of 
the  discharge  of  the  stamped  material ;  the  sieves  are  kept  in  place 
by  wedges  Ic.  The  stamp  stems  y  work  in  wood  journals  I,  and  the 
stems  carry  at  their  lower  end  cylindrical  pieces  of  iron  or  heads  to 
which  the  shoes  s  are  fastened ;  u,  u  are  the  cams  working  against 
tappets  V  keyed  on  the  stamp  stems,  i^  is  a  finger  or  prop  hinged  at 
one  end  on  the  axle  o,  and  so  arranged  that  the  other  end  will,  by 
catching  underneath  the  tappet  v,  support  the  stamp  out  of  the  reach 
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of  the  action  of  the  cam  when  repairs  are  necessary.  The  shaft  q 
driven  by  the  pulley  ^  off  the  shaft  c  drives  the  cams  ;  T,  T  are  the 
uprights  of  the  framev/ork  bound  together  by  the  cross  pieces  g  g, 
wh'ch  also  carry  the  wooden  guides  for  the  stamp  stems.  A  perspec- 
tive view  of  a  stamp  battery  for  the  Washoe  process  is  given  in  Fig.  441. 
With  regard  to  the  details  of  the  chief  parts  of  a  battery,  the 
foundation  or  mortar  block  consists  of  upright  balks  of  timber 
fastened  together  with  iron  bolts.  The  height  of  these  varies  accord- 
ing to  the  nature  of  the  soil,  and  the  height  at  which  the  mortar  is  to 
be  fixed,  from  6  to  12  feet,  and  they  are  about  30  inches  square,  the 


mortar  blocks  in  use  at  the  Consolidated  Virginia  Mine  consisting  of 
logs  nearly  12  feet  long  and  30  inches  square. 

The  mortar,  which  is  bolted  to  the  block,  is  made  entirely  of 
cast  iron  and  has  a  length  and  height  of  from  4  to  5  feet,  and  an 
internal  width  at  the  bottom  of  12  inches.  The  feed  slot  through 
which  the  ore  is  charged  in  is  3  to  4  inches  wide  and  nearly  as 
long  as  the  mortar  itself  If  the  mortar  discharges  on  one  side 
only  the  exit  is  placed  on  the  opposite  side  to  the  feed  slot,  but 
where  there  is  a  double  discharge,  which  increases  the  capacity  of  the 
mill,  the  feed  slot  is  placed  above  the  discharge  at  the  back  of  the 
mortar. 
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The  screen  openings  are  nearly  as  long  as  the  mortar,  and  possess 
a  height  of  from  12  to  18  inches ;  they  are  closed  by  screens  set  in 
wooden  frames  kept  in  place  by  wrought-iron  wedges.  A  mortar 
with  double  discharge  is  shown  in  cross  section  in  Fig.  442,  ?•  being 
the  wooden  screen  frame  with  the  inclined  screens,  k  the  wedges  for 
holding  the  frames  in  position,  and  e  the  feed  slot. 

For  the  Washoe  process,  screens  of  perforated  sheet  iron  are  to  be 
preferred  to  those  of  wire  gauze  on  account  of  their  greater  durability ; 
the  width  of  the  holes  varies  from  0-0039  to  00236  inch. 

Below  each  stamp  a  cylindrical  die  of  hard,  tough,  white  iron 
{i.  Fig.  442)  is  placed  in  the  mortar,  and  the  dies  are  cast  with  a  flat 


Fig.  442 


square  base  (2,  Fig.  442),  with  bevelled-off  corners.  The  die  is  4  to 
€  inches  high,  including  the  foot  plate,  and  is  of  the  same  diameter  as 
the  shoe  of  the  stamp  (8  to  10  inches). 

The  shaft  of  the  stamp  consists  of  a  round  bar  of  turned  wrought- 
iron,  from  3  to  4|  inches  in  diameter,  and  10  to  12  feet  long,  and 
fastened  to  its  lower  end  is  a  head  or  boss  of  tough  cast  iron,  of 
8  to  10  inches  diameter,  and  15  to  20  inches  high.  The  details  of 
this  are  shown  in  Figs.  443  and  444,  the  head  having  a  slightly 
conical  hole  to  receive  the  stamp  stem  at  the  top  and  another  conical 
hole  below  to  receive  the  shoe.  In  the  older  mills  a  stout  wrought- 
iron  hoop  g  was  shrunk  on  to  each  end  of  the  boss. 
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The  shoe  (Fio-.  445)  is  of  white  iron  or  steel,  having  a  conical 
shank  u  at  the  top  to  fit  into  the  corresponding  conical  hole  in 
the  boss.     The   cylindrical  portion  varies  from   8   to   12   inches  in 


Fig.  445. 


diameter  and  from  5  to  6  inches  in  height,  and  as  soon  as  the  height 
is  reduced  to  1  inch  by  wear  it  is  replaced  by  a  fresh  one.  When 
new  the  shoes  weigh  from  100  to  180  lbs. 

The  shoes  are  fixed  in  the  heads  by  wooden  slips  fastened  round 
the  conical  part  with  string,  so  that  the  cone  can  be  driven  into  the 
conical  hole  of  the  head.  In  wet  stamping,  the  wood  becomes  swollen 
and  holds  the  shoe  firmly  on  the  head. 

The  tappets  («,  Figs.  446  and  447)  are  cylinders  of  cast  iron  with 
holes  bored  through  to  fit  on  the  stem  to  which  they  are    fastened 


Fig.  446. 


by  keys.  The  cams  (c,  Figs.  446  and  447)  have  two  arms  and  are 
made  of  tough  cast  iron  (more  recently  of  steel),  and  they  not  only  lift 
the  stem  of  the  stamp,  but  impart  to  it  a  rotary  motion  at  the  same 
time. 
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The  ore  is  charged  into  the  mortar  by  a  self-acting  arrangement, 
one  of  the  most  generally  used  forms  being  shown  in  Fig.  448,  and 
known  as  Tulloch's  ore  feeder.  It  consists  of  a  shaking  tray  B  placed 
below  the  ore  hopper  A.  This  tray  is  connected  with  the  rocking 
shaft  D,  by  an  arm  E ;  the  shaft  receives  its  motion  from  the  rod  J, 
with  which  it  is  connected  by  the  two-armed  lever,  L,  L,  and  the  arm  H. 
The  rod  J  receives  its  motion  from  the  tappet  of  the  centre  stamp  of 
the  battery,  which  comes  in  contact  with  the  top  end  of  the  rod,  a 
hole  being  bored  through  the  lower  guide  block  for  this  purpose. 
After  each  shake,  the  tray  is  brought  back  to  its  original  position  by 
a  strong  steel  spring  M.  The  extent  of  the  movement  imparted  to 
the  tray  is  varied  according  to  the  amount  of  ore  lying  in  the  mortar. 
If  the  dies  are  deeply  covered  with  ore,  the  stamp  does  not  fall 
through  its  full  height,  and  the  shake  imparted  to  the  tray  is  feebler 
and  less  ore  is  delivered.  If,  however,  there  is  little  ore  in  the 
mortar,  the  height  of  the  fall  is  greater,  and  the  tray  receives  a  greater 
shake,  delivering  more  ore  in  consequence. 

The  entire  weight  of  a  stamp  varies  between  7  and  8  cwt.,  the 
number  of  blows  per  minute  being  between  70  and  80,  or  even  up 
to  100,  the  height  of  the  fall  varying  from  7  to  10  inches.  The 
capacity  of  a  stamp  is  from  1  to  5  tons  of  ore  in  24  hours  according 
to  the  hardness  of  the  ore,  the  quartzose  ore  of  the  Comstock  lode 
being  crushed  at  the  rate  of  2  to  3  tons  in  24  hours. 

The  consumption  of  water  is  about  72  gallons  per  stamp  per 
hour.  The  crushed  pulp  is  led  into  a  trough  leading  to  a 
reservoir  where  the  solid  portions  are  allowed  to  settle.  The  troughs 
are  6  to  8  inches  deep.  From  the  reservoir  the  liquid  runs  through 
a  slime  pit  and  the  settled  liquid  is  usually  allowed  to  run  to  waste. 
The  tanks  are  so  arranged  that  they  can  be  cleaned  out  without 
interrupting  the  work,  the  pulp  being  in  the  meantime  run  into  other 
tanks.  At  the  Consolidated  Virgina  Mill,  Virginia  City,  Nevada, 
working  on  the  Comstock  lode,  the  reservoirs,  of  which  there  are  42, 
are  each  9  feet  long,  5  feet  broad,  and  3  feet  deep,  and  after  each 
reservoir  there  is  a  slime  pit  of  the  same  dimensions.  The  ore  is 
taken  out  from  the  tanks  with  buckets  fastened  on  handles  and  is 
thus  charged  into  the  pans. 

2.  The  Treatment  of  the  Powdered  Ore  in  the  Pans 

The  pans  are  vessels  provided  with  agitators  or  mullers,  and 
having  the  shape  of  short  vertical  cylinders  or  truncated  cones.  They 
are  usually  constructed  of  cast  iron,  but  in  many  cases  the  sides  are 
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of  wood.  Formerly,  in  order  to  save  power,  the  bottoms  of  the  pans 
were  made  conical,  but  at  present  they  are  mostly  flat.  The  pans 
are  from  4  feet  to  5  feet  G  inches  in  diameter  and  2  feet  to  2  feet  6 
inches  deep. 

The  agitators,  mullers  or  grinders  serve  the  purpose  of  converting 
the  ore  into  fine  powder  and  of  bringing  it  into  intimate  contact  with 
the  mercury  and  reagents  added. 

The  simplest  form  of  muller  consists  of  a  cast-iron  cone,  with  a 
series  of  openings  in  the  upper  portion  and  provided  on  its  lower 
surface  with  pieces  of  cast  iron  2  to  2f  inches  thick,  and  weighing  5 
to  8  cwt.,  known  as  shoes,  and  constituting  the  upper  grinding  surface. 
There  must  be  at  least  six  of  these  shoes. 

The  muller  is  attached  to  a  vertical  shaft  in  the  centre  of  the  pan, 
and  can  be  raised  or  lowered  by  means  of  a  screw. 

The  lower  grinding  surface  is  formed  of  iron  plates  placed  above 
the  true  bottom  of  the  pan,  and  consists  generally  of  a  series  of  sepa- 
rate blocks  or  dies  of  iron,  with  radial  grooves  between  them.  The 
action  of  the  muller,  which  makes  from  60  to  90  revolutions  per 
minute,  is  to  divide  up  the  mercury  on  the  bottom  of  the  pan  and 
to  bring  the  small  globules  into  intimate  contact  with  the  material 
of  the  ore  pulp.  Currents  are  set  up  owing  to  the  shape  of  the 
shoes  and  the  openings  in  the  conical  part  of  the  muller,  the  ore  pulp 
being  thrown  up  against  the  pan  sides,  whilst  the  mercury  sinks  to 
the  bottom.  The  ore  pulp  which  has  risen  up  the  sides  then  sinks 
to  the  bottom  down  the  central  portion,  again  finds  its  way  under 
the  muller,  and  is  then  ground  afresh  between  the  shoes  and  dies 
and  again  brought  in  contact  with  the  mercury,  and  so  the  process  is 
repeated.  In  order  to  prevent  the  pulp  from  being  carried  to  too 
great  a  height  up  the  pan,  wings  are  attached  at  intervals  to  the  pan 
sides. 

The  reactions  in  the  pan  proceed  most  favourably  when  the 
temperature  of  the  contents  is  raised  to  the  boiling  point  of  water, 
and  for  this  purpose  the  pan  is  heated  by  means  of  steam.  This  is 
effected  either  by  providing  the  pan  with  a  false  bottom  and  intro- 
ducing steam  into  the  intermediate  space,  or  else  by  passing  steam 
directly  into  the  pan,  or  both  methods  may  be  used  at  once.  The 
most  usual  plan  is  simply  to  lead  steam  directly  through  the  pan 
contents,  the  steam  for  this  purpose  being  taken  direct  from  the 
boiler,  as  exhaust  steam  from  the  engines  would  be  contaminated 
with  oil  or  grease,  which  would  hinder  the  amalgamation.  Exhaust 
steam  may,  of  course,  be  used  for  heating  the  double  bottom.  The 
pans  are  furnished  with  iron  or  wooden  covers.     From  time  to  time 
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pans  with  slightly  different  arrangements  have  been  introduced 
without,  however,  altering  the  essential  principles  of  their  construction. 
The  pans  differ  from  one  another  principally  in  the  number  of  shoes 
and  dies,  and  the  methods  adopted  for  fastening  these  to  the  muller 
and  the  bottom  of  the  pan.  There  are  also  differences  in  the  shape 
of  the  muUers  and  in  the  method  of  suspending  and  raising  and 
lowering   them,   and   the    wings  fastened  to  the  sides  of  the  pans 


assume  various  forms.     A  few  of  the  most  generally  used  forms  of 
pan  will  be  found  desciibed  in  the  following  pages. 

The  oldest  pan,  introduced  in  1862,  and  known  as  the  Wheeler 
pan,  is  shown  in  perspective  in  Fig.  449.  The  pan  a,  constructed 
entirely  of  cast  iron,  is  5  feet  in  diameter  and  2  feet  deep,  and  has  a 
double  bottom  for  the  purpose  of  heating  by  steam.  The  cone  h  is 
cast  in  a  single  piece  with  the  bottom  proper.  Through  this  passes 
the  vertical  shaft  c,  supported  on  the  bearing  at  x.     The  muller  d  is 
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worked  from  this  shaft  by  means  of  the  driver  e,  which  is  connected  to 

the  shaft  by  a  groove  and  feather.     One   of  the   shoes  is  shown  in 

Fig.  450,  dovetails  /  being  cast  on    them  which  fit 

into   corresponding    openings   in   the    muller.      The 

horizontal   grinding   surface    at   the  bottom    of  the 

pan    is    formed    of    eight    separate    pieces    or   dies 

fastened  on  by  dovetails.     The  distance  between  the 

shoes  and  dies  can  be    regulated  by  means  of  the 

screw  h,  which  acting  on  the  lever  z,  raises  or  lowers 

the  step  box  in  which   the   shaft  rests    and    works. 

2.  The  vertical  shaft  c  is  provided  with  a  long  screw, 

J  by    means   of  which   the  muller  can  be  raised   for 

cleaning  or  repairing. 

arrangement   of    a   Wheeler    pan    with    wooden     sides    is 

Fior.  451.     The  bottom  h  is  made  hollow  in  order  that  it 

The  cone  z  is  cast  in  one  piece  with 

e  the  muller  fastened  to  it,  c,  c  are  two 


The 
shown  in 

may  be  warmed  by  steam, 
the  bottom,  g  is  the  shaft  and 
of  the  dies  fastened  to  the  pan  bottom  by  dovetails,  and  d,cl  are  the 
shoes  similarly  fastened  to  the  muller.  The  shaft  is  raised  or  lowered 
by  means  of  the  wheel  r;  y,  y 
are  wings  on  the  pan  sides  for 
preventing  the  pulp  from  rising 
too  high  and  for  directing  the 
ore  mud  towards  the  centre  of 
the  pan.  A  peculiarity  of  the 
Wheeler  pan  is  the  comparatively 
large  space  between  the  edges  of 
the  muUers  and  the  sides  of  the 
pan. 

The  Horn  pan  is  shown  in 
Fig.  452.  The  pan  is  of  cast  iron 
bolted  on  to  the  flat  bottom  z, 
the  dies  s  being  fastened  to  the 
bottom  by  dovetails.  Below  the 
dies  are  two  channels  h  in  the 
bottom,  communicating  with  each 
other,  and  serving  for  the  heating 
of  the  contents  by  steam  which  fig.  451. 

enters  by  the  pipe  0  and  leaves  by 

the  pipe  h'p.  The  shoes  are  fastened  to  the  muller  in  the  same  way 
as  the  dies  to  the  bottom.  The  muller  receives  its  motion  from  the 
driver  /  attached  to  the  central  shaft,  but  the  muller  is  not  fastened 

u  u 
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to  the  driver  but  simply  rests  upon  it  ;  it  can  be  raised  or  lowered 
by  the  screw  and  hand  wheel  v,  the  lower  wheel  fixing  it  when 
adjusted  to  the  desired  height,  t  and  u  are  scrapers  fixed  at  the 
outer  and  inner  edges  of  the  muller. 

The  so-called  comhination  pan,  shown  in  Fig.  453,  is  a  combina- 
tion of  the  pans  of  Wheeler,  Horn  and  Patton,  having  wings  /  on 
the  sides  provided  with  copper  plates  which  collect  a  portion  of  the 
amalgam.     In  such  a  pan  15  tons  of  ore  can  be  worked  in  24  hours. 


The  McCone  pan  is  shown  in  Figs.  454-457,  the  arrangement  of 
the  bottom  parts  of  the  pan  not  greatly  differing  from  those  previously 
described. 

A  form  of  pan  largely  employed  in  recent  times  and  very  favour- 
ably spoken  of  is  that  of  Stevenson,  illustrated  in  Figs.  458  to  461.^ 
This  pan  is  furnished  with  iron  mould  boards  to  break  up  the  ore 
pulp,  and  these  mould  boards  throw  the  ore  against  the  pan  sides 
whence  it  runs  down  under  the  muller.  The  pan  is  heated  by 
steam  circulating  below  the  bottom.  The  muller  is  provided  with  6 
^  Egleston,  Silver,  Gold,  and  Mercury,  i.,  p.  379. 
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shoes;  each  weighing  100  lbs.,  and  there  are  8  dies  of  iron,  weighing 
85  lbs.  each,  the  capacity  of  the  pan  being  8,500  lbs.  of  ore.  Owing 
to  its  comparatively  small  grinding  surface  the  power  required  is  less 
than  with  other  pans. 

In  working  the  pans,  the  muUers  are  lirst  raised  about  half  an 
inch,  water  is  run  in,  the  muller  is  set  in  motion  at  the  rate  of  from 
60  CO  90  revolutions  per  minute,  and  the  ore,  varying  in  weight  from 
8  cwt,  to  2 J  tons  according  to  the  size  of  the  pan,  is  then  charged. 
The  charge  in  a  combination  pan  at  the  California  Mill,  Virginia  City, 


amounts  to  36  cwt.,  and  in  a  Wheeler  pan,  at  the  Eureka  Mill, 
Nevada,  to  32  cwt.  The  ore  and  water  are  stirred  together  to  a  pulp 
which  occupies  about  half  the  capacity  of  the  pan.  As  soon  as  the 
pulp  is  uniformly  of  the  consistency  of  honey  the  muller  is  lowered  so 
that  the  shoes  nearly  rest  on  the  dies.  The  ore  is  now  ground  fine, 
the  pan  being  warmed  with  steam.  As  a  rule  two  hours'  grinding  is 
sufficient,  and  then  the  mercury  is  added.  In  order  to  prevent  the 
mercury  from  being  broken  up  too  much,  the  muller  is  usually  raised 
about  half  an  inch,  and  the  running  is  then  continued  for  3  hours.  On 
an  average,  the  weight  of  the  mercury  added  amounts  to  10  per  cent. 

u  u  2 
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of  the  weight  of  the  ore,  and  the  working  of  a  charge  takes  from  5 
to  6  hours. 

The  chemicals  used  in   the   process  are  generally  added   at  the 


Fig.  454. 


Fig.  455. 


■2^ 


same  time  as  the  ore,  though  with  many  ores  they  may  be  entirely 
dispensed  with.  Of  the  very  many  substances  which  have  been  used 
-by  the  amalgamators  working  on  the  Comstock  lode,  many  without 
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any  knowledge  of  their  chemical  action,  as,  for  instance,  tea  anp 
tobacco  leaves — common  salt  and  copper  sulphate  have  jaroved 
serviceable,  and  are  still  used.     The  action  of  these  bodies,  which  is 


Fig.  458. 


Fig.  459. 


the  same  as  in  the  Krohnke  and  Patio  processes,  has  previously  been 
described,  and  the  quantity  used  varies  with  the  ore.  At  the  California 
Mill  13  to  18  lbs.  of  salt  and  U  to  9  lbs.  of  copper  sulphate  are  added 
to  each  charge.  At  the  Consolidated  Virginia  Mill  6|  lbs.  of  salt  and 
3^  lbs.  of  copper  sulphate  are  used. 

The   metallic  iron,  which,  together  with   the  mercury,  liberates 
silver  from  the  silver  sulphide,  finds  its  way  into  the  ore  pulp  partly 


through  wear  of  the  stamps,  the  shoes  and  dies  of  the  pans,  and  is 
partly  furnished  by  the  substance  of  the  walls  of  the  pan.  According 
to  Egleston,  from  8^  to  6^  lbs.  of  iron  are  worn  off  the  stamps  for 
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every  ton  of  ore  crushed,  and  from  7|  to  11  lbs.  are  furnished  by  the 
shoes  and  dies  of  the  pan.^ 

Of  the  other  chemicals  employed,  caustic  alkalies,  soda  and  potash 
are  used  to  deprive  the  ores  of  any  grease  that  may  have  found  its 
way  in  from  the  machinery,  potassium  cyanide  to  purify  the  mercury, 
and  sodium  amalgam  to  prevent  the  sickening  or  flouring  of  the 
mercury. 

The  amalgamation  of  the  silver  proceeds  very  rapidly  at  first,  but 
its  rate  rapidly  diminishes.  According  to  observations  made  in  the 
States,^  after  one  hour's  working  in  the  pan  74'66  per  cent,  of  the 
silver  content  of  the  ore  is  already  amalgamated,  at  the  end  of  the 
2nd  hour  76-26  per  cent.,  after  the  3rd  hour  77'74  per  cent.,  and  at 
the  end  of  the  4th  hour  81 '04  per  cent.,  no  more  silver  being  taken 
up  after  this  time. 

When  the  amalgamation  is  finished,  the  next  operation  is  the 
emptying  of  the  pan  and  the  separation  of  the  amalgam  from 
the  ore.  About  a  quarter  of  an  hour  before  the  emptying,  the 
number  of  revokuions  of  the  muller  is  reduced  to  40  per  minute,  and 
the  pan  is  filled  to  the  top  with  water.  The  greater  part  of  the 
amalgam  is  either  run  off  first  aud  the  rest  of  the  pan  contents  run 
into  the  settler  from  which  the  remainder  of  the  amalgam  is  obtained, 
or  else  the  entire  contents  of  the  pan  are  run  into  the  settler,  and  the 
amalgam  and  ore  separated  in  the  latter  vessel.  The  operation  of 
emptying  takes  usually  about  half  an  hour,  water  being  allowed  to 
flow  in  during  this  time. 

If  most  of  the  amalgam  is  to  be  taken  directly  from  the  pan,  it  is 
drawn  off  (about  10  minutes  after  filling  up  the  pan  with  water)  by 
means  of  a  pipe  at  the  botton-s,  closed  during  working  by  a  clamped 
indiarubber  tube,  and  is  then  run  into  an  iron  reservoir.  In  this 
way  about  nine  tenths  of  the  entire  quantity  of  amalgam  in  the  pan 
may  be  obtained.  A  certain  amount  of  amalgam  is  retained  in  the 
spaces  between  the  dies  and  the  shoes  and  some  clings  to  the  pan 
walls,  and  this  is  removed  once  or  twice  a  month  when  the  pan  is 
cleaned  up  or  when  the  shoes  or  dies  are  changed. 

At  the  California  Mill,  in  Virginia  City,  44  pans  require  the 
labour  of  28  men  j)er  24  hours,  viz. — 6  amalgamators,  20  men  for 
shovelling  the  slimes,  and  2  mechanics  for  repairs. 

The  contents  of  each  pair  of  pans  are  run  into  one  settler,  and  a 
battery  of  5  stamps  will  supply  crushed  ore  for  2  to  3  pans. 

^  Egleston,  Silver,  Gold,  and  Mercury,  p.  386. 
2  Trans.  Am.  LvsK  Min.  Ewj.,  vol.  xi.,  p.  104. 
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3.   The  Separation  of  the  Amalgam  from  the  Amalgamated 

Ores 

The  complete  separation  of  the  amalgam  from  the  amalgamated 
ore  is  effected  in  a  settler  with  revolving  arms,  a  second  vessel  called 
an  agitator  being  also  used  in  many  cases. 

The  settler  is  a  cylindrical  vat  provided  with  arms,  and  is 
from  8  to  10  feet  in  diameter  and  3  feet  deep.  The  bottom  is  made 
of  cast  iron  and  the  walls  are  usually  of  wood.  The  arms  are 
mounted  similarly  to  the  mullers  of  the  pans.  They  consist  either  of 
four  cross  arms  of  iron  fastened  on  to  the  driver  and  provided  with 
shoes  like  ploughshares,  or  else  of  discs  of  iron  similarly  fastened 
and  furnished  with  long  radial  shoes  of  wood  on  their  lower  sides. 

The  latter  form,  which  is  the  one  most  in  use  at  present,  is  shown 
in  Fig.  462,  where  s  is  the  disc  fastened  to  the  driver  G,  u  u  being  the 
wooden  shoes,  and  the  earlier  form  with  shoes  like  ploughshares  is 
shown  in  Fig.  463  where  a,  a  are  the  arms  and  h,  h  the  shoes. 

The  shoes  reach  to  the  bottom  of  the  settler,  and  can  be  raised  or 
lowered  by  an  arrangement  similar  to  that  used  for  the  mullers. 
The  bottom  of  the  settler  slopes  towards  the  sides,  and  has  a  groove 
in  which  the  amalgam  collects,  and  from  which  it  flows  by  a  pipe 
into  a  vessel  placed  outside  the  settler.  This  vessel  is  either  fastened 
directly  to  the  side  wall  of  the  settler  and  emptied  from  time  to  time, 
or  else  it  is  placed  at  a  lower  level  than  the  settler,  and  the  amalgam 
can  flow  continuously  from  it.  The  first  arrangement  is  shown  in 
Fig.  463,  where  d  is  the  amalgam  reservoir  from  which  the  amalgam 
oan  be  drawn  off  by  opening  the  plug/,  whilst  in  the  form  shown  in 
Fig.  462  the  amalgam  flows  away  continuously.  At  different  heights 
in  the  side  walls  of  the  settler,  openings  (c,  c,  c,  Figs.  462  and  463) 
which  can  be  closed  by  plugs,  are  provided  in  order  that  the  residvie 
suspended  in  water  may  be  run  off. 

As  soon  as  the  settler  has  received  its  charge,  consisting  of  the 
contents  of  tvvo  pans,  it  is  filled  with  water  to  within  6  inches  of 
the  brim,  the  arms  making  10  to  15  I'e volutions,  or  with  coarsely 
ground  ore  20  revolutions  per  minute.  During  the  first  half  hour 
the  shoes  are  kept  at  a  distance  of  about  8  inches  from  the  bottom, 
and  they  are  gradually  lowered  until  after  the  lapse  of  2  hours  they 
nearly  rest  on  the  bottom.  The  action  of  the  agitators  is  to  keep  the 
lighter  portions  of  the  ore  in  suspension,  whilst  amalgam,  mercury, 
undecomposed  sulphides,  and  fine  particles  of  iron  collect  at  the 
bottom  of  the  settler.  The  duration  of  the  stirring  is  so  arranged 
that  the  settler  is  empty  when  the  amalgamation  of  the  pan  contents 
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is  complete,  so  that  it  may  be  filled  again  at  once,  the  stirring  lasting 
on  an  average  Sh  hours.  At  the  end  of  this  time  the  plug  of  the 
highest  opening  in  the  side  of  the  settler  is  removed  and  the  turbid 


Fig.  462. 


liquid  allowed  to  flow  away,  the  agitators  being  meanwhile  kept 
going,  and  then  the  plugs  of  the  second,  third,  and  lowest  openings  are 
withdrawn  one  by  one  until  the  settler  is  emptied  of  all  except  the 
heavier  portions  above  mentioned.     The  whole  operation  of  emptyino- 
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lasts  half  an   hour,  and  once   every  week  the  settler  is  thoroughly 
cleaned. 

At  many  large  works,  the  turbid  liquid  from  the  settlers  is  run 
off  into  a  special  wooden  tub  or  agitator,  in  which  any  portions  of 
amalgam,  mercury  or  undecomposed  ore  are  allowed  to  settle.  These 
agitators  are  cylindrical  vats  of  wood  8  to  16|  feet  in  diameter  and 
2  feet  6  inches  to  4  feet  high,  one  agitator  serving  as  a  rule  for  five 
or  six  settlers.  The  agitating  appliance  is  a  driver  with  four  arms  at 
right  angles,  and  to  these  arms  wooden  rods  are  fixed  vertically,  the 
whole  contrivance  making  10  to  20  revolutions  per  minute.  Fig.  464 
shows  the  construction  of  such  an  agitator, 
the  screw  and  hand  wheel  being  for  the 
purpose  of  raising  or  lowering  the  arms. 
Durino'  the  stirring,  water  flows  in  con- 
stantly,  and  the  turbid  liquid  flows  out 
through  an  opening  at  the  bottom,  the 
heavier  portions  remaining  on  the  bottom, 
whence  they  are  shovelled  out  at  inter- 
vals of  3  to  4  days. 

Agitators  are,  however,  not  generally 
employed,  the  liquid  and  suspended  par- 
ticles from  the  settlers  being  usually  run 
over  tables  or,  if  the  ore  in  it  is  valuable, 

it  is  worked  up  in  concentrators.  At  present  where  extra  settling 
apparatus  is  considered  to  be  necessary,  it  is  usual  to  use  a  modified 
form  of  settler  in  place  of  the  agitator. 


Fig.  464. 


4,   The  Treatment  of  the  Amalgam 


The  amalgam  from  the  pans  and  settlers  is  first  deprived  of  its 
excess  of  mercury  by  filtration  through  bags  of  canvas. 

All  the  amalgam  which  is  obtained  during  the  cleaning  of  the 
pans  and  settlers,  as  well  as  all  other  impure  amalgam,  is  first  worked 
up  with  more  mercury  in  small  pans  known  as  clean-up  pans  before 
being  submitted  to  filtration. 

The  construction  of  one  form  of  clean-up  pan,  known  as  the  Knox 
pan,  is  shown  in  Fig.  465  ;  this  is  4  feet  in  diameter,  is  made  of  cast 
iron,  and  has  an  agitator  with  wooden  shoes  fastened  to  it.  The 
agitator  can  be  raised  or  lowered  by  the  screw  and  wheel  at  the  top. 

The  amalgam  is  put  into  these  pans  and  rendered  perfectly  liquid 
by  the  addition  of  a  large  quantity  of  mercury  and  then  stirred  up 
with  water  for  a  considerable   time  (up  to  12  hours).     In  this  way 
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any  impurities  present  in  the  amalgam  are  carried  off  by  the  current 
of  water,  and  in  man}^  cases  these  impurities,  consisting  of  unaltered 

sulphides,    are    collected 


and  worked  up  separately. 
The  apparatus  for  fil- 
tering the  amalgam  is  a 
conical  bag  constructed 
either  wholly  of  canvas 
or  the  upper  part  of 
leather  and  the  lower  of 
canvas,  being  supported 
in  any  case  by  an  iron 
ring  at  the  top.  The 
bags  are  10  to  12  inches 
in  diameter  at  the  top 
and  2  feet  to  ^2  feet 
7  inches  in  length,  hold- 
ing about  12  cwt.  of 
amalgam.  The  weight 
of  the  amalgam  itself  is 
sufficient  to  squeeze  most 
of  the  mercury  through  the  pores  of  the  canvas.  In  recent  forms  of 
filter  the  bag  is  suspended  inside  an  iron  cylinder  or  amalgam  safe  with 
a  hinged  lid  secured  by  a  padlock  in  order  to  prevent  theft.     Two 


Fig.  465. 


Fig.  466. 


Fig.  467. 


forms  of  amalgam  safe  are  shown  in  Figs.  466  and  467,  the  upright 
cylindrical  sides  being  of  wrought-iron  plate  and  the  bottom  of  cast 
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iron,  I  being  the  filter  or  strainer  suspended  from  the  iron  ring  n,  and 
(t  the  padlock. 

The  amalgam  is  run  in  from  the  settlers  into  the  bag  through  a 
hole,  m,  in  the  lid  of  the  safe,  the  excess  of  mercury  forced  through 
the  pores  of  the  cloth  being  drawn  off  at  ^j  (Fig.  466),  or  by  the  pipe  z 
(Fig.  467),  the  flow  being  regulated  by  the  tap  y. 

The  amalgam  remains  behind  in  the  bag  in  the  pasty  state,  and 
in  this  condition  contains  7  parts  of  mercury  to  1  of  silver ;  but  this 
may  be  reduced  to  3|  :  1  by  squeezing,  though  in  this  case  the 
mercury  expressed  will  be  very  rich  in  silver. 

As  a  rule  one  amalgam  box  is  provided  for  every  two  settlers 
below  which  it  is  placed,  and  at  the  larger  works  the  mercury  which 
drains  away  flows  into  a  reservoir  from  which  it  is  raised  either  by 
elevators  or  pumps  into  another  reservoir  placed  above  the  pans. 
From  this  it  flows  into  smaller  reservoirs,  each  of  which  supplies  two 
pans,  and  thus  begins  its  circulation  afresh. 

An  idea  of  this  circulation  of  the  mercury  may  be  gathered  from 
Fig.  468,  which   shows  the  arrangement   used  at  the   Consolidated 


Fig.  468. 


Virginia  Mill,  Virginia  City,  Nevada  (Egleston).  The  fresh  mercury 
is  poured  out  from  the  iron  bottles  into  the  lower  reservoir  c  and 
pumped  from  this  into  the  upper  reservoir  e  by  means  of  a  mercury 
pump  d.  From  this  reservoir  it  flows  by  a  vertical  pipe  not  shown 
in  the  figure  into  the  horizontal  pipe/,  and  from  this  into  the  smaller 
containers  g  placed  above  the  pans  a.  One  container  supplies 
mercury  for  two  pans  through  inclined  tubes  li,  and  from  the  pans 
the  mercury  or  amalgam  flows  into  the  settlers  h  and  into  the  collect- 
ing boxes  z  placed  in  front  of  them.  From  these  it  passes  along  tubes 
m,  which  are  placed  slopingly  so  as  to  restrict  the  pressure  of  the 
mercury,  into  the  amalgam  strainers  u  with  their  canvas  bags  t,  and 
from  these  it  passes  along  the  pipe/ into  the  reservoir  c,  whence  it  is 
pumped  up  to  e  to  begin  the  circulation  again. 

The  raising  of  the  mercury  from  the  lower  to  the  upper  reservoir 
is  effected  either  by  pumps  or  elevators,  preference  having  lately  been 
given  to  the  latter. 

The  details  of  the  construction  of  a  mercury  pump  are  shown  in 
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Figs.  469  to  47L  The  pump  has  a  steel  plunger  x,  and  the  gland  is 
packed  with  rubber  dipped  in  melted  tallow,  with  water  in  the  lower 
part  of  the  stuffing-box.  The  valves  are  of  rubber,  fitting  easily,  and 
the  plunger  runs  in  hydraulic  packing,  so  that  the  mercury  is  pre- 
vented from  being  floured  by  the  pump.     Belov/  the  pump  is  a  box 


Fig.  470. 


J  to  catch  any  leakage.  The  mercury  which  is  to  be  raised  by  the 
pump  flows  from  the  iron  tank  G  into  which  it  drains  from  the 
amalgam  filter  and  enters  the  pump  through  the  pipe  H.  The 
pump  plunger  has  a  5-inch  stroke  and  makes  40  strokes  per  minute, 
the  mercury  being  forced  up  the  vertical  pipe  K,  f  inch  in  diameter. 
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into  the  reservoir  L.  By  means  of  the  vertical  1  inch  pipe  F,  pro- 
vided with  a  stop-cock  M,  the  mercury  enters  the  horizontal  pipe  iV 
and  thence  rises  up  through  U  into  0,  which  is  one  of  the  smaller 
containers  supplying  mercury  to  two  of  the  pans ;  the  supply  of  mer- 
cury to  these  particular  containers  can  be  cut  off  by  inserting  the 
plug  P  into  the  mouth  of  the  tube  TJ.  The  tubes  Q  convey  the 
mercury  to  the  pans;  A  is  one  of  the  mercury  bowls  attached  to 
the  bottom  of  the  settlers,  and  from  it  the  mercury  and   amalgam 


Fig.  473 


Fig.  474. 


Fig.  472. 


flow  by  the  horizontal  pipe  I)  and  the  smaller  vertical  pipes  E  into 
the  filters  placed  inside  the  wooden  box  F.  There  are  four  canvas 
filters  to  each  box,  and  the  mercury  from  all  of  them  collects  in  the 
iron  tank  G^,  which  is  5  feet  long,  12  inches  deep,  and  18  inches  wide, 
flowing  again  to  the  pump  and  so  on  through  the  system. 

The  pipe  d  is  a  prolongation  of  D,  and  serves  to  introduce  steam 
into  the  latter,  whenever  it  needs  cleaning  out. 

The   mercury   elevator   (Fig.  472)   resembles   an   ordinary   belt 
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elevator,  and  is  encased  in  sheet  iron.  The  buckets  are  of  the 
shape  shown  in  Fig.  472.  The  reservoir  from  which  the  mer- 
cury is  hfted  is  shown  at  w  in  Figs.  473  and  474,  and  is  made 
of  cast  iron,  the  receiving  vessel  K  being  constructed  of  the  same 
material. 

The  amalgam  which  remains  behind  in  the  filters  is  heated  in  the 
cast-iron  retorts  to  be  subsequently  described.  The  loss  of  mercury 
in  the  Washoe  process  is  from  1  to  3|^  lbs.  per  ton  of  ore,  the  loss 
being  partly  chemical  and  partly  mechanical. 

Mechanical  losses  of  mercury  are  caused  by  the  presence  of 
minerals  of  high  specific  gravity,  such  as  cerussite,  which  carry 
mercury  away  with  them,  by  aluminium  and  magnesium  silicates 
which  coat  the  globules  of  mercury,  by  grease  and  fat,  by  the  flouring  of 
the  mercury  in  the  stamping,  grinding  and  washing,  and  by  volatilisa- 
tion. When  copper  and  lead  sulphides  are  present  in  the  ores,  or  if 
too  much  copper  sulphate  is  added  in  the  pans,  the  amalgam  produced, 
though  of  a  pasty  consistency,  is  easily  broken  up  into  very  fine 
globules. 

The  chemical  loss  is  chiefly  due  to  the  conversion  of  some  of  the 
mercury  into  sulphide,  owing  to  the  presence  of  silver  sulphide  in  the 
ores,  and  to  a  less  degree  to  the  formation  of  mercurous  chloride,  as 
the  latter  is  chiefly  reduced  again  by  the  iron  present  to  the  metallic 
state. 

The  yield  of  silver  in  the  Washoe  process  varies  with  the 
character  of  the  ore  from  70  to  80  per  cent,  of  the  assay  content 
of  the  ore. 


5.   The  Treatment  of  the  Ores  after  Amalgamation 

The  residues  which  are  suspended  in  the  muddy  liquid  run  out  of 
the  settlers  and  agitators,  form  what  are  known  as  tailings,  and 
contain  a  certain  amount  of  unaltered  ore,  which  in  the  majority  of 
cases  can  be  profitably  worked. 

The  solid  portion  is  therefore  either  collected  in  large  tanks, 
and  then  dressed,  or  else  the  mud  is  led  directly  over  tables  (blanket 
sluices)  in  which  the  heavier  portions  are  collected.  The  blanket 
tables  have  so  far  proved  to  be  the  best  and  cheapest  arrangement 
for  collecting  the  heavier  portions  of  the  tailings,  and  are  especially 
used  in  Nevada.  They  are  made  of  wood  with  sides  from  2  to  3  inches 
high,  are  20  inches  wide,  and  as  much  as  1800  feet  long,  with  a 
slope  of  6  to  10  inches  in  12  feet,  and  are  usually  placed  side  by  side, 
sometimes  only  two  or  three  together,  or  in  some  cases  there  are  as 
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many  as  15  or  20.  The  bottoms  of  the  sluices  are  covered  with  coarse 
blankets,  and  the  latter  can  be  easily  taken  out  and  washed  in  the 
case  of  short  sluices,  but  in  longer  ones  they  are  tarred  on  their 
under  sides  and  nailed  in  position. 

The  stream  of  turbid  liquid  running  along  the  sluices  deposits  the 
heavier  portions  of  its  contents  on  the  blankets,  and  in  the  case  of 
short  sluices  these  are  periodically  taken  out  and  washed.  With 
long  sluices  the  tailings  are  brushed  at  intervals  into  slots,  through 
which  they  are  run  otf  into  sluices  at  a  lower  level  and  so  on  to  the 
collecting  tanks. 

According  to  Egleston,^  the  pulp  from  the  agitators  at  the  Eureka 
Mill,  Eureka,  Nevada,  first  flows  into  reservoirs  from  which  it  is  raised 
by  an  Archimedean  screw  into  a  wooden  tank,  10  feet  long,  12  inches 
wide,  16  inches  deep.  From  this  it  flows  through  6  sluices  lying 
side  by  side,  each  1200  feet  long,  20  inches  wide,  and  3  inches 
high,  the  sluices  being  separated  by  boards  half  an  inch  thick.  The 
sluices  are  covered  with  coarse  blankets  10  feet  long,  fastened  by 
tacks  and  cleats.  At  intervals  of  200  feet  there  are  slits  8  inches- 
wide  across  the  bottom  of  the  sluice,  which  are  covered  with  sheet- 
iron  covers  whilst  the  pulp  is  flowing  over  them,  and  which  com- 
municate with  a  trough  underneath  the  sluice.  As  soon  as  a  certain, 
amount  of  ore  has  collected  on  the  blankets  the  covers  are  removed 
(every  4  or  6  hours)  and  the  ore  swept  with  brushes  into  the  slits. 
In  this  way  6  tons  of  ore  ai'e  recovered  daily  with  the  labour  of  3 
men,  and  the  recovered  ore  is  treated  in  the  same  way  as  the  original 
ore. 

The  largest  concentrating  plant  of  this  description  is  that  known 
as  the  Wood  worth  Sluices  at  Dayton,  in  Nevada,  and  described  by 
Egleston.^  Here  the  tailings  from  25  to  30  amalgamating  plants  at 
Gold  Canon,  where  there  are  262  stamps,  each  of  a  capacity  of  2  tons 
daily,  are  concentrated.  The  pulp  from  the  different  works  is  brought 
along  a  channel  3^  miles  long  and  18  inches  square  to  the  Woodworth 
Sluices.  The  pulp  flows  first  into  reservoirs  and  from  these  into  dis- 
tributingf  boxes  with  a  slidino-  aate  for  each  sluice.  There  are  twelve 
of  these  placed  side  by  side,  1700  feet  long,  19  inches  wide,  and 
3  inches  deep,  with  a  fall  of  1  inch  in  8  feet.  The  blankets  are 
tarred  on  their  under  sides  and  fastened  to  the  bottom  of  the  sluice. 
At  intervals  of  every  150  feet  there  are  cross  slits,  3  inches  broad 
and   17  inches  Ion  or   into  which   the  heavier  ore  remaining   on   the 

^  Op.  cit.,  vol.  i.,  p.  449. 

^  Engineering,  1880,  vol.    xxx.,  pp.  395  and  451  ;    MetaUiirgy  of  Silver,  Gold,  and' 
Mercury,  vol.  i.,  p.  450. 
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blankets  is  collected,  and  whence  it  flows  along  a  trough  below  into 
reservoirs.  Fresh  water  is  allowed  to  flow  in  at  various  stages  along 
the  sluice,  and  the  top  portions  are  swept  every  8  hours,  the  lower 
portions  at  intervals  of  12  hours.  In  each  day,  12  tons  of  ore  are 
concentrated,  and  the  labour  of  17  men  is  required  for  each  12  hour 
shift.  The  concentrates  are  worked  up  at  the  Woodworth  Mill  in 
Horn  pans  with  salt,  copper  sulphate  and  mercury,  and  70  per  cent, 
of  the  assay  content  of  the  silver  is  recovered. 

As  previously  mentioned  the  various  parts  of  the  plant  required 
for  the  Washoe  process  are  arranged  in  terrace  form  to  avoid  cost  of 
transportation  of  material,  and  the  method  of  arrangement  may  be 
gathered  from  Fig.  475.     The  ores  come  in  at  the  highest  level  H 


and  are  thrown  down  the  inclined  grizzly  a.  Pieces  larger  than 
walnuts  pass  on  to  the  floor  where  the  stone  breaker  h  is  situated, 
whilst  smaller  pieces  fall  through  the  grizzly  and  into  the  ore  bin  c, 
where  the  crushed  ores  from  the  stone  breaker  are  also  received. 
From  the  bin  the  ores  pass  to  the  automatic  feeder  d  supplying  the 
stamps  j7,  the  pulp  flowing  along  q  to  the  reservoirs  h  in  which  the 
heavy  ore  settles.  The  deposited  pulp  is  then  transferred  to  the 
pans  s,  in  which  the  amalgamation  takes  place.  After  sufficient 
amalgamation,  the  pan  contents  are  allowed  to  flow  into  the  settlers  t 
in  which  the  amalgam  is  separated  from  the  remaining  ore,  the  latter 
being  either  further  treated  by  agitators,  blanket  sluices  or  vanners, 
or  else  run  to  waste. 

The  following  table   of  Egleston's  gives  the  details  of  various 
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plants  used   for  the  Washoe  process  as  regards  their  capacity,  size, 
and  power  consumption.^ 


Blake's  stone  breakers  . 
Self-acting  feeders     .     . 
Stamps,   each   weighing  ^ 

825  lbs.,  90  drops  per  V 

minute j 

Pans,     each     5    ft.     in  ~ 

diameter 

Settlers,   each   8  ft.    in  ) 

diameter f 

Concentrators  .... 
Power  lost  in  friction    . 

Total  horse-power     .     . 

10  Stamp  Plant. 

Capacity,  18  to  20  tons 

in  24  hours. 

20  Stamp  Plant. 

Capacity,  40  tons 

in  24  hours.  , 

60  stamp  Plant. 
Capacity,  1.30—140 
tons  in  24  hours. 

Number 
of  each. 

Horse- 
power 
used. 

Number 
of  each. 

Horse- 
power 
used. 

Number 
of  each. 

Horse- 
power 
used. 

1 

2 

10 

6 
3 

6 

12 

30 
9 

7 

1 
4 

20 

12 
6 

6 

23 

60 
18 

13 

1 

60 

28 

14 
3 

5-5 

67-5 

112 

28 

6 
25 

— 

64 

— 

120 

— 

244 

The  engines  for  the  60  stamp  plant  in  Nevada  are  of  such  a  size 
as  to  be  capable  of  doing  double  the  work  ordinarily  required  of 
them. 

As  regards  the  consumption  of  water  in  the  Washoe  process, 
according  to  Egleston,  it  may  be  taken  at  7^  gallons  per  horse-power 
per  hour  for  the  boilers,  72  gallons  an  hour  for  each  stamp,  120 
gallons  an  hour  for  each  pan,  and  60  gallons  an  hour  for  each  settler. 

If  the  water  from  the  stamps,  pans  and  settlers,  is  collected  in 
settling  tanks,  it  may  be  used  over  again,  with  an  average  loss  of 
25  per  cent.  Altogether  the  consumption  of  water  for  each  ton  of 
ore  treated  may  be  taken  at  2000  to  2500  gallons. 


Modifications  of  the  Washoe  Process 

The  Washoe  process  has  in  some  cases  undergone  alterations,  and 
the  two  chief  ones  in  use  are  the  coinbination  process,  in  which 
the  ores  are  submitted  to  a  preliminary  concentration  before  being 
amalgamated,  and  the  Boss  process,  called  after  Boss  the  inventor,  in 
which  the  amalgamation  is  not  conducted  in  a  single  pan,  but  in  a 
series  of  pans  through  which  the  pulp  flows  continuously. 


^  Op.  cit.,  p.  443. 
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The  Combination  Peocess  (Concenteation  and  Amalgamation) 

This  process  may  be  employed  with  advantage  in  the  case  of  ores 
which  cannot  be  worked  directly  by  the  Washoe  process,  as  is  the 
case  when  they  contain  galena,  blende,  copper  and  iron  pyrites  (which 
act  injuriously  upon  the  amalgamation),  and  which  are  still  not  rich 
enough  to  pay  for  a  preliminary  chloridising  roasting.  The  method 
is  also  applicable  to  ores  carrying  gold  and  silver,  in  which  the  above 
sulphides  are  present. 

In  this  process  the  ores  are  crushed  in  stamp  mills  and  then 
concentrated  on  Frue  vanners.  By  this  means  the  refractory  sulphides 
are  separated,  and  the  tailings  obtained  are  suitable  for  treatment  by 
the  Washoe  process.  They  are  run  into  settlers  and  afterwards  taken 
out  and  amalgamated  in  pans.  If  the  ore  is  auriferous,  mercury  is 
charged  into  the  mortars  of  the  stamp  battery,  and  the  pulp  is  led 
over  amalgamated  copper  plates,  which  retain  the  gold  amalgam  and 
any  free  gold  still  present,  after  which  the  pulp  goes  to  the  Frue- 
vanners.  The  sulphides  or  concentrates  from  the  vanners  may  be 
worked  up  in  a  variety  of  ways  (chloridising  roasting  and  amalgama- 
tion, chlorination,  or  smelting  so  as  to  obtain  the  precious  metals 
alloyed  with  lead),  and  are  sold  to  other  works  for  that  purpose. 

This  combination  process  is  employed  with  advantage  in  various 
works  where  the  simple  Washoe  process  had  not  proved  suitable. 
Places  where  it  is  in  successful  operation  are  the  works  of  the 
Montana  Co.,  Ltd.,  at  Marysville,  Montana,  where  auriferous  silver 
ores  are  worked,  those  of  the  Combination  Mining  and  Milling 
Co.,  at  Philipsburg  (Montana),  at  the  Lone  Pine  Mine,  and 
Maginiss  Mine,  Montana,  and  at  the  works  of  the  Webster  Mining 
and  Milling  Co.,  Marys  vale,  Utah.  The  ores  of  the  latter  company 
contain  8  per  cent,  of  lead  in  the  form  of  cerussite  and  galena,  and 
the  concentrates  from  the  vanners  contain  50  per  cent,  of  lead  with 
considerable  amounts  of  gold  and  silver,  and  are  sold  to  the  smelting 
works,  85  per  cent,  of  the  precious  metals  in  the  ore  being  obtained 
from  them. 

The  Boss  Peocess 

In  the  Boss  process  the  ore  pulp  from  the  stamp  mills  is  first 
finely  ground  in  pans,  and  then  flows  through  the  whole  series  of 
amalgamating  pans  and  settlers.  By  this  means  the  costly  labour  of 
transferring  the  puljo  from  the  settling  tanks  to  the  pans  is  avoided, 
and  the  pulp  is  worked  not  in  one  pan,  but  in  all  the  pans  of  the 
plant,  and  is  thus  maintained  in  intimate  contact  witli  the  mercury 
for  a  long  period.     The  pans  in  which  the  fine  grinding  takes  place 
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are  usually  placed  in  front  of  the  stamps,  the  pulp  flowing  alono-  a 
pipe  from  the  mortar  boxes  into  the  pans,  of  which  there  are  two,  one 
below  the  other,  serving  for  10  stamps.  The  pulp  flows  from  a  hole 
in  the  bottom  of  the  first  into  the  second  pan,  where  the  fine  grindinf^ 
is  finished.  After  the  fine  grinding  the  pulp  flows  through  the 
entire  series  of  amalgamating  pans  placed  one  beside  the  other 
and  then  through  all  the  settlers  arranged  in  the  same  way  on 
the  same  level.  Each  pan  is  furnished  with  an  overflow  pipe 
through  which  the  pulp  flows,  connecting  it  to  the  next  one  of 
the  series,  and  the  last  pan  is  connected  in  a  similar  way 
with  the  first  settler,  and  so  on,  so  that  the  pulp  entering  the 
first  amalgamating  pan  flows  away  at  last  from  the  last  settler. 
Each  pan  and  settler  can  if  necessary  be  thrown  out  of  the 
series,  an  arrangement  being  provided  whereby  in  this  case  the 
contents  can  be  transferred  by  steam  pressure  to  the  next  pan  or 
settler  in  operation.  The  quicksilver  is  distributed  automatically,  as 
above  described.  The  amalgam  is  collected  in  receivers,  one  for  each 
pan  and  settler,  and  from  these  it  is  led  to  the  canvas  filters 
previously   described. 

A  general  view  of  the  plant  used  in  the  Boss  process  is 
given  in  Figs.  476,  477  and  478.  The  ores  are  sized  as  previously 
mentioned,  then  crushed  and  brought  to  the  mill  a,  which  in 
this  case  consists  of  20  stamps.  The  pulp  from  each  10  stamps 
flows  through  the  pipe  r  into  the  grinding  pan  l  and  then 
into  the  similar  pan  c.  The  pulp  from  both  sets  of  pans  passes 
along  the  pipe  x  into  the  first  amalgamating  pan,  and  flows  through 
the  entire  series  of  pans  /  to  X.  From  the  pan  X  it  passes 
to  the  first  settler  1  and  then  though  settlers  2,  3,  4,  and  is 
afterwards  either  run  to  waste  or  worked  up  in  concentrators. 
The  agitators  of  the  pans  and  settlers  are  worked  from  the 
shaft  y  by  means  of  clutch  coupling,  and  the  pans  are  heated 
by  steam  circulating  in  a  double  bottom.  The  pulp  in  the  Boss 
process  must  be  comparatively  thinly  fluid.  The  advantages  of 
the  process  as  compared  with  the  ordinary  discontinuous  amalgama- 
tion process  are  a  smaller  cost  for  labour,  a  smaller  consumption  of 
water,  fuel  and  mercury,  and  a  higher  yield  of  silver.  It  is  said  to 
have  given  good  results  in  California  and  Mexico,  but  the  author  is 
not  aware  that  any  recent  communications  have  been  published 
concerning  it. 

That  the  Washoe  process  is  a  very  suitable  one  for  ores  contain- 
ing native  silver  and  silver  chloride  is  evident  from  the  results 
obtained  in  Nevada  at  White  Pine,  and  in  Utah  at  Silver  Reef. 

X  X  2 
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Quite  recently  a  plant  has  been  erected  at  Broken  Hill,  New 
South  Wales,  for  working  quartzose  and  clayey  ores  containing 
native  silver  with  chloride  and  iodide.  This  plant  has  special  pans 
for  fine  grinding  and  special  amalgamating  pans.  There  are 
60  stamps  and  24  grinding  and  amalgamating  pans  of  cast  iron  of 
a  diameter  of  4i  feet  and  a  height   of  3  feet.     The  mullers  of  the 


t^ii^jt'ii^^sSML, - .  . .    -_ 

Fig.  478. 

grinding  pans  make  40,  and  of  the  amalgamating  pans  80  revolutions 
per  minute.  There  are  12  settlers  with  cast-iron  bottoms  and 
wrought-iron  sides,  each  being  5  feet  in  diameter  and  8  feet  8  inches 
high,  the  agitators  in  them  making  14  revolutions  per  minute.  It 
was  expected  that  this  plant  would  work  up  200  tons  of  ore  daily, 
but  this  figure  has  not  been  reached. 
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Amalgamation  with  Reagents  preceded  by  a  Chloridising 

Roasting 

In  this  process  the  silver  present  in  the  ore  is  first  converted  into 
chloride  by  roasting  with  salt,  the  silver  chloride  is  then  reduced  by 
metallic  iron  or  copper,  and  the  reduced  silver  amalgamated. 

The  chloridising  roasting  of  the  ore  is  carried  out  in  reverberatory 
furnaces,  and  the  reduction  of  the  chloride  and  the  amalgamation  of 
the  silver  is  effected  in  some  form  of  amalgamating  apparatus  (barrels, 
pans  or  tinas).  The  various  methods  of  amalgamation  are  :  (1)  Barrel 
amalgamation,  also  known  as  the  European  amalgamation  process  ; 
(2)  Pan  amalgamation  (Reese-river  process),  and  (3)  Una  amalgama- 
tion (Francke-Tina  process). 

The  method  is  applicable  to  many  ores  which  cannot  be  worked 
directly  by  the  Washoe  process.  The  ores  mainly  worked  are  those 
containing  mixed  sulphides  of  silver  and  other  metals,  particularly 
antimonial  and  arsenical  sulphide  ores,  as  well  as  those  containing 
silver  sulphide  together  with  sulphides  of  iron,  copper,  zinc  and  lead. 
If,  however,  the  amount  of  galena  present  is  over  a  certain  limit,  the 
ores  are  rendered  unsuitable  for  treatment  by  this  process. 

In  Europe,  the  method  only  remains  in  use  in  a  few  places,  but  in 
America  it  is  extensively  employed,  and  has  in  recent  times  reached 
a  high  degree  of  perfection. 

For  the  operation  of  chloridising  roasting,  it  is  necessary  that  the 
ores  should  be  in  the  state  of  fine  powder  and  perfectly  dry,  as  if 
they  are  at  all  damp  they  form  lumps  with  the  salt,  and  perfect 
roasting  becomes  impossible.  The  ores  are  therefore  usually  stamped 
in  the  dry  state  and  dried  previous  to  stamping,  or  if  wet  stamping 
must  be  used,  they  must  be  dried  afterwards.  In  any  case  the  ores 
are  broken  up  in  stone  crushers  before  stamping. 

The  various  operations  to  be  considered  are  : 

1.  The  drying  and  crushing  of  the  ore. 

2.  The  chloridising  roasting, 

3.  Barrel  amalgamation. 

4.  Pan  amalgamation  (Reese-river  process). 

5.  Tina  amalgamation  (Francke-Tina  process). 

1,  The  Drying  and  Crushing  of  the  Ores 

As  a  rule  the  ores  are  first  dried  and  then  submitted  to  dry 
stamping,  or  if  wet  stamping  be  used  they  are  dried  after  that 
operation. 

If  the  ore  is  delivered  ready  broken  it  is  dried  at  once,  otherwise 
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it  is  broken  iu  stone  crushers  before  being  dried.  The  drying  operation 
may  be  conducted  either  on  cast-iron  plates  or  in  a  special  drying 
furnace,  the  use  of  cast-iron  plates  which  are  generally  heated  by  waste 
gases  from  the  roasting  furnace  being  more  tedious  and  requiring  more 
labour  than  the  employment  of  a  special  furnace,  and  being  in  addi- 
tion injurious  to  the  health  of  the  workpeople  owing  to  the  inhalation 
of  the  ore  dust.  Since  the  year  1873  such  drying  arrangements  have 
no  longer  been  erected,  and  all  the  newer  works  use  drying  furnaces. 
As  tyi^es  of  the  furnaces  in  use  in  the  model  works  of  the  L^nited 
States  the  horizontal  rotating  cast-iron  cylinder  and  the  Stetefeldt 
drying  furnace  may  be  described. 

The  rotating  cylinder  or  revolving  ore  dryer  is  usually  arranged 
in  the  same  way  as  the  continuous  roasting  furnace  previously  de- 
scribed ;  it  is  made  of  larger  diameter  at  the  fire  end — viz.,  Si  feet 
diameter  at  the  wide  end  and  3  feet  in  diameter  at  the  smaller  end, 
and  is  18  feet  long.  The  ore  is  fed  in  at  the  narrower  end  and 
travels  gi-adually  towards  the  fire  end,  shelves  or  wdngs  of  sheet  iron 
arranged  spirally  inside  mixing  the  ore  and  assisting  its  movement. 
The  fire  grate  is  at  the  wider  end  and  the  flue  at  the  charCTinor  end, 
and  the  ore  is  fed  in  and  withdrawn  continuously,  falling  as  it  leaves 
the  cylinder  at  the  fire  end  into  a  pit  w^hence  it  is  taken  while  still 
warm  by  an  elevator  to  the  automatic  ore  feeders  supplying  the 
stamps.  The  cylinders  are  capable  of  drying  from  30  to  40  tons  of 
ore  in  24  hours. 

The  Stetefeldt  drying  furnace  is  somewhat  similar  to  the  earlier 
roasting  furnace  of  Hasenclever  (page  56),  and  consists  of  a  shaft 
containing  a  series  of  cast-iron  plates,  of  which  the  alternate  ones  are 
parallel  to  each  other,  the  plates  being  set  at  an  angle  of  38°.  The 
ore  charged  in  at  the  top,  on  the  top  plate,  rests  upon  it  until  its 
angle  of  repose  is  exceeded,  when  it  begins  to  graduall}^  fall  down  on  to 
the  next  lower  plate,  and  so  on  until  it  reaches  the  last  plate  which 
projects  from  the  furnace ;  it  slides  along  this  and  finally  falls  into  a 
receiver.  The  furnace  is  heated  by  a  fireplace  at  the  side  and  the 
products  of  combustion  pass  from  above  downwards,  entering  at  the 
top  and  passing  first  over  each  plate  and  then  under  it,  channels  in 
the  narrower  side  walls  of  the  furnace  enabling  the  gases  to  pass 
round  each  plate.  At  the  under  side  of  the  lowest  plate  the  waste 
gases  pass  to  a  chimney  with  a  powerful  draught.  The  passage  of  the 
hot  products  of  combustion  through  the  furnace  in  this  direction  is 
necessary,  as  in  this  way  the  hot  gases  come  first  in  contact  wath 
damp  ore  and  are  so  cooled  that  they  do  not  act  destructively  upon 
the  iron  plates ;  further  the  moisture  given  up  to  the  gases  from 
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the  ore  is  prevented  from  condensing  as  the  gases  come  into  contact 
with  hotter  ore  as  they  pass  down  through  the  furnace. 

The  construction  of  the  furnace  is  shown  in  Figs.  479  to  482, 
where  g  is  the  charging  opening  for  the  ore,  and  a,  a  are  the  cast-iron 
plates  on   which  the  ore  falls ;  r,  r  are  the  fireplaces,  and  h,  h  the 


Section  A- jI 

f 


openings  for  air.  From  the  grate  the  hot  products  of  combustion  pass 
along  the  flue  x,  and  enter  the  furnace  at  the  top  above  the  first 
plate,  and  proceeding  in  a  downward  direction,  leave  the  furnace  by 
the  chimney  flue  k.  The  openings  y,  y  in  the  walls  of  the  narrower 
sides  of  the  furnace  allow  the  gases  to  make  their  way  round  the 
ends  of-  the    plates ;  e,  e  are  openings  for  clinkering   in   the  event 
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of  any  stoppage  taking  place.     The  height  of  the  furnace  to  the  top 

of  the  hopper  is  21 
feet,  and  the  shaft 
measures  7  feet  by  4. 

In  this  furnace, 
which  the  author  wit- 
nessed at  work  at  the 
Lexington  Mill,  Butte 
City,  Montana,  not 
only  ore  but  salt  was 
also  dried,  the  furnace 
drying  15  to  25  tons 
of  ore,  or  6  to  8  tons 
of  salt  per  24  hours, 
one  attendant  being 
necessary  for  each 
shift,  and  one  cord  of 
wood  being  burnt  in 
the  24  hours. 

The  ore  may  be 
pulverised  in  any  of 
the    various    forms    of 

mill  (edge  runners,  arrastras,  ball  mills  or  stamps),  but  in  the  United 

States  the  Californian  stamp  mill  previously  described   is  the  most 

generally  used.     The  ore  whilst  still 

warm    is   carried    from    the    drying 

furnace    by    an    elevator  with    iron 

buckets,  and  charged  into  the  hop- 
pers of    the   automatic  ore    feeders 

supplying  the  stamps.     The  mortars 

of  the  stamp  mills  are  either  of  the 

single  or  double  discharge  type,  the 

screens  being   made   of  brass  wire 

gauze  of  30  to  100  meshes  per  linear 

inch.     A    mortar  for   dry    crushing 

with  double  discharge  is  shown  in 

Fig.  483,  where  a  is  the  feed   shoot 

and  h,  b  the  screen  frames.  From  the 

mortar  the  crushed  ore  is  carried  to 

the  elevators  by  archimedean  screws 

and    raised   to   the    charginof   level 

o       o 

of  the   roasting  furnace.     The  ele-  fig.  483. 


Section\J3~B 
Fig.  4S1. 


Fig.  482. 
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vators  are  of  the  belt  form,  shown  in  Figs.  484  and  485,  and  consist 
of  a  series  of  iron  buckets  a,  fastened  to  an  endless  belt ;  to  prevent 
the  scatterinof  about  of  the  ore  the  elevator  is  cased  with  wood. 


Pig.  484. 


Fig.  485. 


Particulars  of  the  size  and  capacity  of  some  of  the  stamp  mills  in 
the  United  States  will  be  found  in  the  following  table  of  Egleston's :  ^ 


White  Pine, 

Pioche,  Ray- 

White Pine, 

Butte  City, 

Stanford 

mond  and 

International 

Lexington 

Number  of  mortars 

Mill. 

Ely  Mill. 

Mill. 

Mill. 

6 

6 

6 

10 

Single  (l)or  double  (2)  discharge. 

2 

2 

2 

1 

No.  of  stamps  in  each  mortar  box 

5 

5 

5 

5 

Total  number  of  stamps       .     .     . 

30 

30 

30 

50 

Weight  in  pounds  of  each  stamp  . 

750 

750 

750 

850 

Height  of  drop  in  inches. 

8 

8 

74 

7—8 

Number  of  drops  per  minute    .     . 

95 

95 

93 

94 

Tons  of  ore  crushed  in  24  hours    . 

52 

48 

33 

60 

Capacity  of  each  stamp  in  tons  per  | 
24  hours \ 

1-73 

1-6 

11 

1-2 

Egleston,  Gold  and  Silver,   .,  p.  185. 
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2.  The  Chloridising  Boasting  of  the  Ores 

This  operation  consists  in  roasting  the  ores  svith  salt ;  a  necessary 
■condition  is  that  such  ores  as  contain  no  peroxide  of  manganese  must 
contain  a  certain  quantity  of  pyrites,  but  not  too  much,  otherwise 
they  would  form  sulphates  and  free  sulphuric  acid  in  the  roasting, 
and  decompose  some  of  the  salt.  If  the  ores  contain  too  small  a 
quantity  of  pyrites,  bodies  are  added  which  would  form  sulphuric 
acid  when  roasted,  such  as  coarse  matte,  copper  or  ferrous  sulphates, 
and  if  too  large  an  amount  is  jjresent  the  ores  are  roasted  first  without 
any  addition  of  salt. 

The  amount  of  pyrites  or  of  coarse  matte  necessary  for  the  roasting 
operation  varies  according  to  the  character  of  the  ores  from  6  to 
SO  per  cent.  When  the  amalgamation  process  was  in  use  at  Freiberg, 
ores  were  roasted  with  20  to  80  per  cent,  of  raw  matte,  whilst  in 
many  works  in  the  States  only  6  to  10  per  cent,  suffices.  Ores  con- 
taining manganese  peroxide  do  not  need  the  presence  of  pyrites  for 
a  chliH-idisinq;  roastino\ 

The  amount  of  salt  requisite  for  roasting  depends  chiefly  upon  the 
character  of  the  ore,  and  also  upon  the  arrangement  used  for  roasting 
and  the  manner  in  which  the  process  is  worked.  Pyrites,  zinc  blende, 
■calcite,  dolomite  or  fluor  spar  require  sulphuric  acid  or  chlorine  to  de- 
compose them,  and  consequently  increase  the  amount  of  salt  necessary. 
According  to  the  amount  of  these  bodies  present,  the  amount  of  salt 
required  varies  from  3  to  20  per  cent,  of  the  Aveight  of  the  ore.  If 
large  amounts  of  pyrites  are  present,  the  ores  are  submitted  to  a 
preliminary  roasting,  and  thus  the  excessive  consumption  of  salt  is 
avoided. 

The  chloridising  roasting  is  also  an  oxidising  roasting,  the  sulphides 
present  being  converted  into  oxides  and  sulphates.  The  sulphates 
produced  in  part  react  upon  the  salt,  forming  metallic  chlorides  and 
sodium  sulphate,  and  in  part  are  decomposed  by  heat  into  oxides 
and  sulphuric  anhydride.  The  sulphuric  anhydride  so  produced 
reacts  upon  common  salt  and  liberates  chlorine.  If  moisture  is 
present,  sulphuric  acid  is  produced,  which  gives  rise  to  hydrochloric 
acid  by  its  action  upon  the  salt. 

The  free  chlorine  converts  compounds  of  metallic  sulphides  with 
arsenic  and  antimony  sulphides  into  metallic  chlorides  with  the  pro- 
duction of  chlorides  of  sulphur,  arsenic  and  antimony. 

The  hydrochloric  acid  formed  converts  any  metallic  oxides,  sul- 
phates, arseniates  and  antimoniates  present  in  the  ores  or  produced 
in  the  roasting,  into  chlorides ;  water,  chlorine  and  chlorides  of  sulphur, 
arsenic  or  antimony  are  simultaneously  produced. 
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Volatile  chlorides  are  produced  by  the  reaction  between  the 
sulphates  and  the  common  salt  present,  as  well  as  by  the  action  of 
chlorine  and  hydrochloric  acid  upon  these  bodies.  Of  these  chlorides, 
those  of  copper  and  iron  give  up  a  portion  of  their  chlorine  to  metallic 
silver,  metallic  sulphides,  arsenides,  antiraonides,  arseniates,  antirao- 
niates  and  sulphates,  the  cupric  and  ferric  chlorides  being  reduced  to 
cuprous  and  ferrous  salts. 

The  product  of  the  roasting  operation  contains  the  greater  part  of 
the  silver  as  chloride,  together  with  some  unaltered  silver  ore,  silver 
arseniate  and  antiraoniate,  the  iron  chiefly  as  oxide  with  some  ferrous 
and  ferric  chlorides  and  sulphate,  the  manganese,  copper  and  zinc  as 
oxides,  sulphates  and  chlorides,  the  lead  as  oxide,  sulphate  and  basic 
chloride,  and  nickel  and  cobalt  as  oxide,  sulphate,  chloride  and 
arseniate. 

Where  the  roasting  is  carried  on  in  reverberatory  furnaces,  with 
fixed  hearths  and  hand  labour,  three  stages  of  the  roasting  operation 
may  be  distinguished,  namely,  the  kindling  period  (cmfeuern)  the 
■desulphurising  period  {ahschivefeln),  and  the  final  roasting  {gutrosten). 
The  kindling  period  is  the  beginning  of. the  operation;  in  the  second, 
uhsckirefeln  or  oxidation  period,  sulphates  are  produced  from  the 
sulphides;  in  the  gutrosten,  by  increasing  the  temperature,. the  de- 
composition of  the  salt  and  the  formation  of  silver  chloride  takes 
place.  In  continuous  working  furnaces  w^ith  rotating  cylinders,  or  of 
the  Stetefeldt  type,  which  are  usually  employed  at  the  present  time, 
these  distinct  stages  are  not  clearly  marked. 

At  the  present  time  it  is  not  usual  to  continue  the  roasting  in  the 
furnace  until  all  the  silver  is  converted  into  chloride,  but  the  charge 
is  withdrawn  in  a  hot  condition  before  this  stage  is  reached,  and  during 
the  gradual  cooling,  extending  from  12  to  30  hours,  a  further  chlori- 
<lising  takes  place,  and  the  silver  in  the  ore,  not  existing  as  chloride 
(which  may  amount  to  40  per  cent,  of  the  silver  content  of  the  ore), 
is  gradually  converted  into  that  salt. 

By  the  chloridising  in  the  furnace  and  this  subsequent  action, 
95  per  cent,  of  the  silver  in  the  ore  may  be  converted  into  silver 
chloride. 

The  operation  of  chloridising  is  chiefly  conducted  in  reverberatory 
furnaces,  muffle  furnaces  only  being  occasionally  used,  on  account  of 
their  excessive  consumption  of  fuel.     Shaft  furnaces  are  also  used. 

The  various  forms  of  reverberatory  furnace  with  fixed  heating 
chambers  in  use  for  this  purpose,  are  :  the  ordinary  short  furnace  with 
single  and  double  hearths,  the  forUchauf dungs  furnace  or  long- 
bedded  calciner  and  the   O'Harra  furnace;  the  furnaces  of  Bruckner, 
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White,  and  Howell  have  rotating  hearths,  and  the  Stetefeldt  furnace 
is  the  only  one  in  use  of  the  shaft  type. 

The  continnous  fortschaufelungs  furnace  and  the  O'Harra  furnace, 
figured  and  described  in  the  articles  on  copper  and  lead,  have  the 
advantage  over  the  shorter  furnaces  which  work  intermittently,  in 
that  they  have  a  greater  output  and  consume  less  fuel,  but  even  these 
have  been  replaced  in  the  States  by  rotating  cylinder  furnaces  and 
Stetefeldt's  shaft  furnace.  In  these  furnaces  the  roasting  proceeds 
independently  of  the  workmen,  and  enables  the  chloridising  to  be 
conducted  very  completely  with  a  comparatively  small  consumption 
of  fuel  and  labour. 

The  first  furnace  of  this  kind  was  the  Bruckner  cylinder  working 
discontinuously,  described  on  page  80.  At  first  this  furnace  was  pro- 
vided with  a  diaphragm,  in  order  to  stir  up  the  ore  more  completely, 
but  this  proved  unsuitable  and  was  done  away  with.     The  Briickner 


furnace  was  followed  by  the  continuous  acting  White  furnace,  described 
on  page  81,  and  this  was  further  improved  by  Howell,  the  White- 
Howell  furnace  being  shown  in  Fig.  486.  This  differs  from  the 
previously-described  White  furnace,  in  that  the  rotating  cylinder  is 
made  wider  at  the  fire  end  than  at  the  flue  end  for  the  third  of  its 
length,  and  this  wider  portion  is  lined  with  fire-brick,  the  narrower 
part  being  of  cast  iron  only.  Projecting  cast-iron  ribs  in  the  cylinder 
lift  up  the  ore,  carry  it  round  and  drop  it  through  the  flames.  An 
auxiliary  furnace,  as  in  the  White  furnace,  is  often  placed  at  Z  for 
heating  the  flue  dust  or  to  assist  in  the  after  chloridising.  The 
furnace  is  made  from  24  to  27  feet  long,  and  3  to  4  or  4<h  feet  in 
diameter,  the  capacity  of  the  smaller  furnaces  (24  feet  by  3  feet)  being 
15  to  20  tons,  of  the  medium  size  (27  feet  by  4  feet),  20  to  30  tons,, 
and  30  to  45  tons  per  24  hours  in  the  largest  sized  furnace  (27  feet 
by  5  feet).     The  White  furnace  previously  described  is  of  similar 
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dimensions  to  the  White-Howell  furnace,  and  works  similar  amounts 
of  ore. 

In  the  Bruckner  furnace,  as  a  consequence  of  the  working  being 
intermittent,  the  amount  of  ore  roasted  in  a  given  time  is  smaller 
than  with  the  White  and  White-Howell  furnaces,  whilst  the  fuel 
consumption  is  greater.  From  3  to  10  tons  of  ore,  according  to  its 
character,  can  be  roasted  in  24  hours  in  the  Bruckner  cylinder,  and 
96  per  cent,  of  its  silver  content  converted  into  chloride.  In  the 
White-Howell  furnaces  the  salt  must  be  added  together  with  the  ore, 
but  in  the  Briickner  furnace  it  can  be  added  later.  The  fuel  con- 
sumption per  ton  of  ore  is  900  lbs.  in  the  Bruckner  furnace,  600  lbs. 
in  the  fortschaufelimgs  furnace,  3U0  lbs.  in  the  White  and  Howell, 
and  200  lbs.  in  the  Stetefeldt  furnace,  the  chlorination  being  the  same 
in  each  case.  Bruckner  has  more  recently  devised  a  furnace  with 
several  cylinders  one  beiow  the  other  in  order  to  render  the  working 
continuous,  but  this  modification  does  not  seem  to  have  come  into 
general  use,  and  of  furnaces  with  rotating  heating  chambers,  the 
White-Howell  furnace  seems  to  be  in  most  general  employment  for 
the  operation  of  chloridising  roasting. 

Tlie  Stetefeldt  furnace  also  enables  a  high  decree  of  chlorination 
to  be  attained,  and  in  point  of  capacity  and  smallness  of  fual  con- 
sumption it  is  at  least  equal  to  the  furnaces  just  considered.  It  is 
in  use  at  a  large  number  of  works  in  the  Western  States,  and  consists 
of  a  shaft  with  two  fireplaces  for  heating,  one  at  each  side,  the  ore 
to  be  roasted  falling  freely  down  the  shaft,  and  the  flames  passing 
vip  it.  Through  an  opening  at  the  top  of  the  shaft  the  waste  gases 
with  some  finer  portions  of  ore  pass  down  an  inclined  flue,  also  heated 
by  a  fireplace  at  the  lower  end,  into  a  chamber  in  which  the  flue-dust 
is  collected.  From  this  the  waste  gases  pass  through  more  dust 
chambers,  and  lastly  into  a  chimney  with  a  good  draught. 

The  construction  of  the  Stetefeldt  furnace  is  shown  in  Fig.  487, 
where  B  is  the  shaft  down  which  the  ore  mixed  with  salt  is  allowed 
to  fall  from  the  mechanical  feeder  -r,  shown  in  detail  in  Fig.  488  :  G,  G 
are  the  two  fireplaces  for  heating  the  shaft,  and  they  receive  their 
air  supply  through  the  ashpits  x,  :>:,  the  flames  from  them  passing  into 
the  shaft  through  the  passages  0,  0,  whilst  air  passes  into  the  shaft 
through  the  channels  31,  M.  The  air  partly  serves  to  give  the  roasting 
an  oxidising  character,  and  partly  serves  to  completely  burn  any 
unburnt  gases.  Through  the  opening  v  at  the  top  of  the  shaft  the 
waste  gases  carrying  fine  particles  of  ore  pass  down  the  sloping  shaft 
H,  heated  from  below  by  the  fireplace  E,  the  products  of  combustion 
passing  tlirough  the  opening  0'  and  air  entering  through  M'.     From  y 
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the  gases  pass  into  the  chamber  D,  and  then  through  flue-dust  chambers 
to  the  chimney,  the  draught  through  the  furnace  being  regulated  by 
an  iron  damper.  The  roasted  ore  collects  ]3artly  in  the  hopper  J  at 
the  lower  part  of  the  main  shaft,  and  partly  in  the  hopper-shaped 
receptacles  in  D;  all  these  hoppers  have  sliding  doors  through  which 
the  roasted  ore  falls  into  waggons  underneath.     B  and  Q  are  openings 


Fig.  487. 


for  clinkering  and  for  admission  of  air,  and  the  openings  >S^,  S  similarly 
serve  for  removing  any  caked  masses  in  the  inclined  shaft  S. 

The  feeding  apparatus  is  shown  in  Fig.  488,  and  consists  of  a  per- 
forated iron  plate  m,  over  which  a  screen  of  iron  wire,  n  can  be  moved 
backwards  and  forwards.  The  perforated  plate  m  rests  on  a  cast-iron 
grate  c,  c,  and  the  wire  screen  n  forms  the  bottom  of  the  frame  E 
resting  on  the  friction  rollers  G.     The  distance   between  the  screens 
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m  and  n  can  be  adjusted  by  moving  the  brackets  H,  on  which  the 
screen  frame  E  rests  on  friction  rollers  G.  The  bracket  K  carries  an 
eccentric  shaft  which  is  connected  with  the  shaft  M  which  moves 
the  frame    E,   and  with   it 


the  sieve  7i,  backwards  and 
forwards  ;  o,  o  are  adjustable 
iron  blades  fastened  to  the 
sides  of  the  frame  and  reach- 
ing nearly  to  the  lower 
screen  over  which  they  dis- 
tribute the  ore  evenly. 
Owing  to  the  movement  of 
the  top  sieve  frame,  the  ore 
falls  through  on  to  the  lower 

perforated  plate,  and  through  it  into  the  shaft,  the  amount  of  ore 
charged  in  being  regulated  by  the  number  of  strokes  per  minute 
made  by  the  frame  (usually  20  to  60),  and  by  the  distance  of  the 
distributing  blades  o  from  the  lower  perforated  plate. 

The  height  of  the  furnace  shaft  varies  accordincr  to  the  nature  of 
the  ores  and  the  amount  to  be  worked  in  a  given  time,  from  30  to 
48  feet,  and  the  furnace  shaft,  which  is  square  in  cross  section,  varies 
from  4  to  6  feet  in  the  side. 

The  amount  of  ore  which  can  be  roasted  in  a  Stetefeldt  furnace 
depends  upon  the  character  of  the  material  and  particularly  upon 
the  nature  of  the  impurities  present  in  it.  According  to  Egleston, 
the  furnace  at  the  Ontario  Mill  in  Utah,  visited  by  the  author,  roasts 
55  tons  of  ore  in  24  hours,  that  at  the  Northern  Belle  in  Nevada, 
55  to  70  tons,  and  at  the  Lexington  Mill  in  Montana,  also  visited  by 
the  author,  30  tons  of  ores  containing  pyrites,  blende  and  galena. 

About  half  the  roasted  material  collects  at  the  bottom  of  the 
main  shaft,  and  the  other  half  in  the  flue-dust  chamber  (D),  of  which 
80  per  cent,  will  be  found  collected  in  the  first  hopper.  The  ore  is 
drawn  from  the  furnace  and  heaped  together  on  cooling  floors,  where 
it  is  allowed  to  remain  at  least  12  hours  for  slow  cooling  and  after- 
chlorination  ;  the  ore  in  the  flue-dust  chamber  is  allowed  to  stay 
there  as  long  as  possible  because  the  after-chlorination  proceeds  quite 
well  there. 

The  extent  to  which  the  silver  in  the  ore  is  converted  into  chloride 
amounts  to  from  90  to  95  per  cent.,  when  the  ore  has  been  left  for  a 
sufficient  length  of  time  on  the  cooling  floor.  According  to  the  state- 
ments of  the  managers  of  the  Lexington  Mill,  Butte  City,  Montana,, 
the  ore  is'chloridised  to  the  extent  of  65  per  cent,  of  its  silver  content- 
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immediately  after  reaching  the  bottom  of  the  main  shaft,  whilst  2  hours 
afterwards,  at  the  bottom  of  the  main  shaft,  75  to  80  per  cent.,  and  in 
the  first  flue  dust  chamber  72  to  78  per  cent,  of  the  silver  content  of  the 
ore  will  exist  as  chloride.  After  36  to  48  hours  on  the  cooling  floor 
the  chloridising  amounts  to  92  to  93  per  cent,  of  the  silver  in  the  ore. 
(Amalgamation  extracts  94  per  cent,  of  the  silver  content  of  the  ore.) 

The  consumption  of  salt  varies  according  to  the  nature  of  the 
ores  from  3  to  18  per  cent,  of  their  weight,  the  amount  required 
having  to  be  ascertained  by  special  experiment.  At  the  Lexington 
Mill  it  amounts  to  10  to  ID'S  per  cent,  of  the  weight  of  the  ore. 

The  consumption  of  fuel  depends  upon  the  character  of  the  ores 
and  the  quantity  roasted,  tlie  extreme  limits  being  Ih  and  5  cords 
of  wood  in  24  hours.  According  to  Egleston,  2|  to  2f  cox'ds  of  good 
dry  wood  are  required  to  roast  20  to  25  tons  of  ore  in  24  hours,  and 
at  the  Lexington  Mill  at  the  time  of  the  author's  visit,  40  tons  of 
ore  were  roasted  in  a  Stetefeldt  furnace  in  24  hours  with  a  consump- 
tion of  2|  to  3  cords  of  wood.  The  furnace  requires  the  labour  of  one 
man  per  shift  for  stoking  and  attending  to  the  feeder,  and  of  two  men 
for  emptying  the  furnace  and  attending  to  the  cooling  floors. 

The  furnace  is  adapted  to  ores  of  varying  degrees  of  richness ;  at 
Reno  they  carry  30  to  800  ounces  per  ton,  at  Manhattan  100 
ounces,  at  the  Lexington  Mill  40  to  60  ounces,  at  the  Ontario  Mill 
60  to  100  ounces,  and  at  the  Northern  Belle  30  to  100  ounces  of 
silver. 

According  to  the  foregoing  statements,  it  will  be  gathered  that 
the  Stetefeldt  furnace  is  one  of  the  best  for  the  chloridising  roasting 
of  large  quantities  of  silver  ores  and  merits  introduction  into  Europe. 
Concerning  the  selection  of  a  particular  furnace  for  the  chloridising 
roasting  of  silver  ores,  the  small  furnace  is  practically  now  no  longer 
used ;  where  labour  is  cheap  and  well-trained,  and  only  moderate 
quantities  of  ore  are  to  be  treated,  the  long-bedded  calciner  or  the 
reverberatory  furnace  with  multiple  hearths  may  be  used,  and  where 
wages  are  high,  skilled  labour  not  available,  and  large  quantities  of 
ore  have  to  be  treated,  White  or  White-Howell  and  Stetefeldt 
furnaces  are  the  most  suitable. 

3,  Barrel  Amalgamation  Process 

The  barrel  amalgamation  process,  also  known  as  the  European 
amalgamation  process  because  it  was  devised  and  first  used  in  Europe, 
is  carried  out  in  horizontal  rotating  barrels.  After  Born  had 
introduced  the  chloridising  roastinsf  of  silver  ores  into  Vienna,  and 
this  process  had  been  combined  in  1786  at  Schemnitz  in  Hungary 
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with  the  method  of  amalgamation  in  copper  vessels  (Cazo  process), 
Gellert  introduced  the  use  of  wooden  vessels  at  Freiberg,  and 
Ruprecht's  later  improvement  was  to  mount  the  vessels  horizontally 
and  in  such  a  way  that  they  could  be  rotated. 

The  first  amaloamatinof  plant  on  a  laro^e  scale  with  rotatino- 
barrels  was  erected  in  1790  at  the  Halsbritcker  Hiitte  near  Freiberg, 
and  thence  it  was  introduced  into  many  European  works  and 
into  some  in  America.  In  Europe  it  has  been  superseded  by 
smelting  processes,  and  by  wet  processes  in  the  strictest  sense  of  the 
word,  and  in  America  by  pan  amalgamation,  and  at  present  is  only  in 
use  in  very  few  places,  as  at  Arany-Idka  in  Hungary.  It  can  be 
adapted,  not  merely  to  the  working  of  ores,  but  also  of  metallurgical 
products  such  as  matte,  blister  copper  and  speiss.^ 

The  roasted  ores,  still  containing  an  excess  of  salt,  are  first  treated 
for  some  time  with  water  and  pieces  of  iron  in  the  rotating  barrels 
The  salt  dissolves  in  the  water  and  the  brine  dissolves  silver 
chloride,  the  iron  reducing  this  to  metallic  silver,  ferric  chloride 
being  at  the  same  time  reduced  to  ferrous  chloride,  and  cupric 
chloride  to  the  cuprous  salt.  Consequently  ferric  and  cupric 
chlorides  are  not  present  to  afterwards  act  injuriously  in  converting- 
part  of  the  mercury  into  mercurous  chloride  and  causing  a  loss  of 
mercury. 

In  the  case  of  metallurgical  products  rich  in  copper  in  which 
large  quantities  of  copper  salts  are  always  found  after  roasting,  the 
metallic  iron  is  replaced  by  copper,  as  if  iron  were  used  it  would 
precipitate  finely  divided  copper,  which  in  this 
condition  would  be  taken  up  by  the  mercury. 
Copper  in  lumps  is  only  attacked  by  mercury 
to  a  slight  extent.  The  silver  set  free  is 
taken  up  by  mercury,  which  is  added  some 
hours  afterwards. 

The  arranorement  of  an  amaloamatinsf 
barrel  is  shown  in  Fig.  489.  It  consists  of  a 
barrel  of  oak  or  pine  placed  horizontally,  and 
from  3  to  4  feet  in  diameter  in  the  belly  and 
3  to  5  feet  long,  having  an  iron  plate  and  gudgeon  at  either  end. 
The  gudgeons  rest  on  bearings,  and  the  barrel  can  be  rotated  by  a 
toothed  wheel  at  one  end.  For  the  sake  of  greater  durability,  as 
well  as  to  secure  a  better  admixture  of  the  contents,  the  barrels  are 
provided  in  their  wide  part  with  wooden  plugs  projecting  internally. 
The  filling  and  emptying  of  the  barrel  is  effected  through  the  open- 

•*  K.  Winkler,  Europaische  Amalgamation  der  Silberei'ze,  Freiberg,  1848. 
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ing  d,  which  can  be  closed  with  a  wooden  plug  by  means  of  a  stirrup 
and  screw. 

An  amalgamating  plant  with  4  barrels  is  shown  in  Figs.  490  and 
491  ;  q,  q  are  the  barrels  (quicJifcisser)  which  can  be  rotated   by  the 
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Fig.  491. 


toothed  wheels  k,  k;  v,  v  are  the  charging  hoppers  with  hose  pipes  at 
their  lower  ends  for  introducing  the  materials,  o  is  a  spout  from  which 
mercury  is  led  into  the  barrels,  which  is  provided  with  a  plug  hole 
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for  each  barrel,  another  spout  leading  from  this  to  the  plug  hole  of 
the  barrel.  The  amalgam  is  run  oft'  into  the  trough  n  by  the  tube  v, 
a  hose  pipe  fastening  it  to  the  plug  hole  in  the  barrel. 

About  3  cwt.  of  water  are  introduced  into  the  barrel,  10  to  14 
cwt.  of  finely-divided,  roasted  ore,  and  about  1  cwt.  of  iron  in  pieces 
about  1  inch  cube,  in  the  shape  of  cubes  with  rounded  comers  and 
edges;  the  barrel  is  thrown  into  gear  with  the  driving  axle  and  wheel 
and  rotated  for  2  hours  at  10  to  12  revolutions  per  minute.  During 
this  time,  as  previously  mentioned,  the  reduction  of  the  silver  to  the 
metallic  state  occurs,  and  the  reduction  of  ferric  and  cupric  chlorides 
to  ferrous  and  cuprous  salts.  Chlorides  of  cobalt,  nickel,  zinc  and 
manganese  are  not  attacked.  The  ore  pulp  in  the  barrel  at  the  end 
of  this  time  is  of  the  consistency  of  honey  and  in  the  proper  uniform 
condition  for  successful  amalgamation.  The  barrel  is  now  thrown  out 
of  gear,  from  3  to  5  cwt.  of  mercury  are  added  and  it  is  again  set 
in  motion  and  allowed  to  run  for  18  or  20  hours  at  the  rate  of  20  to 
22  revolutions  per  minute.  During  this  period  the  liberated  silver 
is  converted  into  amalgam  and  any  remaining  silver  chloride  is 
decomposed.  Galvanic  action  between  the  mercury  and  iron  is  set 
up  by  the  solution,  the  temperature  rising  to  30°  C. 

For  the  purpose  of  separating  the  amalgam  from  the  residue,  the 
barrel,  which  up  to  this  time  has  been  two-thirds  full,  is  completely 
filled  with  water  and  rotated  at  the  rate  of  8  or  9  revolutions  per 
minute  for  2  hours.  A  small  hose  is  then  attached  to  an  opening  in 
the  plug  which  had  been  closed  up  to  now  with  an  iron  pin,  and  the 
amalgam  is  drawn  off  by  the  tube  v  into  the  trough  n.  From  this  it 
Hows  into  an  amalgam  reservoir,  and  after  the  amalgam  has  been  run 
off,  the  whole  plug  is  withdrawn  and  the  entire  contents  of  the  barrel 
are  run  off"  by  means  of  the  trough  t  into  a  vat,  where  the  last 
portions  of  amalgam  are  separated  by  washing.  The  remaining 
liquor  is  run  into  settling  tanks,  evaporated  and  crystallised  for 
Glauber's  salts. 

The  amalgam  obtained  is  washed  in  bowls  or  troughs  and  then 
pressed  in  canvas  bags  to  separate  the  excess  of  mercury.  If  the 
amalgam  is  simply  filtered,  the  mercury  draining  away  only  contains 
0'06  per  cent,  of  silver,  whilst  the  mercury  obtained  on  pressing  the 
amalgam  will  contain  1*12  per  cent,  of  silver.  The  amalgam 
produced  at  Freiberg  by  filtration  through  canvas  contained  10  to 
12  per  cent,  of  silver  and  4  to  6  per  cent,  of  copper,  lead  and 
antimony. 

The  amalgam  is  retorted  in  cast-iron  tubes  or  in  a  bell  apparatus. 
The  Toss  of  mercury   in   the  barrel  process  of   amalgamation  is 
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small  and  amounts  to  0'044  to  0'09  per  cent,  of  the  mercury  used,  or 
22  to  45  per  cent,  of  the  silver  obtained. 

The  loss  of  silver,  including  that  incurred  in  roasting,  retorting 
the  amalgam  and  refining  the  bullion,  amounts  to  from  5  to  10  per 
cent,  of  the  silver  content  of  the  ore. 

At  Freiberg,  ores  containing  from  0*09  to  0"26  per  cent,  of  silver 
were  roasted  in  charges  of  5  cwt.  with  about  10  per  cent,  of  salt,  the 
operation  being  conducted  in  small  double-hearthed  reverberatory 
furnaces,  and  lasting  4  to  5  hours.  The  charge  for  the  barrels  was 
made  up  of  ^  a  ton  of  roasted  ore,  3  cwt.  of  water,  1  cwt.  of  iron  and 
5  cwt.  of  mercury.  The  total  loss  of  meixury  in  the  process  amounted 
to  0*044  per  cent,  of  the  quantity  used,  or  22  per  cent,  of  the  silver 
obtained. 

At  Arany-Idka  in  Hungary,  where  the  process  is  still  in  operation, 
the  ores,  which  consist  chiefly  of  Jamesonite  with  0'35  to  0*45  per  cent, 
of  silver,  1  to  2  per  cent,  of  copper,  1'5  to  3  per  cent,  of  lead,  0*3  to  0'5 
per  cent,  of  zinc,  10  to  14  per  cent,  of  antimony,  and  a  little  gold,  are 
roasted  in  a  double-hearthed  Hungarian  furnace.  The  charge  for 
the  barrels  is  made  up  of  10  to  14  cwt.  of  roasted  ore,  1  cwt.  of  iron, 
3  cwt.  of  water,  and  2f  cwt.  of  mercury.  The  loss  of  mercury  amounts 
to  0'09  per  cent,  of  the  total  weight  used,  and  the  residue  contains 
only  0'004  per  cent,  of  silver. 

In  America  the  process  has  only  been  used  in  a  few  instances, 
in  Mexico,  Nevada  and  Colorado. 

At  the  Pelican  Reduction  Works,  Georgetown,  Colorado,  ores 
containing  lead  with  0"5  per  cent,  of  silver  and  25  to  30  per  cent, 
of  zinc  are  dry  >stamped  and  roasted  in  batches  of  34  cwt.  for  10  to  12 
hours  in  a  Bruckner  calciner.  After  the  lapse  of  this  time  salt  is 
added  to  the  amount  of  6  to  10  per  cent,  of  the  weight  of  the  ore, 
and  the  roasting  continued  for  from  4  to  6  hours  longer.  The 
roasted  mass  is  then  sieved  and  the  lumps  crushed  and  re-roasted,  and 
the  fine  portions  are  amalgamated  in  barrels  4  feet  in  diameter  and 
6  feet  6  inches  long,  in  charges  of  1  ton.  Mercury  is  added  to  the 
extent  of  10  per  cent,  of  the  weight  of  the  ore  and  the  amalgamation 
lasts  for  18  hours,  the  mercury  being  added  after  the  lapse  of  2  hours 
from  the  beginning  of  the  rotation.  The  loss  of  mercury  is  1  lb.  per 
ton  of  ore,  and  90  per  cent,  of  the  silver  is  obtained. 

Amalgamation  of  Copper  Mattes^ 

From  the  year  1832  to  1849  the  Mansfeld  copper  matte  was  treated 
by   the    amalgamation    process    at    the    Gottesbelohnungs  Hutte  at 

^  K.  Winkler,  o/;.  cit. 
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Hettstadt.  The  process  was  introduced  in  place  of  the  desilvering 
of  black  copper  by  liquation,  and  was  in  its  turn  superseded  by 
the  Augustin  process.  The  characteristic  of  this  process  consisted  in 
the  chloridising  of  the  silver  being  partially  effected  in  the  wet  way. 

The  copper  matte  containing  0"25  per  cent,  of  silver  was  stamped, 
ground  and  sieved.  The  finer  portions  were  roasted  in  lots  of  3  cwt. 
on  the  upper  hearth  of  the  Mansfeld  reverberatory  calciner  and  then 
desulphurised  on  the  lower  hearth,  the  silver  being  then  chiefly  in  the 
metallic  state  and  the  copper  as  oxide.  The  roasted  matte  was 
mixed  with  a  solution  of  salt  (8  per  cent,  of  salt  on  the  weight  of  the 
roasted  ore)  and  12  per  cent,  of  lime  to  a  thin  mud,  well  dried  and 
then  ground.  This  operation  (called  einsilinpfen)  effected  a  partial 
chloridising  of  the  silver,  the  copper  and  iron  chlorides  formed  being 
decomposed  by  the  lime  with  the  pi'oduction  of  hydrates  of  the 
metals. 

The  ground  and  dried  pulp  was  then  subjected  to  another  roasting 
operation  in  the  same  furnace  with  the  object  of  completing  the 
chloridising  of  the  silver,  and  the  roasted  mass  was  amalgamated 
in  barrels.  The  liquors  obtained,  which  were  rich  in  common  salt, 
arising  partly  from  the  mutual  action  of  sodium  sulphate  and  calcium 
chloride,  were  used  again  for  the  second  stage  of  the  process.  The 
washed  residue  was  smelted  in  a  shaft  furnace  for  blister  copper. 

The  loss  of  silver  in  the  process  amounted  to  11  or  12  per  cent., 
the  greater  part  of  this  remaining  behind  with  the  copper. 

The  Amalgamation  of  Black  Copper 

This  process  was  formerly  employed  in  Hungary,  but  at  the 
Stefanshiitte  where  it  was  "until  recently  in  use,  it  has  been  super- 
seded by  an  electrolytic  process. 

In  order  to  obtain  the  copper  in  a  finely  divided  form,  it  was 
heated  to  redness,  and  either  stamped  into  granules  or  pounded  with 
wooden  hammers  as  soon  as  it  was  heated  to  the  pasty  stage. 

The  powdered  material  was  then  ground  and  sieved,  and  the 
finer  portions  roasted  with  salt  in  a  Hungarian  reverberatory  furnace, 
the  silver  being  converted  into  chloride  partly  through  the  direct 
action  of  the  common  salt  and  partly  by  the  agency  of  copper  chloride 
whilst  the  sodium  of  the  salt  was  converted  into  soda.  Towards  the 
conclusion  of  the  process,  the  heat  was  increased  in  order  to  decom- 
pose any  basic  salts.  The  roasting  operation  could  be  accelerated  by 
an  addition  of  pyrites  or  ferrous  sulphate.  In  this  case  the  chemical 
reactions  'were  those   ordinarily  involved  in  the  roasting  of  metallic 
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sulphides,  togetlier  with  a  reaction  between  the  sulphates  and  the 
common  salt  and  also  an  evolution  of  chlorine  and  hydrochloric  acid 
from  the  common  salt,  owing  to  the  action  of  sulphuric  anhydride 
upon  it. 

The  roasted  material  was  amalgamated  in  revolving  barrels,  copper 
balls  being  used  instead  of  pieces  of  iron,  as  otherwise  finely  divided 
metallic  copper  would  be  precipitated,  and  in  this  condition  would  be 
taken  up  by  the  mercury.  In  this  way  an  amalgam  rich  in  copper 
would  be  produced,  which  on  heating  would  give  rise  to  a  bullion  rich 
in  copper;  the  use  of  copper  balls  prevents  this,  as  copper  in  large 
pieces  is  only  slightly  taken  up  by  mercur}/.  The  copper  reduces 
silver  from  silver  chloride,  and  reduces  cupric  and  ferric  chlorides  to 
cuprous  and  ferrous  salts. 

At  Stefanshiitte  at  Kaschau,  the  crushed  black  copper  was  mixed 
with  10  per  cent,  of  common  salt  and  roasted  in  charges  of  5^  cwt.  in 
a  double-hearth ed  Hungarian  reverberatory  furnace,  the  charge 
remaining  10  hours  on  the  upper  hearth  and  5  hours  on  the  lower 
one.  The  roasted  mass  was  then  sieved  and  the  finer  portions  treated 
in  lots  of  12  to  15  cwt.  with  1  cwt.  of  copper  balls,  warm  salt  solution 
and  some  milk  of  lime,  for  two  hours  in  amalgamating  barrels.  After 
this  time  4  cwts.  of  mercury  were  added  and  the  amalgamation  kept 
up  for  18  hours.^ 

A  similar  process  was  in  use  at  Schmollnitz,  working  with  black 
copper  containing  0"37  to  O'o  per  cent,  of  silver,  the  amalgamation 
residue  being  washed  and  afterwards  smelted  for  its  copper. 

Winkler  gives  the  loss  of  silver  at  of  per  cent.,  of  which  2^  per 
cent,  is  due  to  silver  remaining  behind  with  the  copper  residues ;  the 
loss  of  mercury  amounted  to  01  per  cent,  of  the  weight  of  the  black 
copper  worked. 

In  the  case  of  black  copper  free  irom  lead  and  gold,  the  amalgama- 
tion process  is  superior  to  the  method  of  leading,  but  if  lead  be 
present,  it  finds  its  way  into  the  amalgam  and  the  gold  is  incompletely 
extracted  by  the  mercury. 

The  amalgamation  process  for  black  copper  is  now  entirely  super- 
seded by  wet  methods,  such  as  the  Augustin  process  and  sulphuric 
acid  extraction,  and  electrolytic  methods. 

The  Amalgamation  of  Speiss 

For  this  treatment  the  speiss  must  be  first  roasted  in  order  to 
eliminate  the  arsenic  and  antimony  present,  and  then  submitted  to  a 
chloridising  roasting  with  an  addition  of  salt  and  ferrous  sulphate. 

'^  Winkler,  ojj.  cii. 
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In  the  chloridising  roasting  the  common  salt  converts  the 
metallic  silver  as  well  as  silver  arseniate  and  antimoniate  into 
chloride.  Any  basic  arseniates  of  the  base  metals,  are  also  con- 
verted into  chlorides,  and  the  higher  chlorides  of  copper  and  iron 
thus  produced  act  in  their  turn  as  chloridising  agents  on  the  silver 
compounds. 

Ferrous  sulphate  accelerates  the  operation,  the  sulphuric  anhy- 
dride evolved  from  it  liberating  chlorine  and  hydrochloric  acid  from 
the  salt,  and  the  ferric  chloride  produced  exerting  its  chloridising 
action  upon  the  silver. 

In  the  amalgamation  of  cupriferous  speiss,  copper  is  used  in  place 
of  metallic  iron. 

The  process  of  speiss  amalgamation  was  formerly  used  at  Ober- 
schlema  in  Saxony,  and  at  Stefanshlltte  in  Upper  Hungary.  At 
Oberschlema,^  the  speiss  containing  cobalt  and  arsenic  was  first 
roasted,  and  the  arsenical  fumes  condensed  in  poison  chambers,  and 
the  roasted  mass  was  powdered  and  sieved.  The  fine  material  was 
then  roasted  in  charges  of  4  to  4^  cwt.  with  the  addition  of  8  per 
cent,  of  salt  and  2  per  cent,  of  dehydrated  ferrous  sulphate,- the 
roasted  product  sieved,  and  the  finer  portions  amalgamated  in  rotating 
barrels  with  pieces  of  metallic  iron.  The  larger  pieces  were  crushed 
and  again  roasted  with  the  addition  of  2  per  cent,  of  salt  and  O'o  per 
cent,  of  ferrous  sulphate. 

At  the  Stefanshlltte  7  to  9  cwt.  of  crushed  antimonial  speiss  from 
the  smelting  of  fahl-ore  containing  27  per  cent,  of  copper,  62  per  cent, 
of  antimony,  9  per  cent,  of  iron,  1  to  2  per  cent,  of  sulphur,  and  0  2  to 
028  per  cent,  of  silver,  were  roasted  at  a  low  temperature  for  5  hours 
in  a  Hungarian  furnace.  The  roasted  material  was  then  riddled, 
crushed  and  sieved,  and  the  fine  material  in  charges  of  7  cwt.  was 
roasted  together  with  limestone  for  5  hours  on  the  upper  hearth  of 
a  Hungarian  furnace^  and  then  for  a  similar  length  of  time  on  the 
lower  hearth.  On  the  lower  hearth,  coal  was  added  to  assist  in  the 
elimination  of  the  antimony,  and  the  roasting  was  continued  for 
4  hours  after  the  addition  of  7  per  cent,  of  salt. 

After  the  chloridising  roasting,  the  mass  was  amalgamated  in 
rotating  barrels  in  quantities  of  12  cwt.  It  was  first  treated  for  5 
hours  with  2  per  cent,  of  salt  and  1  cwt.  of  copper  balls  and  a  little 
lime  to  neutralise  any  free  acid ;  after  this  4  cwt.  of  mercury  were 
added,  and  the  rotation  of  the  barrels  continued  for  15  hours  more. 
The  residues  after  washing  were  worked  up  for  copper  matte.  The 
loss  of  mercury  amounted  to  0  06  per  cent,  of  the  total  quantity  used, 

1  Winkler,  op.  cit. 
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the  consumption  of  copper  was  0"053  per  cent,  of  the  weight  of  the 
speiss  and  the  yield  of  silver  amounted  to  97'7  per  cent,  of  the 
quantity  jDresent. 

4.  Pan  Amalgamation  {Beese-Biver  Process) 

The  pan  amalgamation  of  roasted  ores  is  carried  out  in  pans 
Avhich  resemble  in  size  and  general  arrangement  those  used  in  the 
Washoe  process.  The  method  of  separating  the  amalgam  from  the 
residue,  and  the  subsequent  treatment  of  amalgam  and  residue  being- 
similar  to  the  corresponding  methods  in  the  Washoe  process,  will  not 
be  considered  again  in  detail.  The  yield  of  silver  is  higher  than  in 
the  Washoe  process,  whilst  the  mercury  losses  are  smaller,  the  silver 
yield  reaching  97  per  cent,  whilst  the  mercury  loss  averages  ^  lb.  on 
the  ton  of  ore.  The  process  was  first  used  in  the  Reese-River 
district  in  Nevada,  and  receives  its  name  from  this  circumstance ;  it 
is  on  the  whole  a  quicker  process  than  barrel  amalgamation,  and 
gives  at  least  as  good  a  yield  of  silver,  and  the  loss  of  mercury  is  not 
any  greater.  Consequently,  it  is  the  process  chiefly  in  use  in  the 
States  for  the  amalgamation  of  ores  that  have  been  subjected  to  a 
chloridising  roasting,  and  has  superseded  barrel  amalgamation  in 
even  the  few  localities  where  it  had  been  introduced. 

The  pans  for  the  process  are  usually  made  of  wood,  as  the  sides  of 
iron  pans  are  quickly  attacked  by  ores  which  have  undergone  a 
chloridising  roasting.  The  roasted  ores  are  generally  put  into  the 
pan  with  water  alone,  without  the  addition  of  reagents,  except  in  the 
case  of  very  badly  roasted  ores,  when  salt  and  copper  sulphate  are 
added  to  decompose  any  silver  sulphide  present.  After  1  or  2  hours 
the  mercury  is  added,  and  during  the  whole  process  the  mullers  in 
the  pan  are  so  raised  that  no  further  grinding  of  the  ore  takes  place, 
the  only  action  of  the  muUer  being  to  bring  the  ore  into  intimate 
contact  with  the  mercury. 

The  chemical  reactions  are  similar  to  those  of  the  barrel  process, 
the  chloride  of  silver  being  reduced  to  metal  in  the  earlier  stages  of 
the  process.  The  iron  is  partly  derived  from  the  wearing  of  the 
stamping  machinery  and  partly  comes  from  tlie  mullers  and  the  pans, 
the  addition  of  iron  borings  being  quite  exceptionally  necessary.  The 
iron  reduces  the  higher  chlorides  of  copper  and  iron,  and  converts 
any  mercurous  chloride  produced  by  the  action  of  mercury  on  silver 
and  other  metallic  chlorides  to  metal. 

The  chloridising  roasting  of  the  ores  is  chiefly  conducted  in 
rotating  cylinder  furnaces  (Brlickner,  White,  Howell)  or  in  the 
Stetefeldt  furnace. 
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The  entire  plant  is  usually  arranged  in  terraces  in  order  to  avoid 
the  lifting  up  of  material  as  far  as  possible,  and  the  arrangement  of  one 
of  the  newest  plants  erected  in  1884  by  Messrs.  Fraser  and  Chalmers 


Figs.  492  and  493. 


of  Chicago,  at  the  Granite  Mountain  Mill,  Phillipsburg,  Montana,  is 
shown  in  Figs.  492  and  493.  Similar  plant  is  in  use  at  the  General 
Custer  Mill,  Vienna  Mill  and  the  Atlanta  Mill  in  Idaho,  with  this 
difference,  that  at  the  three  latter  places,  Bruckner  furnaces  are  used 
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for  roasting  iustead   of  Howell  furnaces,  and  the   macliinery  at  the 
Atlanta  Mill  is  driven  by  water  power. 

The  ore  is  carried  up  to  the  floor  n  by  the  lift  I  and  emptied  on 
to  a  grizzly.  The  material  falling  through  passes  to  the  feeder  h  of 
the  drying  apparatus  c,  which  is  of  the  rotating  cylinder  type.  The 
larger  pieces  ai'e  crushed  by  the  stone  breaker  a,  and  then  go  with  the 
rest  to  the  dryer.  The  ore  from  this  is  fed  into  the  dry  stamps  e  by 
means  of  the  feeder  d,  and  the  stamped  ore,  delivered  from  both  sides 
of  the  mortar,  is  carried  by  screw  conveyors  s,  s  to  an  elevator,  which 
raises  it  to  a  hopper  j  over  the  roasting  furnace.  From  this  it  is 
conveyed  by  screw  conveyors  to  the  White-Howell  roasting  furnace, 
and  the  roasted  material  discharged  at  /  is  left  on  the  drying  floor 
t  to  cool.  From  this  it  is  conveyed  by  lines  of  rails  x  and  y  to  the 
pans  jj,  from  which  after  the  amalgamation  it  is  run  into  the  settlers  z. 
D  is  the  retorting  plant  for  the  amalgam.  K  and  31  are  the  boilers 
and  engine,  and  Q  and  0  are  the  chimneys  of  the  drying  and 
roasting  furnaces. 

All  modern  plants  are  arranged  similarly,  though  the  revolving- 
drying  and  roasting  furnaces  may  be  replaced  by  Stetefeldt  furnaces, 
the  Lexington  Mill  at  Butte  City  Montana,  one  of  the  best  arranged 
works  of  the  kind,  having  furnaces  of  the  latter  type.  The  details  of 
working  at  this  mill,  which  was  visited  by  the  author  in  1892,  maybe 
quoted  as  typical. 

The  ores  worked  at  the  Lexington  Mill  occur  in  veins  in 
granite,  having  an  average  thickness  of  4  feet.  They  are  com- 
posed of  a  mixture  of  copper  pyrites,  iron  pyrites,  peacock  copper, 
copper  glance,  a  little  fc\hl-ore,  galena,  zinc  blende,  mispickel, 
proustite,  pyrargyrite,  free  silver  and  gold,  with  quartz,  manganese 
carbonate  and  silicate,  and  smaller  amounts  of  calcite  and  chalybite. 
In  1891  the  average  silver  content  was  0'0886  per  cent.  (28'5  ounces 
per  ton)  and  the  amount  of  gold  0*0018  per  cent.  (0"58  ounces 
per  ton). 

The  ore  is  crushed  by  a  stone  breaker  with  jaws  from  li  to  2 
inches  apart  and  then  freed  from  moisture  in  a  Stetefeldt  drying 
furnace.  The  salt  is  also  dried  in  the  Stetefeldt  furnace,  20  tons 
of  ore  or  6  to  7  tons  of  salt  being  dried  in  24  hours,  and  the  ore  is 
charged  into  the  mortars  of  the  stamp  mills  whilst  still  hot.  The 
drying-  furnace  has  five  terraces  each  7  feet  long  and  5  feet  6  inches 
broad,  and  98  cords  of  wood  are  used  in  drying  2450  tons  of  ore  and 
290  tons  of  salt ;  but  in  winter,  when  the  purchased  ore  contains 
snow  and  ice,  about  50  per  cent,  more  fuel  is  required  than  in  sum- 
mer.     The  stamp  mill  consists    of   60  stamps,   50   for  cru.shing  ore 
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and  10  for  salt,  and  the  mortars  are  of  the  double  discharge  type,  the 
screens  ou  the  charging  side  being  of  brass  wire  gauze,  and  on  the 
opposite  side  of  perforated  steel  plate.  They  last  from  15  to  40  days, 
and  have  24  holes  per  linear  inch.  The  stamps  weigh  half  a  ton, 
the  height  of  fall  is  8  inches,  and  the  number  of  blows  per  minute  is 
92  to  95.  The  cams,  tappets  and  stamp  heads  are  of  cast  steel,  the 
shoes  of  touoh  white  iron,  and  the  dies  of  hard,  toucjh  cast  iron. 
These  iron  portions  last  from  3  to  4  months.  The  capacity  of  a 
stamp  averaged  1'7  tons  of  ore  per  24  hours  in  the  year  1891.  The 
salt  is  also  stamped  hot,  but  the  stamps  are  lighter  than  those  used 
for  the  ore,  and  the  screens  for  the  salt  contain  400  meshes  per 
square  inch. 

The  crushed  ore  is  mixed  with  10  per  cent,  of  salt  and  roasted  in 
a  Stetefeldt  furnace  32^  feet  in  working  height,  square  in  cross 
section,  and  4  feet  wide  in  the  narrowest  part  and  6  feet  in  the 
widest.  Forty  tons  of  ore  are  roasted  in  24  hours  with  a  con- 
sumption of  2|  to  S  cords  of  wood,  and  three  men  are  required  to 
attend  to  the  furnace,  two  of  them  being  occupied  with  the  Avithdrawal 
of  tlie  ore  from  it. 

The  silver  of  the  ore  is  chloridised  in  the  furnace  to  the  extent  of 
at  least  80  per  cent.,  or  93  to  94  per  cent,  including  the  after- 
chloridising  on  the  cooling  floor.  About  20  per  cent,  of  the  gold 
present  is  volatilised  in  the  roasting  operation.  The  ore  remains 
from  36  to  48  hours  on  the  cooling  floor,  in  order  to  allow  the  after- 
chloridising  to  go  on. 

The  ore  is  next  put  into  the  amalgamating  pans,  which  have 
wooden  sides,  in  quantities  of  1^  tons.  Water  is  added  until  the 
pulp  has  the  consistency  of  thick  mud,  and  the  mullers  are  run  for 
two  hours.  Mercury  is  now  added  to  the  extent  of  10  per  cent,  of  the 
weight  of  the  ore,  and  the  mullers  are  further  run  for  6  hours. 
The  pulp  is  now  diluted  with  water  as  previously  described  and  run 
into  the  settlers.  From  the  settlers  it  is  run  into  an  agitator  and 
then  run  to  waste.  There  are  20  pans,  10  settlers  and  1  agitator. 
The  amalgam  is  treated  as  described  under  the  Washoe  process. 

The  steam  engine  is  of  180  horse  power,  and  9  tons  of  coal  per  24 
hours  are  required  for  the  boiler.?. 

The  total  loss  of  mercury  amounts  to  Qh  to  8  ounces  per  ton  of 
ore.  The  yield  of  .silver  reaches  97  per  cent.,  the  average  for  the  year 
1891  being  93'3  per  cent.,  and  the  yield  of  gold  which  collects  with 
the  silver  amounts  to  60  per  cent.  The  tailings  in  1891  contained 
1*94  ounces  of  silver,  and  0'16  ounce  of  gold  per  ton.  The  quality 
of  the  amalgam  is  much  deteriorated  by  the  presence  of  lead,  and  if 
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the  ores  contaiu  more  than  5  per  cent,  of  lead  the  process  cannot  be 
worked  successfully. 

At  the  Lexington  Mill  in  1891,  735,000  ounces  of  silver  and  5767 
ounces  of  sold  were  obtained. 


5.  Tina  Amalgamation  {Franclce-Tina  Process) 

The  Tina  amalgamation,  introduced  into  Bolivia  by  the 
German  Consul  Francke,  consists  in  an  amalgamation  of  roasted  ore 
in  wooden  vats  or  Unas  provided  with  coj)per  bottoms  and  mailers 
with  copper  shoes.  Portions  of  the  pan  walls  are  also  covered  with 
copper.  The  pan  contents  are  heated  by  steam  and  the  process  differs 
from  the  Reese-River  method  in  that  copper  is  used  in  place  of  iron, 
and  salt  is  added  to  the  roasted  ore  in  the  Unas. 

The  chemical  reactions  are  similar  to  those  of  the  barrel  process 
where  copper  balls  are  used,  or  to  those  of  the  Cazo  process,  the 
chloride  of  silver  of  the  roasted  ore  dissolving  in  the  salt  solution  and 
being  reduced  by  metallic  copper.  The  latter  also  reduces  cupric  and 
ferric  chlorides  to  the  cuprous  and  ferrous  condition  and  prevents 
their  acting  on  the  mercury.  Cuprous  chloride  dissolves  in  the 
common  salt  solution  and  reacts  on  the  silver  of  the  undecomposed 
ore  as  in  the  Krohnke  and  Patio  processes,  the  liberated  silver  being- 
taken  up  by  the  mercury. 

The  Francke-Tina  process  is  used  at  Huanchaca  and  Guadalupe, 
near  Potosi,  Bolivia,  for  refractory  sulphur  ores  of  silver.  The 
construction  of  the  Una  used  at  Guadalupe  is  shown  in  Figs.  494 
and  495.  The  tiua  T  has  wooden  sides,  the  bottom  consisting  of  a 
copper  plate  3  inches  thick  and  the  height  of  the  vessel  is  5  feet. 
Its  diameter  varies,  according  to  the  weight  of  the  charge,  from  6  to 
12  feet  and  on  the  sides  are  corrugated  copper  plates  K.  The 
muller  L  is  furnished  with  copper  shoes  S,  is  rotated  by  the 
shaft  and  gearing  w,  and  is  adjustable  as  regards  its  distance  from 
the  pan  bottom  b}'^  the  screw  v.  The  amalgam  and  residue  can  be 
run  off  at  the  bottom  through  the  opening  y. 

The  ores  are  first  dry  stamped  and  then  roasted  in  a  small 
reverberatory  furnace  with  two  hearths,  undergoing  an  oxidising 
roasting  on  the  upper  hearth  and  a  chloridising  roasting  after  the 
addition  of  8  per  cent,  of  salt  on  the  lower  hearth.  From  2  to  2i 
tons  only  are  roasted  in  24  hours. 

At  the  beginning  of  the  operation,  the  Una  is  filled  with  water  to 
a  depth  of  12  inches,  and  salt  is  added  in  the  proportion  of  2^  to  3 
cwt.  for  every  ton  of  ore  to  be  worked.     Steam  is  now  introduced,  and 
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the  miiller  set  going  at  45  revolutions  per  minute.  As  soon  as  the 
solution  boils,  which  is  the  case  after  about  half  an  hour,  the  ore  is 
added,  the  usual  charge  being  2h  tons.  After  running  for  another 
half  hour  the  first  addition  of  mercury  is  made,  followed  by  others  at 
intervals,  as  is  found  necessary.  The  mercury  is  usually  added  in 
three  equal  portions,  the  weight  of  each  depending  on  the  nature  of 
the  ores ;  the  second  addition  is  usually  made  about  the  middle  of  the 
process  (which  lasts  from  8  to  12  hours)  and  the  last  nearly  at  the 


Fig.  494. 


end.  With  ores  containing  200  ounces  of  silver  per  ton,  each 
mercury  addition  weighs  1  cwt.,  ores  with  150  to  175  ounces  receive 
I  cwt.  and  ores  with  20  to  30  ounces  (0'06  to  0'09  per  cent.)  44  lbs. 
of  mercury,  in  each  case  for  a  charge  of  2h  tons  of  ore.  At  the  end 
of  8  or  12  hours  the  amalgamation  is  ended,  and  the  tina  is  emptied 
in  the  same  way  as  the  pans.  Each  tina  requires  2^  to  3  horse- 
power, or  1  horsepower  per  ton  of  ore. 

The  Francke  process,  which  has  quite  recently  been  considerably 
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improved,  can  be  highly  recommended.  It  is  at  a  disadvantage, 
however,  as  compared  with  the  pan  amalgamation,  on  account  of  its 
employing  the  dearer  metal  copper,  where  iron  is  used  in  the  latter, 
but  as  the  consumption  of  copper  is  not  known  to  the  author,  a 
direct  comparison  of  the  two  methods  cannot  be  made. 

1.  Amalgamation  with  a  Soluble  Salt  of  Mercury 

This  method  of  amalgamation  has  not  proved  successful.  The 
only  process  using  this  method  which  has  been  put  into  operation  on 
the  laro-e  scale  was  that  of  DesignoUe,  which  was  used  for  some  time 
at  Schemnitz  and  Ravaspatak  near  Nagybanya  in  Hungary.  In 
Designolle's  process  the  mercury  is  reduced  during  the  operation  by 
the  action  of  metallic  iron  upon  a  solution  of  mercuric  chloride,  and 
the  mercury  thus  formed  amalgamates  more  actively  than  if  it 
were  added  as  metal  in  the  first  instance.  The  essential  features  of 
the  process  may  be  best  illustrated  by  the  following  experiment : 
If  some  small  pieces  of  gold  or  silver  are  covered  with  a  solution  of 
mercuric  chloride  and  metallic  iron  brought  into  contact  with  the 
precious  metal,  mercury  will  be  precipitated  on  the  latter  and  form 
an  amalgam  with  it. 

The  process  was  carried  out  as  follows :  The  ores  (if  they 
consist,  as  they  do  at  Schemnitz  and  Ravaspatak,  of  silver  sulphide 
and  mixed  sulphides)  are  first  roasted  with  salt,  and  then  treated  in 
horizontal  revolving  cylinders  of  wrought  iron  with  iron  balls  and 
mercuric  chloride  solution.  The  iron  first  precipitates  gold  and 
silver  from  solutions  of  their  chlorides  and  then  liberates  mercury 
from  the  mercuric  chloride,  the  mercury  set  free  forming  an  amalgam 
with  the  precious  metals.  After  this,  mercury  is  added  to  the 
pulp  to  eftect  the  union  of  the  separate  particles  of  amalgam,  and 
the  contents  of  the  vessel  are  run  into  a  settler,  where  the  greater 
portion  of  the  amalgam  is  collected.  The  ore  pulp  is  then  led  over 
copper  plates  arranged  one  above  the  other  in  a  fixed  wrought-iron 
cylinder  and  lastly  passed  through  two  agitators. 

The  amalgam  is  freed  from  excess  of  mercury  by  squeezing  in 
canvas  bags  and  is  then  distilled  in  cast-iron  tube  retorts. 

The  mercuric  chloride  is  prepared  by  treating  the  recovered 
mercury  first  with  nitric  acid  and  then  with  hydrochloric  acid  in 
earthenware  vessels. 

In  Schemnitz  and  Ravaspatak,  90  per  cent,  of  the  silver  in  the  ore 
was  obtained,  but  only  60  per  cent,  of  the  gold.  A  considerable  loss 
of  mercury  took  place,  as  a  portion  of  the  mercuric  chloride  escaped 
decomposition  and    was    run    to    waste   with    the    residues,    another 
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portion  was  converted  into  calomel  and  also  lost,  and  a  certain 
amount  of  mercury  was  always  fioitrcd,  and  in  that  state  could  not 
be  completely  collected. 

The  Designolle  process  might  give  better  results  if  roasting  could 
be  dispensed  with,  as  in  the  chloridising  roasting  of  ores  containing 
gold  a  considerable  loss  is  invariably  experienced.  The  poisonous 
properties  of  meicuric  chloride  and  the  great  loss  of  mercury  also 
prevent  the  process  from  being  successful.  The  author  inspected  the 
plant  in  1886  at  Schemnitz,  and  in  1887  the  process  was  abandoned 
at  Schemnitz  and  Ravaspatak,  being  replaced  by  a  smelting  or 
leading  process. 


2.  The  Recovery  of  Silver  from  Silver  Amalgam 

The  amalgam,  freed  from  its  excess  of  mercury  by  filtration  or 
more  rarel}'  by  pressing,  is  next  submitted  to  distillation.  In  this 
operation  the  mercury  volatilises  and  is  condensed,  and  the  silver  and 
base  metals  remain  in  the  residue. 

The  vessels  in  which  the  distillation  is  conducted  are  either  bells, 
upright  or  horizontal  cylinders  of  cast  iron,  or  glass  retorts,  the  hori- 
zontal cylinder  form  having  shown  itself  to  be  the  most  convenient, 
and  being  consequently  chiefly  employed. 

The  bell  shape  was  formerly  used  in  Europe,  and  is  still  in  use  in 
Mexico  and  South  America.  Vertical  cylinders  are  used  in  Mexico, 
whilst  in  the  United  States  the  use  of  horizontal  cast-iron  cylinders 
is  almost  universal. 

The  arrangement  of  the  old  Mexican  bell  is  shown  in  Figs.  496 
and   497,  g  being  a  vessel    provided   with  a  depression  h,  through 


which  water  flows;  a  is  a  copper  funnel  with  a  rim,  suspended  in  g, 
and  d  is  a  cast-iron  bell  {capdlina)  3  feet  high  and  18  inches  in 
diameter,  usually  suspended  by  chains,  and  which  can  rest  on  the  rim 
of  the  copper  funnel.  On  the  funnel  mouth  a  grate  h  is  laid,  and  on 
this  the  amalgam  is  piled  up,  being  made  into  slabs  of  such  a  shape 
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that  six  of  them  can  be  built  into  a  circular  ring.  After  the 
amalgam  has  been  placed  in  position  the  bell  is  lowered  and  a 
circular  wall  of  brick  built  round  it  with  air-holes /,/ at  the  bottom. 
In  the  annular  space  of  about  8  inches  broad,  between  the  wall  and 
the  bell,  charcoal  is  put  and  then  ignited,  and  the  distillation  goes  on 
for  15  hours.  About  5  cwt.  of  charcoal  are  used  in  obtaining  4  cwt. 
of  silver. 

At  the  present  time  in  Mexico,  vertical  or  horizontal  cylindrical 
retorts  have  almost  entirely  replaced  these  bells. 

The  form  of  bell  formerly  used  at  Freiberg  but  afterwards 
replaced  by  horizontal  cylindrical  retorts  is  shown  in  Fig.  498;  a  is  the 
cast-iron  bell  set  in  the  vertical  shaft  &,  beneath  which  is  a  vessel  d 
filled  with  water,  and  containing  a  smaller  vessel  e.  Resting  on  the 
bottom  of  the   latter  is  a  vertical  bar  s  with  foot/,  carrying  on   its 


upper  part  a  series  of  trays  t  for  the  reception  of  the  amalgam.  The 
space  between  the  bell  and  the  side  walls  of  the  shaft  is  filled  with 
charcoal,  and  when  the  bell  is  heated  the  mercury  condenses  in  the 
water  vessel,  whilst  the  silver  remains  behind  on  the  trays.  The 
charge  of  amaloam  varied  from  2  to  4  cwt. 

In  Mexico  at  the  present  time,  vertical  cylinders  are  principally 
used  for  retorting  the  amalgam  obtained  by  the  Patio  process.  They 
are  made  from  mercury  bottles  with  the  bottoms  removed ;  from  65 
to  75  lbs.  of  amalgam  are  pressed  into  them,  and  they  are  then  placed 
with  the  open  end  downwards  on  similar  bottles  with  both  ends 
removed,  which  are  suspended  in  an  iron  plate,  the  amalgam  being 
prevented  from  falling  from  the  upper  into  the  lower  cylinder  by  an 
interposed  perforated  iron  plate.  The  iron  vessels  are  clay-washed, 
and  the  iron  plate  from  which  the  lower  ones  are  suspended,  is 
covered  with  a  layer  of  clay.  The  bottles  are  so  arranged  that  the 
lower  one  stands  in  a  trough  of  water  and  by  heating  the  upper  bottle 
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"the  mercury  vapour  passes  through  the  holes  in  the  irou  plate  and 
collects  on  the  bottom  of  the  water  trough  into  which  the  lower 
bottle  clips.  The  heating  is  effected  either  by  charcoal  or  by  the 
flames  from  a  fire  ;  in  the  first  case  a  brick  wall  is  built  round  the 
.bottles,  and  the  interspace  between  it  and  bottles  is  filled  with  char- 
coal ;  in  the  latter  case,  a  permanent  fire-grate  is  provided. 

Figs.  499  and  500  show  the  arrangement  of  such  a  retorting 
plant  with  a  separate  fire-grate ;  B  is  the  fire-place,  c  the  fire-bridge, 
D  the  water  vessel;  a  is  the  upper  bottle,  d  the  lower  one,  and  &  the 
iron  plate  from  which  the  lower  bottle  is  suspended.  The  heating 
chamber  is  covered  with  a  movable  lid ;  e  is  the  flue,  in  front  of 
which  an  iron  cover,  /,  is  placed  during  the  retorting ;  ^  is  a  wall, 
forming  the  front  side  of  the  furnace,  which  is  pulled  down  after  the 
distillation.     The  distillation  is  finished  when  a  wooden  plate  held 


below  the  mouth  of  the  lower  flask  is  no  longer  covered  with  drops 
of  mercury. 

The  distillation  lasts  4  hours,  and  2  cwt,  of  wood  are  consumed. 
The  silver  is  refined  in  a  small  reverberatory  furnace,  and  yields  a 
bullion  990  to  998  fine. 

Figs.  501,  502  and  503  show  the  arrangement  of  a  distilling 
plant  with  horizontal  cylindrical  retorts  in  use  in  the  United  States. 
The  cast-iron  retorts  are  12  to  1-i  inches  in  diameter,  and  4  to  5  feet 
long,  the  walls  being  If  inches  thick.  They  are  closed  at  the  front 
■  end  by  a  cast-iron  plate,  inserted  through  a  special  opening  in  the 
furnace  wall.  At  the  back  the  retorts  narrow  down  to  2|  inches  in 
diameter,  and  are  connected  with  a  tube  to  carry  away  the  mercury 
vapour.  This  tube  passes  through  a  cooling  tank  D,  and  the  con- 
densed mercury  is  led  into  a  reservoir  E  also  filled  with  water.  The 
retorts  lie  wholly  inside  the  furnace,  their  narrowed  ends  being  sup- 
ported by  the  brickwork  of  the  furnace  and  their  wider  ends  resting 
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on  cast-iron  bearers.     At  some  places  two  cast-iron  bearers  are  used^ 
or  worn-out  stamp  shafts  from  the  mills  are  used  in  their  place. 

The  amalgam,  containing  1  part  of  silver  to  5  or  7  of  mercury,  is 
either  put  into  the  retorts,  in  sheet  iron  trays  fitting  closely  to  the 
retort  Avails,  or  else  it  is  charged  in  directly.  The  trays  or  the  retorts^ 
as  the  case  may  be,  must  be  given  a  good  coating  of  clay  wash  in 
order  to  prevent  the  silver  sticking  to  them.  The  charge  varies 
according  to  the  size  of  the  retort,  from  a  quarter  of  a  ton  to  a  ton 
and  the  duration  of  the  operation  varies  from  5  to  10  hours,  ^  to  i 


Elevation 


Cross  Ojction 


Longitudinal  Section 


Fig.  001,  Fig.  aO-.\ 

Section  through  D  and  E 


Fig.  50.3. 


of  a  cord  of  wood  being  used  for  every  ^  ton  of  amalgam.  The 
temperature  is  gradually  raised  to  a  cherry  red,  and  at  this  tempera- 
ture all  the  mercury  down  to  1  to  1^  per  cent,  is  distilled  off.  At 
higher  temperatures  the  retorts  would  be  blistered  and  distorted,  and 
this  quantity  of  mercury  is  accordingly  sacrificed.  Each  retort  lasts 
from  150  to  300  charges. 

To  hasten  the  distillation  a  partial  vacuum  has  been  made  in  the 
retorts  at  some  works  by  the  introduction  of  a  steam  jet  into  the 
condensing-tube.  If  the  end  of  the  condenser  be  connected  with  the 
front  of  the  retort,  then  the  last  portions  of  the  mercury  may  be 
removed,    the    air   originally    present    in    the    retort    keeping    up  a 
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circulation   through   retort  and  condenser  and  carrying  ^vith  it  the 
last  portions  of  tlie  mercury. 

The  silver  obtained  is  generally  refined  in  small  reverberatory 
furnaces  or,  if  tolerably  pure,  in  crucibles. 

3.  The  Production  of  Silver  by  Precipitation  from 
Aqueous  Solutions 

In  this  method  the  silver  contained  in  ores  or  metallurgical  pro- 
ducts is  first  converted  into  a  compound  soluble  in  water  or  certain 
aqueous  solutions,  and  the  silver  is  then  precipitated  as  an  insoluble 
compound  by  suitable  reagents  and  the  precipitate  worked  up  for 
the  metal. 

The  soluble  silver  compound  is  either  the  chloride  which  is  soluble 
in  salt  or  sodium  thiosulphate  solution,  or  else  the  sulphate  which  is 
soluble  in  hot  water. 

From  the  solution  of  silver  chloride  in  brine,  or  from  the  silver 
sulphate  solution,  metallic  silver  is  precipitated  by  means  of  copper, 
whilst  from  the  thiosulphate  solution  the  silver  is  precipitated  as 
sulphide  by  sodium  or  calcium  sulphide  and  the  precipitate  treated 
by  dry  methods.  Occasionally  the  silver  is  precipitated  from  its 
solution  in  chlorides  as  iodide  of  silver. 

The  principal  processes  in  which  silver  is  obtained  in  solution  in 
the  form  of  chloride  are  the  Augustin  process,  using  brine  as  a  solvent, 
the  Patera  process  where  sodium  thiosulphate  is  used,  and  the  Kiss 
process  in  which  calcium  thiosulphate  is  employed.  With  these 
must  be  associated  the  Russell  process,  where  silver,  not  as  chloride, 
but  as  metal  or  sulphide,  is  brought  into  solution  by  the  agency  of 
sodium-copper  thiosulphate. 

The  method  in  which  the  silver  is  converted  into  sulphate  and 
the  latter  dissolved  in  hot  water  is  known  as  the  Ziervogel  process. 

Processes  in  w^hich  Silver  is  obtained  in  Solution  as 

Chloride 

It  is  only  in  rare  cases  (as  at  Broken  Hill)  that  the  silver  chloride 
in  the  ores  is  present  to  such  an  extent  as  to  allow  of  their  being 
directly  treated  with  solvents,  and  it  is  as  a  rule  necessary  to  convert 
the  silver  into  chloride  by  a  chloridising  roasting.  Endeavours  to 
effect  the  chloridising  of  the  silver  in  the  wet  way  have  not  up  to 
the  present  been  successful. 

As  a  solvent  for  silver  chloride,  sodium  or  calcium  thiosulphate 
has  proved  most  serviceable,  as  the  solubility  of  silver  chloride  in 
aqueous  solutions  of  these  substances  is  greater  than  in  salt  solutions. 
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These  solution  processes  are  in  certain  cases  preferable  to  either 
smelting  or  amalgamation  methods,  as  for  instance  where  the  silver 
is  present  as  a  simple  or  mixed  sulphide  and  the  ores  are  either  too 
rich  in  lead  or  zinc  to  be  properly  worked  by  the  amalgamation 
method,  or  too  poor  in  lead  and  too  rich  in  zinc  to  be  smelted  with 
success. 

The  amalgamation  process  requires  a  more  costly  plant  and  a 
greater  expenditure  of  power,  but  it  has  this  advantage,  that  any 
native  silver  which  may  not  have  been  converted  into  chloride,  or 
any  silver  sulphide  present,  is  taken  up  and  amalgamated  by  the 
mercury.  Though  by  the  recent  Russell  process  this  particular  ob- 
jection is  overcome,  yet  the  method  of  obtaining  metallic  silver  from 
the  amalgam  is  a  much  simpler  operation  than  the  production  of 
silver  from  its  sulphide,  in  which  condition  it  is  obtained  in  the  Russell 
process.  These  processes  then  are  only  indicated  where  amalgama- 
tion processes  are  inapplicable  on  account  of  the  presence  of  too 
much  zinc  and  lead.  It  is  essential,  however,  that  the  ores  shall  not 
contain  too  much  lead,  arsenic  and  antimony,  the  lead  being  con- 
verted into  chloride  and  sulphate  in  the  roasting,  both  of  which  com- 
pounds coat  the  particles  of  ore  and  prevent  the  proper  action  of  the 
solvents,  antimony  also  forming  easily  fusible  lumps.  In  addition, 
antimony  and  arsenic  form  arseniates  and  antimoniates  of  silver  in 
the  roasting  operation,  and  these  compounds  are  difficult  to  chloridise 
and  are  not  so  readily  brought  into  solution  by  tliiosulphate  as  is  silver 
chloride. 

The  production  of  silver  from  cupriferous  metallurgical  products 
(black  copper,  copper  matte,  speiss,)  by  the  Augustin  process  is  now 
only  rarely  practised,  having  been  definitely  superseded  by  the 
Ziervogel  process,  extraction  with  sulphuric  acid,  or  electrolytic 
methods. 

The  Augustin  Process 

In  this  process  the  silver  in  the  ores  or  metallurgical  products  is 
converted  into  chloride  by  a  chloridising  roasting,  and  the  chloride 
produced  dissolved  out  by  a  solution  of  salt,  the  silver  being  after- 
wards precipitated  from  this  solution  by  metallic  copper. 

The  fact  that  silver  chloride  is  soluble  in  concentrated  salt  solu- 
tion was  ascertained  by  Wetzlar,  The  mining  juror  Augustin,  of 
Eisleben,  introduced  the  process  in  the  forties  into  the  Mansfeld 
works  for  the  extraction  of  silver  from  argentiferous  copper  matte  in 
place  of  amalgamation.  It  was  also  introduced  into  Freiberg  for  the 
<3xtraction  of  silver  from  copper  mattes,  but  has   long  since   been 
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abandoned  at  both  places.  At  Mansfeld  it  has  been  replaced  by  the 
Ziervogel  process  and  at  Freiberg  by  the  sulphuric  acid  extraction 
method.  It  is  still  in  use  at  Kapnik,  near  Nagybanya,  in  Hungarj', 
for  ores,  and  is  worked  in  combination  with  the  Patera  process.  This 
combined  process  has  recently  been  introduced  into  the  Altai  Moun- 
tains in  Siberia  (Bernaul).  At  Tajowa  near  Neusohl  (Besterzebanya), 
Hungary,  it  was  used  up  till  1893  for  working  argentiferous  black 
copper.     In  the  States  it  has  never  come  into  permanent  operation. 

At  the  ordinary  temperature  one  part  of  silver  chloride  dissolves  in 
68  parts  of  a  saturated  salt  solution.  According  to  A.  Vogel's  re- 
searches (page  461)  one  litre  of  saturated  salt  solution  dissolves  0  95 
grams  of  silver  chloride  at  the  ordinary  temperature,  or  1'27  grams  at 
19  6°C.  according  to  H.  C.  Hahn  and  W.  M.  Curtis.  The  solubility 
of  silver-chloride  in  brine  is  far  less  than  in  solutions  of  calcium  or 
magnesium  chlorides.  The  solubility  in  brine  is  the  same  for  all 
temperatures  down  to  6°C.,  but  diminishes  below  this  temperature. 

Augustin's  process,  can  consequently,  on  account  of  the  compara- 
tively slight  solubility  of  silver  chloride  in  brine,  only  be  used  for 
ores  when  worked  in  conjunction  with  the  Patera  process,  and  it 
should  only  quite  exceptionally  be  used  for  working  up  metallurgical 
products. 

With  the  object  of  extracting  gold  as  well  as  silver,  Roszner  and 
Patera  have  sufforested  the  use  of  brine  saturated  with  chlorine,  but 
this  method  has  not  come  into  use.  The  use  of  an  after  lixiviation 
with  sodium  or  calcium  thiosulphate  has  proved  to  be  the  best  method 
for  the  extraction  of  the  gold. 

The  roasting  is  carried  out  in  reverberatory  furnaces  in  a  similar 
manner  to  the  roasting  which  precedes  amalga- 
mation. 

The  dissolving-  of  the  silver  chloride  from 
the  roasted  material  is  effected  in  wooden 
vats  with  wooden  gratings  or  perforated 
false  bottoms,  having  a  filter  or  layer  of  fil- 
tering material  resting  on  them.  The  con- 
struction of  such  a  vat  formerly  in  use  at 
Freiberg,  is  shown  in  Fig.  504.  The  false 
bottom  l),  made  of  perforated  planks,  rests  on 
the  wooden  cross  piece  a,  and  over  it  is  a  layer 
of  brushwood,  on  which  is  laid  the  filtering  cloth  kept  in  place  by  a 
wooden  hoop  fitting  tightly  to  the  sides  of  the  vat.  The  material  to 
be  lixiviated  is  placed  on  the  top  of  this,  and  the  solution  per- 
colates through  and  runs  out  at  the  opening  d. 
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Fig.  505  shows  a  vat  used  at  Tajowa  in  Hungary  for  the  extraction 
of  argentiferous  black  copper  which  has  undergone  a  chloridising 
roasting.  On  the  false  bottom  a  layer  of  birch  twigs  1  inch  deep 
is  placed,  and  on  this  the  cloth  filter.  A  perforated  float  x 
distributes  the  liquid  evenly  over  the  material  in  the  vat,  which 
holds  2j  cwt.  of  roasted  material,  and  is  provided  with  two  exits  v 
and  IV,  the  first  rich  liquor  being  run  off  through   v,  and  the  jDOorer 

liquid  and  the  wash 
water  through  v.  Be- 
low the  vat  is  a  board 
//  by  which  any  liquor, 
that  may  overflow,  is 
conveyed  into  the 
trough  n.  From  n  the 
liquors  flow  into  a  pre- 
cipitating vat. 

The  more  recent 
form  of  lixiviating  vats 
vised  for  the  thiosul- 
phate  extraction  in  the 
United  States  is  de- 
scribed below.  They 
are  considerably  larger 
and  hold  as  much  as 
50  tons  of  ore,  the 
diameter  varying  from 
10  to  15  feet  and  the 
depth  from  8  to  6  feet. 
After  the  roasted 
orehas  cooled  and  has 
been  sieved,  it  is  put 
into  these  vats,  which 
are  generally  arranged 
side  by  side  on  trestles, 
and  then  salt  solution  is  run  in.  The  salt  solution  is  contained  in 
a  re.servoir  placed  at  a  higher  level  than  the  vats,  and  can  if  necessaiy 
be  heated  by  steam ;  it  percolates  through  the  material  in  the  vats, 
dissolving  out  the  silver  chloride,  and  runs  out  from  an  exit  pipe 
at  the  bottom  into  a  spout,  thence  into  a  settling  tank,  and  from  this 
it  flows  into  the  precipitating  vessel.  The  salt  solution  is  allowed 
to  flow  through  until  a  plate  of  copper  placed  in  the  liquor  for  a 
quarter  of  an  hour,  ceases   to    be    coated   with    a   bluish    deposit   of 
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metallic  silver.  The  residue  is  then  washed  with  hot  water,  and 
emptied  out  of  the  vats. 

The  precipitating  vats  are  of  similar  construction  to  the  lixiviat- 
ing vessels,  and  several  are  usually  placed  in  series,  one  below  the 
other.  The  copper  acts  best  when  granulated,  the  smaller  grained 
material  being  put  into  the  upper  vessel,  and  the  larger  pieces 
in  the  lower  one. 

A  precipitation  plant  with  three  vats  is  shown  in  Fig.  506,  the 
liquors  flowing  from  the  gutter  H  into   the  uppermost  vessel,  and 


then  through  a  tap  into  the  second,  and  similarly  into  the  third  one. 
Each  vat  has  also  an  overflow  spout  7  leading  into  the  vessel 
below  it,  and  the  granulated  copper  rests  on  the  wooden  false 
bottoms,  of  which  there  are  two  in  the  lowest  vat.  From  the 
bottom  vat  the  liquor  flows  into  a  tank  filled  with  scrap  iron,  in 
order  to  precipitate  the  copper.  In  the  three  precipitating  vats  there 
will   be    about    2   cwt.   of  copper,   and    in   j)lace    of  pure   copper. 
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granulated  argentiferous  black  copper  may  be  used  and  its  silver 
content  thus  obtained  at  the  same  time. 

In  the  precipitation  of  the  silver,  cuprous  chloride  is  produced 
which  dissolves  in  the  salt  solution.  If  the  liquors  remain  long  in 
the  tanks,  some  copper  oxychloride  is  formed,  which  renders  the 
precipitated  silver  impure.  The  silver  forms  a  felt-like  layer  of  small 
crystals  on  the  copper,  but  if  the  liquor  is  too  hot  (over  70°C.)  then 
the  silver  separates  out  in  such  a  dense  and  finely-divided  condition 
as  to  retard  the  progress  of  the  filtration.  This  precipitated 
silver,  which  is  known  as  cement  silver,  is  rendered  impure  by  the 
presence  of  basic  copper  and  iron  compounds,  and  particularly  by 
lead  chloride.  From  time  to  time  it  is  removed  from  the  copper, 
washed  in  a  sieve  with  hot  water  to  dissolve  lead  chloride,  and  then 
with  hydrochloric  acid  to  dissolve  basic  salts,  and  lastly  melted  in 
plumbago  crucibles. 

The  liquors  remaining  after  the  precipitation  of  the  copper  are 
exposed  to  the  air  for  a  time,  in  order  to  separate  the  iron  as  a  basic 
salt,  and  are  then  used  again  for  extracting  the  silver  chloride. 

The  Augustin  process  is  applied  to  the  extraction  of  silver  from 
ores  in  combination  with  the  Patera  process  at  Kapnik,  Nagybanya, 
Hungary,  the  ores  after  the  chloridising  roasting  being  first  extracted 
with  a  salt  solution,  and  then  with  a  solution  of  sodium  thiosulphate. 
By  the  use  of  this  latter  salt  the  greater  part  of  the  gold  present  is 
dissolved,  as  well  as  the  last  portions  of  the  silver  chloride.  The 
same  process  is  in  use  at  Bernaul  in  the  Altai. 

At  the  time  of  the  author's  visit  to  Kapnik  the  process  was 
being  used  for  working  pyritic  slimes  and  selected  ore.  The  slimes 
contained  the  gold  in  the  native  state,  and  the  silver  as  sulphide. 
They  contained  16  to  80  per  cent,  of  zinc  blende,  1|  per  cent,  of 
copper,  2  to  8  per  cent,  of  lead,  and  0"082  to  0'05  per  cent,  of  auriferous 
silver,  the  silver  carrying  0'8  to  1  per  cent,  of  gold.  Altogether  the 
slimes  contained  about  70  per  cent,  of  metallic  sulphides.  The 
selected  ores  were  quartzose  and  free  from  lead,  with  22  per  cent,  of  sul- 
phides, of  which  10  per  cent,  was  zinc  blende,  and  contained  from  O'Oo  to 
0"07  per  cent,  of  silver,  the  latter  carrying  0*2  to  0'8  per  cent,  of  gold. 

The  slimes  and  selected  ores  were  mixed  together  in  as  nearly  as 
possible  equal  proportions  to  form  the  roasting  charge,  dried^over  the 
flues  of  the  roasting  furnace,  and  then  roasted  in  reverberatory 
furnaces  with  an  admixture  of  8  per  cent,  of  common  salt.  The 
furnaces  are  shelf  furnaces  with  four  shelves  lying  one  above  the 
other,  their  general  arrangement  resembling  that  of  the  Maletra 
furnace,  with  this  difference,  that  they  are  fired    continuously   by 
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means  of  a  grate.  When  the  charge  reaches  the  third  shelf,  a 
further  addition  of  salt  to  the  extent  of  4  per  cent,  is  made.  From 
36  to  38  cwt.  of  ore  can  be  roasted  in  this  furnace  in  24  hours. 
The  roasted  material  is  sieved  to  free  it  from  lumps,  which  form  30 
per  cent,  of  its  weight,  and  consist  of  incompletely  roasted  particles 
sintered  together.  These  are  crushed  and  re-roasted  in  a  long- 
bedded  calciner  with  the  addition  of  3  per  cent,  of  salt,  which  is  added 
half  an  hour  after  the  charge  has  been  placed  in  the  furnace,  the 
whole  roasting  operation  lasting  6  hours. 

The  roasted  ore  from  both  furnaces  is  then  lixiviated,  the 
vessels  in  which  this  is  carried  out  being  wooden  vats  with  false 
bottoms  covered  with  a  linen  filter  cloth.  The  roasted  mass  is  placed 
on  this  in  chargesof  2^  to  3  tons,  and  the  first  extraction  is  performed 
with  a  22  to  25  per  cent,  solution  of  salt  which  has  been  heated  to 
80  C  by  a  steam  coil.  After  this,  an  extraction  lasting  for  two  days 
with  a  cold  aqueous  solution  of  sodium  thiosulphate  of  3°  to  5"  B. 
takes  place.  By  means  of  these  two  solutions  90  per  cent,  of  the 
silver  and  80  per  cent,  of  the  gold  in  the  ores  is  obtained  in  solution, 
60  per  cent,  of  the  silver  being  dissolved  by  the  salt,  and  30  per  cent, 
together  with  the  greater  part  of  the  gold  by  the  thiosulphate.  The 
residues  have  so  far  not  been  submitted  to  any  further  treatment. 

From  the  salt  solution  the  silver  is  precipitated  by  means  of 
copper  contained  in  two  vats  placed  one  below  the  other,  the  salt 
solution  being  heated  to  28'  C.  by  means  of  a  steam  coil.  The 
copper  which  goes  into  solution  in  place  of  the  silver,  is  precipitated 
from  the  liquors  by  means  of  metallic  iron,  and  the  liquors  freed  from 
silver  and  copper  are  settled  and  used  over  again  for  extracting  fresh 
quantities  of  ore,  being  only  finally  rejected  after  three  years'  use. 

The  gold  and  silver  are  precipitated  as  sulphides  by  the  addition 
of  sodium  sulphide  to  the  thiosulphate  liquors.  The  sodium  sulphide 
is  made  by  boiling  flowers  of  sulphur  with  caustic  soda  in  cast-iron 
vessels.  The  liquors  from  the  precipitation  process  are  used  over 
again  for  lixiviation,  any  excess  of  sodium  sulphide  present  being- 
converted  into  thiosulphate  by  exposure  to  the  air. 

The  precipitated  cement  silver  as  well  as  the  precipitated'  gold 
and  silver  sulphides  are  put  into  a  bath  of  molten  lead  in  an  iron  pot, 
the  lead  having  been  previously  heated  to  redness.  In  this  way  lead 
containing  0'6  per  cent,  of  silver  is  obtained,  and  an  argentiferous 
scum-  the  lead  is  cupelled  and  the  scums  are  smelted  in  blast 
furnaces  with  other  plumbiferous  materials. 

At  Mansfeld  and  Freiberg,  silver  used  formerly  to  be  extracted 
from  copper  mattes  by  the  Augustin  process,  but  this  has  long  ago 
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been  replaced  iu  Mansfeld  by  the  Ziervogel  process,  and  at  Freiberg 
by  the  method  of  extraction  with  sulphuric  acid. 

In  former  years,  at  the  works  of  the  Boston  and  Colorado  Smelting 
Company  at  Black  Hawk,  Colorado,  cojaper  mattes  containing  25 
ounces  of  silver  per  ton  Avere  roasted  according  to  the  Ziervogel 
method,  and  freed  from  the  silver  sulphate  in  them  by  extraction 
with  hot  water,  and  were  afterwards  roasted  with  salt  and  lixiviated 
with  brine  in  order  to  obtain  the  remainder  of  the  silver.  This  pro- 
cess is  now  abandoned,  and  at  the  company's  works,  which  have 
been  removed  from  Black  Hawk  to  Argo,  Denver,  the  mattes  are 
smelted  for  fine  metal  and  copper  bottoms,  and  the  fine  metal  is 
worked  up  by  the  Ziervogel  process. 

The  Augustin  process  was  applied  for  a  time  to  the  extraction  of 
silver  from  speiss  at  the  Stefanshlitte  in  Upper  Hungary,  but  was 
abandoned  on  account  of  the  imperfect  extraction  it  afforded.  Thei'e 
was  not  only  a  considerable  loss  of  silver  owing  to  volatilisation,  but 
large  quantities  of  arseniate  and  antimoniate  of  silver  were  formed 
which  were  only  imperfectly  dissolved  by  the  salt  solution. 

The  Augustin  process  was  in  use  up  to  the  year  1893  for  the  produc- 
tion of  silver  from  argentiferous  blister  copper  at  Tajowa,  near  Neusohl, 
iu  Upper  Hungary.  The  method  is  now  no  longer  used,  as  it  is  found 
to  be  more  advantageous  to  employ  electrolytic  methods,  or  if  the 
price  of  copper  sulphate  is  high  and  sulphuric  acid  can  be  obtained 
cheaply,  extraction  by  the  latter  is  preferable. 

One  condition  necessary  for  the  successful  working  of  black  copper 
by  the  Augustin  process  is  the  absence  in  it  of  all  but  small  quan- 
tities of  antimony  and  lead. 

At  Tajowa,  black  copper  with  SO  to  84  per  cent,  of  copper,  0"3  to 
0'86  per  cent,  of  silver  and  3  to  7  per  cent,  of  antimony  was  worked,  as 
well  as  black  copper  from  Schemnitz  with  70  to  80  per  cent,  of  copper, 
02  to  025  per  cent,  of  silver  and  9  to  15  per  cent,  of  lead. 

The  black  copper  was  allowed  to  cool  after  tapping  until  it 
reached  the  pasty  stage,  and  was  then  spread  on  an  iron  plate  and 
broken  up  with  wooden  hammers.  The  mass  was  sieved  and  the  fine 
material  roasted.  The  pieces  remaining  on  the  sieve  were  sorted,  the 
finer  portions  up  to  the  size  of  linseed  were  ground,  the  coarser  lumps 
stamped  to  powder,  and  the  powdered  material  was  then  sieved 
afresh,  the  finer  portions  re-roasted  and  the  coarser  portions  ground 
up  fine. 

The  crushed  black  copper  was  so  sorted  that  the  lead  content  did 
not  exceed  7  per  cent.,  and  the  roasting  was  conducted  in  a  Hungarian 
furnace  with  two  hearths,  the  charge  weighing  5  cwt. 
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The  construction  of  the  Hungarian  reverberatory  furnace  is  shown 
in  Figs.  507-510,  a  being  the  lower,  h  the  upper  hearth  and  c  the  fire- 
place.    The  products  of  combustion  pass  over  the  lower  hearth  first, 


Fig.  508 


then  through  the  passage  d  and  over  the  upper  hearth,  leaving  the 
latter  through  the  flue  e,  and  passing  through  the  flue  dust  chambers  / 
into  g,  and  away   to  the   chimney  ;  ?',  i  are   the  working   openings, 
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in  front  of  wliicli  are  rollers  k,  k  to  facilitate  the  working  of  the 
rabble.  The  ore  after  having  been  roasted  for  the  proper  time  on 
the  upper  hearth  is  pushed  through  the  passage  h  on  to  the  lower 


Fig.  509. 


hearth,  where  the  roasting  is  completed.  The  flue  dust  collecting  in 
the  chambers  falls  through  passages  n,  n  on  to  the  floor  ;p,  whence 
it  may  be  removed  through  q. 
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The  material  to  be  roasted  was  mixed  with  15  per  cent,  of  salt  and 
put  on  the  upper  hearth,  where  it  became  red  hot  in  an  hour.  It  was  kept 
thoroughly  stirred,  and  after  from  7  to  10  hours  it  was  raked  through  on 
to  the  lower  hearth,  where  it  was  heated  and  thoroughly  rabbled 
with  frequent  additions  of  coal  dust  (up  to  4  per  cent.)  to  decompo.se 
any  antimoniates  present.  The  heat  was  then  raised  to  bright  redness 
and  maintained  at  that  point  for  a  couple  of  hours  in  order  to  decom- 
pose basic  salts.  After  this  the  firing  was  discontinued,  the  mass 
raked  through  for  |^  to  1  hour,  and  then  the  after  chloridising  was 
allowed  to  go  on  in  the  furnace.  Altogether  the  charge  remained  for 
10  hours  on  the  lower  hearth. 

The  silver  chloride  was  formed  in  the  roasting,  jDartly  by  the  direct 
action  of  salt  on  metallic  silver,  soda  being  formed  at  the  same  time, 
and  partly  by  the  action  of  cupric  chloride  upon  silver,  cuprous 
chloride  being  produced. 

The  roasted  material  was  sieved  whilst  hot,  the  fine  portions  being 
put  into  the  lixiviating  vats  whilst  still  hot,  and  the  coarser  pieces 
ground  up  and  added  to  a  fresh  roasting  charge. 

The  charge  for  a  lixiviating  vat  amounted  to  1|  cwt.,  and  the  salt 
solution  was  used  at  a  temperature  of  10  to  15"  C,  as  by  using  a  cold 
solution  considerably  less  chloride  of  lead  and  chloride  of  antimony  are 
dissolved  than  with  a  hot  solution.  In  this  way  the  consumption  of 
salt  was  diminished,  and  the  precipitated  silver  obtained  in  a  purer 
state,  as  these  salts  would  partly  separate  out  first.  A  hot  salt 
solution  also  dissolves  more  cuprous  chloride  than  a  cold  one,  so  that 
by  using  the  latter  the  precipitated  silver  will  contain  less  cuprous 
chloride  and  basic  copper  salts.  During  the  extraction  the  salt  solu- 
tion was  allowed  to  flow  continually  through  the  mass  ;  the  lixiviation 
was  finished  in  80  to  36  hours,  and  after  that  the  residue  was  washed 
with  hot  water,  and  after  washing  contained  only  0'005  to  O'Ol  per 
cent,  of  silver.  It  consisted  chiefly  of  copper  oxide  and  was  smelted 
up  for  coarse  copper. 

The  liquors  containing  the  silver  flowed  along  a  trough  into  the 
precipitating  vats  shown  in  Fig.  506.  The  precipitated  silver  formed 
a  felt-like  layer  of  small  crystals  some  2  inches  thick  on  the  granu- 
lated copper  used  as  a  precipitant ;  this  was  removed  periodically, 
washed  in  a  sieve  with  hot  water,  or,  if  necessary,  with  hydrochloric 
acid  to  free  it  from  basic  salts,  pressed,  dried  and  melted  in  plumbago 
crucibles.     The  silver  obtained  was  982  fine. 

The  desilverised  liquors  traversed  a  long  series  of  troughs  con- 
taining scrap  iron  in  order  to  precipitate  the  copper.  The  pre- 
cipitated  copper  obtained   still  contained  a  little  silver  and  was  in 
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consequence  submitted  along  with  the  black  copper  to  a  chloridising 
roasting. 

The  liquors  freed  from  copper  were  used  again  for  dissolving  out 
silver  chloride,  but  were  previously  freed  from  the  lead  chloride  and 
iron  salts  they  contained.  The  lead  Avas  precipitated  by  means  of  zinc, 
as  the  presence  of  lead  chloride  acts  injuriously  upon  the  solvent 
capacity  of  the  liquor  for  silver,  and  the  iron  salts  were  deposited  as 
insoluble  basic  compounds  on  allowing  the  liquors  to  stand  for  some 
time  exposed  to  the  air.  The  liquors  together  with  the  wash  waters 
freed  from  copper  were  collected  in  a  reservoir  and  pumped  into 
another  reservoir  at  a  higher  level,  from  which  they  ran  into  the  vats. 
After  being  in  use  for  10  or  12  months  they  were  run  to  waste. 

The  Patera  Process 

In  this  process  the  argentiferous  ores  first  undergo  a  chloridising 
roasting,  the  silver  chloride  is  then  dissolved  out  by  a  solution  of 
sodium  thiosulphate,  the  silver  precipitated  as  sulphide  by  the  addition 
of  sodium  sulphide  and  the  precipitated  sulphide  worked  up  for 
the  metal.  The  precipitation  of  the  silver  by  means  of  metallic 
copper  is  not  feasible,  as  sodium  thiosulphate  solution  dissolves  both 
metallic  silver  and  copper.  Silver  sulphide  is,  however,  insoluble  and 
the  use  of  sodium  sulphide  as  a  precipitant  also  regenerates  sodium 
thiosulphate.  Sodium  thiosulphate  dissolves  half  its  weight  of  silver 
chloride,  whilst  silver  chloride  requires  68  times  its  weight  of  common 
salt  to  dissolve  it. 

The  use  of  thiosulphates  as  solvents  for  silver  chloride  was 
suggested  by  Hauch  in  1846  and  by  Percy  in  1850,  but  Patera  was 
the  first  to  introduce  its  employment  on  tlie  large  scale  at  the  works 
at  Joachimsthal  in  Bohemia  in  1858.  Kiss  in  1860  introduced  the 
use  of  calcium  thiosulphate  in  place  of  the  sodium  salt  at  SchmoUnitz 
in  Hungary,  precipitating  the  silver  as  sulphide  by  means  of  calcium 
sulphide  and  in  this  way  also  regenerating  the  original  solvent. 

In  both  cases  the  thiosulphate  solution  decomposes  the  silver 
chloride  and  forms  a  soluble  double  salt,  sodium-silver  thiosulphate, 
or  calcium-silver  thiosulphate. 

In  Europe  for  a  long  time  the  Kiss  process  was  given  the  prefer- 
ence over  the  Patera  process  because  calcium  thiosulphate  and  sulphide 
were  cheaper  than  the  corresponding  sodium  salts,  and  it  was  supposed 
that  any  metallic  gold  in  the  ore  was  only  dissolved  by  the  calcium  salt 
and  not  by  sodium  thiosulphate.  When,  however,  it  was  shown  that 
the  sodium   salt  dissolved   gold  as  readily  as  the  calcium  one,  both 
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processes  came  into  use.  In  Europe,  whei'e  most  of  the  silver  is  pro- 
duced by  smelting  with  lead  ores,  neither  of  the  processes  are  used  to 
any  extent,  the  only  place  where  the  Patera  process  is  worked,  in  addi- 
tion to  the  Joachimsthal  works,  being  at  Kapnik,  Nagybanya,  Hungary, 
Avhere  it  is  used  in  conjunction  with  the  Augustin  process.  The  Kiss 
process  is  still  in  use  at  some  small  private  works  near  Nagybanya. 

In  the  United  States,  the  Patera  process  of  extraction  with  thio- 
sulphates  was  introduced  in  1874  by  Klistel  at  Melrose  in  California, 
and  afterwards  by  O.  Hofmann  into  several  works  in  California, 
Nevada,  and  Arizona.  At  all  these  works  it  has  been  abandoned, 
but  in  Nevada,  at  theBertrand  Mill,  where  it  was  introduced  in  1882, 
at  the  Mount  Cory  and  the  Cortez  Mills,  where  it  was  started  in 
1883  and  1885  respectively,  it  is  still  in  use. 

It  was  introduced  into  Mexico  in  18G8  and  is  in  use  at  several 
works. 

In  order  to  be  available  for  treatment  by  the  Patera  process  the 
ores  must  not  be  too  rich  in  lead,  copper  or  calcspar.  In  roasting,  the 
lead  is  converted  into  chloride  and  sulphate,  and  both  salts  fuse  in 
presence  of  silver  chloride,  and  coat  particles  of  undecomposed  ore ; 
they  also  go  into  solution  with  the  silver,  so  that,  in  precipitating 
with  sodium  sulphide,  lead  suljDhide  is  thrown  down  with  the  silver. 

Copper  also  goes  partly  into  solution  (as  sulphate  and  chloride) 
and  is  precipitated  as  sulphide  with  the  silver,  so  that  the  presence  of 
these  two  metals  renders  the  silver  sulphide  precipitate  very  impure. 
Calcspar  is  partially  converted  into  quicklime  in  roasting  and  the  latter 
reduces  silver  from  silver  chloride,  and  diminishes  the  solubility  of  most 
silver  comj)ounds  in  the  thiosulphate  solution,  lessening  the  tendency 
of  silver  to  form  soluble  double  salts.  Caustic  lime  also  precipitates 
any  lead  present  as  hydrate,  and  this  coats  the  particles  of  silver 
chloride  with  an  insoluble  skin  and  prevents  perfect  lixiviation. 

Up  to  a  certain  extent  the  injurious  action  of  the  lead  and  copper 
may  be  prevented  by  extracting  the  soluble  salts  with  hot  water 
before  treatment  with  the  thiosulphate  solution.  Russell  also  has 
discovered  that  lead  may  be  precipitated  as  carbonate,  insoluble  in 
thiosulphate  solution,  by  the  addition  of  carbonate  of  soda.  Copper 
is  particularly  injurious  if  it  is  present  in  the  ores  together  with  lead, 
because  silver  is  more  difficult  to  separate  from  a  precipitate  con- 
taining lead  and  copper  sulphides  than  if  only  copper  and  silver 
sulphides  were  present. 

Antimony  and  arsenic  do  not  act  as  injuriously  as  in  the  Augustin 
process,  because  arseniate  and  antimoniate  of  silver  give  up  their 
precious  metal  to  thiosulphate  solutions.     Any  metallic  silver  present 
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in  the  ores  or  produced  during  the  roasting  is  also  dissolved  by  thio- 
sulphate  solution,  though  undecomposed  sulphide  of  silver,  or  its 
compounds  with  arsenic  and  antimony  sulphides,  is  not  attacked  by 
thiosulphate. 

It  is  only  rarely  that  thiosulphate  solutions  are  used  to  dissolve 
silver  chloride  existing  already  in  the  ore,  and  they  are  usually  used 
for  ores  containing  simple  or  compound  sulphides  of  silver  which 
have  undergone  a  chloridising  roasting.  They  have  also  been  used  in 
Mexico  for  the  extraction  of  tailings  from  the  amalgamation  process. 

The  process  is  not  used  for  the  extraction  of  silver  from  metal- 
lurgical products. 

The  extraction  of  silver  chloride  existing  already  in  the  ore  by 
means  of  sodium  thiosulphate  solutions  is  in  use  at  Broken  Hill,  New 
South  Wales.  The  ores  containing  lead  carbonate,  chloride  and 
iodide  of  silver,  embolite  and  native  silver  are  first  concentrated,  and 
the  tailino-s  which  contain  a  considerable  amount  of  silver  compounds, 
arc  extracted  in  the  large  American  vats  to  be  subsequently  described, 
with  sodiam  thiosulphate  solution,  which  dissolves  the  chloride  and  a 
part  of  the  iodide  of  silver.  The  silver  is  precipitated  from  the  liquors 
with  sodium  sulphide,  the  precipitate  dried,  roasted  in  a  small  rever- 
beratory  furnace,  and  thrown  into  a  lead  bath. 

As  silver  iodide  only  dissolves  incompletely  in  thiosulphate 
solution,  roasting  the  ores  with  salt  in  a  Howell  furnace  has  been 
recently  introduced,  and  in  this  way  not  only  is  the  iodide  converted 
into  chloride  but  any  native  silver  is  chloridised  and  the  ores  are 
rendered  more  spongy.  From  ores  treated  in  this  way  and  containing 
20  ounces  of  silver  per  ton,  80  per  cent,  of  the  silver  present  is 
extracted  with  thiosulphate.  The  Howell  furnace  roasts  30  tons  of 
ore  in  24  hours. 

A  similar  process  is  in  use  at  Cerrogordo  in  Chili,^  where  the 
-ores  treated  contain  Ol  per  cent,  of  silver,  mostly  present  as  chloride 
and  0-0001  per  cent,  of  gold.  They  are  finely  ground  in  ball  mills 
and  then  roasted  with  8  per  cent,  of  salt  in  a  Howell  furnace.  The 
Howell  furnace  is  27  feet  long,  5  feet  in  diameter  in  the  wider  portion, 
and  4  feet  4  inches  in  the  narrower  part,  with  a  lining  5  inches  thick. 
From  85  to  38  tons  of  ore  can  be  roasted  in  24  hours,  the  furnace 
making  from  |  to  1  revolution  per  minute.  The  roasting  renders  the 
chlorides  spongy  and  partially  chloridises  any  compounds  of  silver 
present.  The  roasted  ore  is  extracted  for  6  hours  with  a  1  per  cent, 
solution  of  sodium  thiosulphate,  60  to  80  per  cent,  of  the  silver  con- 
tent and  60  per  cent,  of  the  gold  being  obtained  in  solution.  The 
1  (hnehling,  Oesterr.  Zeitschr.  fiir  Benj.-  nnd  Hiitttniresen,  1893,  No.  37. 
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extraction  is  conducted  in  wooden  vats  14i  feet  long,  12  feet  broad, 
and  3  feet  deep,  with  false  bottoms  of  wood  covered  with  sacking. 

The  silver  and  gold  are  precipitated  from  the  liquors  as  sulphides 
by  an  addition  of  sodium  sulphide,  the  precipitating  vats  being 
wooden  vessels  of  the  same  dimensions  as  the  solution  vats.  The 
precipitated  sulphides  are  sold  to  smelting  works  in  Europe.  Trials 
with  the  Eussell  solution  (sodium-copper  thiosulphate)  have  not  given 
favourable  results,  but  potassium  cyanide  solutions  form  very  good 
solvents  for  the  silver. 

In  order  to  obtain  the  silver  from  ores  in  which  it  is  present  as 
sulphide,  or  as  sulphide  mixed  with  arsenic  and  antimony  sulphides, 
the  crushed  and  dried  ore  is  roasted  with  salt,  the  roasted  ore 
extracted  with  a  solution  of  sodium  thiosulphate,  and  the  silver 
precipitated  as  sulphide.  The  precipitated  sulphide  is  dried  and 
either  put  into  a  lead  bath  direct  or  after  previous  roasting. 

At  the  smelting  works  in  the  United  States^  which  possess  the 
most  recent  and  improved  plant  for  the  Patera  process,  the  ores  rtxe 
treated  in  the  same  way  as  in  the  amalgamation  by  the  Reese-River 
process,  being  crushed,  dried,  and  then  further  broken  up  to  the 
proper  size  by  rolls  or  stamps.  The  plant  is  arranged  in  terraces 
to  diminish  the  cost  of  conveyance  from  one  apparatus  to  another. 
The  ores  are  first  emptied  on  to  an  inclined  grid  or  grizzly,  the  larger 
pieces,  that  cannot  fall  through,  passing  on  to  the  stone  breaker  and 
being  added  to  the  remainder  after  crushino-.  The  crushed  ore  is 
dried  either  in  revolving  iron  cylinders  or  in  a  Stetefeldt  drying 
furnace  and  the  dried  ore  is  tlien  finely  crushed  either  in  stamps  or 
in  rolls,  Krom  rolls  having  been  found  to  sive  the  best  results  in  the 
States.  The  usual  arrangement  is  to  employ  two  sets  of  rolls,  one 
below  the  other,  the  capacity  of  the  two  sets  being  from  35  to  40 
tons  in  24  hours.  As  to  whether  rolls  or  stamps  are  used  depends 
upon  the  nature  of  the  ore,  rolls  being  used  for  preference  if  the 
nature  of  the  ores  allows  it.  Certain  ores,  however,  particularly  those 
containing  large  amounts  of  galena  and  zinc  blende,  require  to  be 
reduced  to  very  fine  powder  in  order  to  get  a  complete  chloridising, 
and  this  can  only  be  done  by  using  stamps.  A  few  trials  will  soon 
show  which  method  of  crushing  should  be  adopted.  Californian 
dry  stamps  are  always  used  when  the  use  of  stamps  is  indicated. 

The  chloridising  roasting  is  carried  out  in  the  same  way,  and  in 

1  Carl  A.  Stetefeldt,  The  Lixiviation  of  Silrer  Ores  icith  Hypo-fu/phite  Solutions, 
irith  Sptdal.  Referewe  to  the  Ru>isell  Process,  New  York,  1888.  "  Notes  on  the  Hydrb" 
Metallurgy  of  Silver,"  C.  H.  Aaron,  Ei'jkfh  Ann.  Rep.  of  the  State  Minera/ogisf, 
Saci-a:nento,  18SS. 
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similar  furnaces  (reverberatory  with  fixed  hearths,  revolving  cyhnders^ 
or  Stetefeldt  furnaces)  as  in  the  chloridising  roasting  which  precedes 
the  amalgamation  process. 

The  Hofrnann  revolving  cylinder  furnace  should  be  mentioned 
here.  This  has  a  fireplace  and  a  flue  at  each  end  of  the  revolving 
cylinder,  and  the  flues  as  well  as  the  openings  for  the  admission  of 
air  to  the  fires,  have  adjustable  dampers.  By  this  arrangement  the 
direction  of  the  flames  can  be  reversed  and  an  even  heating  of  the 
material  ensured.  The  arrangement  of  the  furnace  is  shown  in  Figs. 
511-513,  where   t,  t  are   the  fireplaces  at  the   ends  of  the  cylinder, 


i,  i  the  flues  with  dampers  s,  v  the  charging  hopper,  and  k,  k  flue-dust 
chaiiibers  through  which  the   waste  gases  pass  on  their  way  to  the 

chimney. 

Bruckner  furnaces,  and  more  recently  Stetefeldt  furnaces  in 
particular,  are  also  used  for  the  chloridising  roasting.  From  3  to  10 
per  cent,  of  salt  is  added  according  to  the  character  of  the  ores,  and 
to  ores  poor  in  sulphides  some  pyrites  is  added.  With  ores  con- 
.taining  lead  the  temperature  during  the  roasting  is  kept  as  low  as 
possibte  in  order  to  avoid  the  fusion  of  lead  chloride  and  sulphate 
with  the  ore,  and  the  formation  of  lead  silicate.     The  lead  must,  as 
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far  as  possible,  be  converted  into  chloride,  as  this  can  be  dissolved 
out  with  hot  water,  whilst  lead  sulphate  cannot  be  so  extracted. 

At  the  Bertrand  Mill,  Nevada,  Bruckner  furnaces  19  feet  long 
and  7  feet  diameter  are  used.  They  are  rotated  by  the  friction 
between  the  three  sets  of  rotatuig  wheels  on  which  they  rest  and  the 
iron  friction  rings  that  surround  the  cylinder.  Each  furnace  holds  5 
tons,  requiring  10  hours  for  roasting,  and  3  cords  of  wood  are  burnt 
for  each  furnace  in  24  hours.  The  roasted  mass  is  allowed  to  rest 
for  24  hours  in  order  that  the  after-chJoridising  may  take  place. 
One  man  can  attend  to  two  cylinders  during  a  shift. 

The  flue  dust  obtained  also  undergoes  a  chloridising  roasting  in 
a  Bruckner  furnace. 

The  Stetefeldt  furnace  treats  up  to  70  tons  of  ore  in  2-i  hours  and 
may  be  recommended  for  use  in  the  Patera  process  as  it  was  for  the 
amalgamation  method. 

The  Extractiox  of  Soluble  Compounds  of  Base   Metals    by 

Means  of  Water 

In  the  ores  which  have  underg-one  a  chloridisinsr  roastingr,  certain 
salts  of  the  base  metals  will  be  found  which  are  soluble  in  water, 
chiefly  sulphates  and  chlorides  of  copper,  iron  and  zinc,  as  well  as 
lead  chloride.  These  must  be  got  rid  of  before  extracting  with 
sodium  thiosulphate,  otherwise  the  metals  will  be  thrown  down  as 
sulphides  in  the  subsequent  precipitation  of  the  silver,  and  in  this 
way  will  contaminate  the  silver. 

The  roasted  material  is  consequently  extracted  with  water  before 
being  treated  with  thiosulphate  solution,  both  operations  being- 
conducted  in  the  same  vessel,  the  freshly  roasted  material  being 
charged  in  and  only  discharged  after  the  extraction  of  the  silver. 
If  the  Russell  process  is  being  used,  the  after  extraction  with  sodium- 
copper  thiosulphate  is  carried  out  in  the  same  vessel. 

The  vats  in  wdiich  the  operation  is  carried  out  are  generally 
Avoodeu  vessels  with  false  bottoms,  cement  tanks  being  occasionally 
used.  The  construction  of  these  vats  has  undergone  considerable 
alterations  in  America  in  recent  times,  large  vats  holding  .50  tons 
being  used  in  place  of  the  small  10  ton  vats  formerly  used,  it  haviDg 
been  found  that  the  extraction  can  be  carried  on  just  as  perfectly  in 
the  larger  vessels.  The  diameter  has  been  increased  from  8  or  10 
to  16|  feet  and  the  depth  from  3  to  from  5  to  7  feet.  The  passage 
of  the  solution  through  the  ore  pulp  can  be  hastened  by  the  pro- 
duction of  a  vacuum  by  using  a  Korting's  injector  (Stetefeldt),  this 
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arrangement   allowing  of  the  extracting    liquid  being   continuously 
circulated  through  the  layer  of  ore. 

The  details  of  a  recent  form  of  extraction  vat  worked  in  this  way 
are  shown  in  Fi^s.  514  to   517.     The  sides  are  of  staves  8  inches 


thick  and  the  bottom  is  4  inches  thick,  the  joints  being  made  with 
white  lead,  -which  is  not  attacked  by  thiosulphate  solutions.  The 
vessel    is    hooped    with    round    iron    1^    inches  diameter,  joined  at 
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the  ends  as  shown  in  Fig.  514.  The  bottom  of  the  filter  is  covered 
with  woven  matting  (x,  Fig.  517)  over  which  the  filter  proper  of 
canvas  is  laid.  These  two  layers  rest  on  wooden  laths  (z,  Fig.  516) 
I'o  inches  high  and  1  inch  broad,  fixed  to  the  bottom  of  the  vat, 
1  inch  apart,  by  iron  bolts  set  in  white  lead. 

In  order  to  allow  of  the  circulation  of  the  liquid  at  the  bottom  of 
the  filter,  pieces  3  inches  broad  and  h  inch  wide  are  cut  out  of 
the  wooden  laths  (v,  v,  Fig.  517),  and  the  laths  do  not  reach  quite  to 
the  sides  of  the  vat,  an  interval  of  Ih  inches  being  left.  In  this 
space  the  hoop  r,  r  is  laid,  which  is  made  of  wooden  laths  1|  inches 
high  and  1  inch  broad.  In  order  to  render  all  tight,  a  stout  hemp 
rope  is  driven  round  at  s.  The  woven  matting  covers  the  laths  and 
the  rim,   whilst   the   canvas   filter  is  made  about  G  inches  larger  in 
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Fig.  51V. 


diameter  than  the  vat,  the  projecting  portion  being  pressed  against 
the  bottom  and  sides  of  the  vessel  by  the  rope  s. 

The  ore  to  be  extracted  is  brought  along  a  line  of  rails  running 
above  the  vat  and  tipped  into  it  from  the  waggons.  The  lixiviating 
liquor  is  either  run  over  the  top  from  a  spout  or  pipe,  or  else  intro- 
duced from  below  through  indiarubber  hose,  and  the  liquors  are  run 
off  through  an  iron  pipe  in  the  centre  of  the  bottom  provided  with 
indiarubber  hose  (u  and  t,  Fig.  514),  which  can  be  clamped  when  it 
is  necessary  to  stop  the  flow  of  liquid. 

The  liquors  flow  from  lo  into  the  gutter  g,  and  the  pipe  t  is  con- 
nected with  a  Korting's  injector,  by  which  a  partial  vacuum  may  be 
maintained  in  the  space  below  the  false  bottom,  and  the  filtration 
thus  hastened.  When  using  the  injector  the  liquor  may  be  either  run 
into  the  trough  g,  or,  by  closing  the  tap  m,  may  be  forced  up  into  the 
trough/,  from  whicli  it  is  again  run  into  the  vat.  The  vat  is  either 
emptied  by  shovelling  the  residue  into  the  spouts  a,  a,  down  which 
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it  falls  into  waggons  underneath,  or  it  may  be  emptied  through  an 
opening  reaching  down  to  the  filter,  or  by  sluicing  out  the  residue 
with  water  through  the  smaller  opening  h. 

The  vats  are  filled  to  such  an  extent  that  there  is  a  space  12 
inches  deep  from  the  upper  edge  to  the  surface  of  the  ore. 

If  plenty  of  water  is  available  and  there  is  no  danger  of  bringing 
silver  chloride  into  solution,  or  if  any  silver  chloride  which  is  dissolved 
can  be  easily  recovered  without  being  contaminated  with  any  great 
quantity  of  impurity,  then  the  water  is  run  on  to  the  ore  from  above. 
If,  however,  water  is  scarce,  and  it  is  desired  to  collect  any  dissolved 
silver  chloride  in  the  vat  itself,  then  the  water  is  introduced  below 
the  filter,  and  rises  up  through  the  ore  mass. 

In  the  former  case,  the  exit  of  the  vat  is  closed  and  water  run 
in  until  the  vessel  is  full,  the  exit  pipe  is  then  opened  and  water 
allowed  to  flow  through  the  mass  until  the  liquid  flowing  away  does 
not  give  any  precipitate  with  sodium  sulphide,  indicating  that  all 
the  soluble  salts  have  been  extracted. 

When  the  water  is  introduced  from  below  it  is  allowed  to  flow  in 
until  it  covers  the  top  of  the  layer  of  ore.  It  is  then  allowed  to  run 
back  through  the  ore,  and  fresh  water  is  simultaneously  run  in  from 
the  top  until  the  soluble  salts  are  washed  out.  In  this  way  the 
dilution  caused  by  the  fresh  water  precipitates  any  chloride  of 
silver  and  some  of  the  lead  chloride  in  solution  in  the  brine,  in  the 
body  of  the  ore  mass,  this  acting  as  a  filter.  This  method  of  extrac- 
tion, though  retaining  the  silver  chloride  which  has  been  dissolved  by 
the  brine  in  the  vat,  has  the  disadvantage  of  also  precipitating  among.st 
the  ore,  lead,  antimony  and  cuprous  chloride  if  copper  is  present,  so 
that  the  silver  sulphide  ultimately  obtained  will  be  contaminated 
with  these  metals.  Stetefeldt  prefers,  therefore,  to  run  in  the  water 
from  the  top,  and  to  precipitate  the  silver  in  solution  separately,  only 
using  the  bottom  method  when  very  little  water  is  available. 

Cold  water  is  best  for  washing,  as  hot  water  dissolves  too  much  of 
the  various  chlorides  and  thus  increases  tlie  amount  of  dissolved  silver 
chloride.  If  the  wash  water  only  contains  a  little  silver  it  is  allowed 
to  run  to  waste,  otherwise  it  is  precipitated  by  diluting  the  washings 
or  by  the  addition  of  calcium  or  sodium  sulphide.  In  the  first  method 
very  large  vessels  are  required,  and  the  process  is  in  consequence  not 
to  be  recommended.  The  second  method  should  be  used  if  the 
water  is  alkaline  from  dissolved  quicklime,  as  in  this  case  only  small 
quantities  of  base  metals  are  precipitated,  and  a  tolerably  pure  silver 
sulphide  is  thrown  down. 

If  the  washings  contain  copper,  Stetefeldt  recommends  the  use  of 
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iron  as  a  precipitant ;  this  precipitates  copper,  which  in  its  turn 
throws  down  the  silver  and  goes  into  solution,  only  to  be  again 
precipitated  by  the  excess  of  iron  present. 

The  Lixiyiation  of  the  Silver  with  Sodiu-M  Thiosulphate 

Solution 

After  the  treatment  witli  water,  sodium  thiosulphate  solution  is 
run  into  the  vat  as  soon  as  the  water  has  sunk  below  the  surface  of 
the  ore.  This  first  forces  the  w^ater  out  of  the  vat,  and  as  soon  as 
thiosulphate  begins  to  run  out,  the  solution  is  led  into  the  precipi- 
tating vats. 

Sodium  thiosulphate  has  the  formula  y&S.-f)..  +  oHoO  and  it 
forms  two  double  salts  w^th  silver,  viz. : — - 

2  Xa.jS^Oo.  Ag.2S.,03  and  NaoS^Og,  AgoS^Og, 

the  first  of  these  being  more  soluble  in  water  than  the  second. 

Sodium  thiosulphate  solution  is  only  very  slowly  decomposed  on 
exposure  to  the  air,  taking  up  oxygen  and  becoming  converted  into 
sodium  sulphate. 

The  solution  of  chloride  of  silver  in  sodium  thiosulphate  solutiuu 
generally  proceeds  according  to  tlie  e(iuation  : — 

2AgCl  +  SNa^SA  =  Ag,S,03,  2Xa,S,0j  +  2^aCl, 

one  part  by  weight  of  crystallised  thiosulphate  (Na2S203  +  .5HoO) 
dissolving  0*48o  part  of  silver  chloride,  corresponding  to  0  365  part 
of  metallic  silver. 

Sodium  thiosulphate  solutions  also  dissolve  metallic  silver  and 
gold,  oxide,  arseniate  and  antimoniate  of  silver  as  w^ell  as  silver 
chloride.  According  to  Russell's  researches,  1  litre  of  sodium  tliio- 
sulphate  solution  at  the  ordinary  temperature  dissolves  O'Oo  gram 
of  metallic  silver,  and  the  solvent  power  is  the  same  whether  the 
solution  contains  10,  25,  100,  150,  200  or  250  grams  of  the  salt. 
Increase  of  temperature  increases  the  solvent  capacities  of  the  solu- 
tion, a  solution  containing  from  50  to  100  grams  of  the  salt  dissolving 
O'l  gram  of  silver  at  54'"  C. 

A  litre  of  a  similar  solution  dissolves  0-0002  gram  of  metallic 
gold,  the  gold  forming  a  double  salt  of  the  formula : — 

3Na.,S,03,  AuS.Og  +  4H,0. 

Silver  oxide  also  dissolves  with  formation  of  a  doitble  salt : — 

SNa^SoOg  +  Agp  +  H,0  =  2l!^SiSf>.„  AgS.P-,  +  2NaH0, 

one  part  of  solid  thiosulphate  dissolving  0'2  of  silver. 
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According  to  Russell,  silver  arseniate  (AggAsO^),  wliich  dissolves 
best  in  warm  solutions,  is  dissolved  to  the  extent  of  0'2  part  of  silver 
for  1  part  of  crystallised  sodium  tbiosulphate.  According  to  the  same 
authority,  silver  antimoniate,  which  like  the  arseniate  is  dissolved 
more  easily  by  warm  solutions,  requires  1  part  of  tbiosulphate  for  the 
solution  of  every  0'05  jjart  of  silver  in  it.  The  solubility  of  arseniates 
and  antimoniates  is  considerably  lessened  by  the  presence  of  caustic 
soda  in  the  liquors. 

Of  the  various  other  bodies  present  in  the  ores,  copper  is 
dissolved  in  very  similar  proportions  to  silver.  Copper  carbonate  is 
also  soluble,  whilst  the  carbonates  of  lead,  iron  manganese,  zinc  and 
calcium  are  insoluble.  Cuprous  hydrate  is  soluble,  but  cupric 
hydrate  and  cupric  oxide,  as  well  as  the  oxides  and  hydrates  of  iron 
manganese  and  zinc,  ai'e  not.  Cupric  chloride  dissolves  with  the 
formation  of  a  double  salt. 

Lead  sulphate  dissolves  with  the  production  of  the  double  salt 
2Na2S203,PbS203,  its  solubility  varying  with  the  strength  and  tem- 
perature of  the  solution. 

Calcium  sulphate  dissolves,  forming  sodium  sulphate  and  sodium- 
calcium  tbiosulphate,  cold  dilute  solutions  of  sodium  tbiosulphate 
dissolving  it  more  readily  than  hot  and  concentrated  ones. 

Quicklime  is  soluble,  caustic  soda  and  sodium-calcium  tbio- 
sulphate being  produced.  It  is  soluble  in  tbiosulphate  solutions  to 
the  same  extent  as  in  pure  water. 

The  solubility  of  silver  chloride  in  sodium  tbiosulphate  solutions 
is  diminished  by  the  presence  of  lead  and  sodium  sulphates,  and 
particularly  by  caustic  alkalies  and  alkaline  eartbs. 

Lead  sulphate  forms  the  double  salt  previously  mentioned, 
thus  diminishing  the  amount  of  the  solvent  present. 

Sodium  sulphate  does  not  diminish  the  solvent  capacity  of 
tbiosulphate  solutions  for  silver  chloride  to  the  same  extent  as 
caustic  lime  and  caustic  soda.  A  solution  of  sodium  tbiosulphate 
containing  I'o  per  cent,  of  the  crystallised  salt  had  its  solvent 
capacity  reduced  by  6  per  cent,  when  2  per  cent,  of  sodium  sulphate 
was  present,  or  by  8  per  cent,  when  5  per  cent,  of  sulphate  was 
dissolved  in  it. 

The  presence  of  0"5  per  cent,  of  caustic  soda  in  tbe  tbiosulphate 
liquor,  according  to  Russell,  diminishes  its  capacity  for  dissolving 
silver  chloride  by  30  per  cent,  and  0'5  per  cent,  of  lime  diminishes  it 
by  11  to  24  per  cent. 

The  injurious  action  of  caustic  alkalies  and  alkaline  earths  is  due 
to  their  lessening  the  tendency  of  silver  to  form  double  salts,  and  in 
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the  case  of  roasted  ores  containing  lead  they  act  injuriously  by 
precipitating  lead  hydrate.  In  the  chloridising  roasting,  any  lead 
present  is  converted  partly  into  chloride  and  partly  into  sulphate,  and 
the  greater  part  of  the  lead  chloride  is  dissolved  in  the  extraction 
with  water,  the  lead  sulphate  remaining  undissolved.  Sodium 
thiosulphate  solution  dissolves  both  bodies,  and  if  alkalies  or 
alkaline  earths  are  present  they  precipitate  lead  hydrate  from  this 
solution  as  a  dense  precipitate  insoluble  in  thiosulphate  which  coats 
the  particles  of  silver  chloride  and  prevents  its  solution  in  the 
thiosulphate  liquor.  The  presence  of  alkalies  and  alkaline  earths 
may  be  due  to  the  presence  of  calcium  carbonate  in  the  ores, 
which  is  partially  converted  into  c|uicklime  in  the  roasting,  or  to 
the  sodium  sulphide  used  for  the  precipitation  of  the  silver  con- 
taining an  excess  of  caustic  alkali,  or  to  an  excess  of  caustic  lime 
having  been  used  in  precipitating  the  lead,  or  to  the  presence  of 
metallic  silver  or  oxygen  compounds  of  silver  in  the  ore,  in  which 
case  caustic  soda  is  formed  during  the  lixiviation. 

The  solution  of  sodium  thiosulphate  is  preferably  used  cold,  as 
hot  solutions  not  only  decompose  more  rapidly,  but  also  dissolve 
larger  amounts  of  the  salts  of  the  base  metals.  In  the  case  of  rich 
ores  the  thiosulphate  liquors  contain  not  more  than  2|  per  cent,  of 
the  solid  salt,  and,  with  poor  ores  containing  large  quantities  of  base 
metals,  not  more  than  1  per  cent. 

The  solvent  is  allowed  to  percolate  through  the  ore  until  silver 
can  no  longer  be  detected  in  the  issuing  liquors.  Calcium  sulphide 
precipitates  base  metals  as  well  as  silver  from  the  thiosulphate  solu- 
tion, so  that  the  production  of  a  precipitate  on  the  addition  of  this 
reagent  is  not  a  proof  of  the  presence  of  silver  in  solution.  Hofmann 
recommends  that  the  precipitate  be  dissolved  in  nitric  acid  salt  or 
hydrochloric  acid  being  added  to  precipitate  silver  and  lead  chlorides, 
the  precipitate  being  then  boiled  with  water  when  lead  chloride 
dissolves  and  silver  chloride  remains.  If  there  is  any  residue,  or  if 
the  liquid  is  milky,  silver  is  still  present  in  tiie  ore,  A  better  method 
is  to  assay  the  ore  which  is  undergoing  extraction  and  ascertain  what 
amount  of  silver  still  remains  in  it. 

The  time  necessary  for  the  extraction  depends  upon  the  silver  con- 
tent of  the  ore  and  the  amount  of  clayey  material  in  it,  which 
governs  the  rate  of  flow  of  the  solvent  liquid  through  the  mass  of 
ore.  It  varies  from  6  to  30  hours  for  each  vat.  After  extraction  the 
mass  is  washed  with  water,  the  wash  water  being  run,  together  with 
the  liquor,  into  the  precipitation  tanks.  The  residues  are  usually 
worked  down  to  4  ounces  of  silver  per  ton. 
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The  Precipitation  of  the  Silver  from  the  Thiosulphate 

Liquors 

In  addition  to  silver  the  thiosulphate  liquors  usually  contain  lead, 
copper,  gold,  antimony,  arsenic  and  calcium.  The  other  metals,  such 
as  zinc,  iron,  and  manganese,  are  removed  by  washing  with  water. 
The  lead  in  the  liquors  is  chiefly  present  as  sulphate,  as  the  greater 
part  of  the  chloride  will  have  been  removed  in  the  washing  with 
water. 

If  there  is  a  large  quantity  of  lead  in  the  liquors,  it  is  advisable 
to  precipitate  it  as  carbonate  before  precipitating  the  silver  as  sulphide. 
Sodium  carbonate  suggested  by  Russell  as  a  precipitant  for  lead  will 
not  precipitate  either  copper  or  silver  from  thiosulphate  solutions. 
Calcium  however  is  precipitated  as  carbonate,  so  that  this  reagent 
cannot  be  used  when  calcium  thiosulphate  has  been  used  as  the 
solvent,  or  when  calcium  sulphide  is  to  be  employed  for  the 
precipitation  of  the  silver.  If  the  lead  is  not  got  rid  of  before 
precipitating  the  silver,  it  is  thrown  down  with  it  as  sulphide. 

The  precipitation  of  the  silver  in  the  liquors  is  effected  by  the 
addition  of  a  solution  of  sodium  sulphide,  whereby  silver  sulphide 
is  precipitated,  and  sodium  thiosulphate  regenerated  according  to  the 
equation  : — 

■^g^A^S'  SNagS^O.  +  Na,S  =  Ag,S  +  3Na.2S,03. 

Gold  and  copper  and  any  salts  of  the  heavy  base  metals  are  also 
precipitated  with  the  silver.  No  more  sodium  sulphide  should  be 
used  than  is  necessary  to  precipitate  the  metals,  as  the  liquors  are 
used  over  again  for  the  extraction  of  fresh  ore,  and  if  they  contain 
sodium  sulphide  some  of  the  dissolved  silver  will  be  precipitated 
and  in  this  way  lost.  Any  sodium  sulphide  in  the  liquor  must  there- 
fore be  destroyed  by  the  addition  of  fresh  argentiferous  thiosulphate 
liquors.  Sodium  sulphide  may  also  be  converted  into  thiosulphate 
by  passing  sulphur  dioxide  through  the  liquor,  sulphur  being  j^recipi- 
tated  at  the  same  time. 

The  precipitating  vats  for  these  various  operations — the  precipi- 
tation of  sulphides  from  the  wash  water,  of  lead  carbonate  from  the 
liquors,  or  of  silver  sulphide  from  the  same,  are  arranged 
similarly  in  each  case.  They  are  wooden  vats  about  10  feet  in 
diameter  and  8h  feet  deep,  and  the  contents  can  be  stirred  with 
wooden  paddles  during  the  precipitation,  or  mechanical  agitators  may 
be  used.  The  liquor  lying  above  the  precipitate  is  drawn  off  after 
each  precipitation  by  means  of  a  movable  elbow  pipe  inside  the  vat. 
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This  is  so  arranged  that  the  mouth  can  be  gradually  lowered  in  the 
vat,  the  liquor  running  off  through  a  fixed  pipe  connected  with  it 
and  terminating  outside  the  vat.  Instead  of  this  arrangement,  which 
is  constructed  of  iron  pipe  coated  with  asphalte,  an  indiarubber  hose 
pipe  may  be  used,  the  end  in  the  vat  being  raised  or  lowered,  and 
the  other  end  terminating  outside  the  vat.  The  precipitated 
sulphides  left  after  the  liquors  have  been  drawn  off  are  sluiced  out 
of  the  vat  by  a  jet  of  water,  being  run  off  through  an  iron  pipe 
coated  with  asphalte  at  the  bottom  of  the  vat. 

Figs.  518  and  519  show  the  arrangement  of  a  precipitating  vat 
with  exit  pipe  of  iron  ab,  the  arm  h  passing  through  a  stuffing  box  x 
in  the  side  of  the  vat,  and  being  con-  , 

nected  with  the  discharge  pipe  c.  By 
means  of  the  lever  d,  the  elbow  tube 
and  the  portion  a  can  be  moved  through 
an  angle  of  90°  from  the  vertical,  so 
that  the  liquid  can  be  drawn  off  from 
any  depth,  the  pipe  being  fastened  at 
the  required  angle  by  the  lever  d  and 
quadrant  /. 

If  the  lead  is  to  be  precipitated  by 
soda  before  the  sulphide  of  silver  is 
thrown  down,  a  duplicate  vat  similarly 
arranged  must  be  ^Drovided. 

In  precipitating  the  silver,  sodium 
sulphide  is  added  whilst  the  liquor  is 
constantly  stirred,  until  a  sample  with- 
drawn from  the  vat  gives  only  a  very 
faint  precipitate  with  sodium  sulphide. 

The  precipitate  is  allowed  to  settle, 
the  clear  liquor  drawn  off  as  indicated 

above,  fresh  liquor  allowed  to  run  in,  and  the  process  repeated,  the 
precipitate  being  only  removed  at  intervals  of  several  days  or  a  week. 

The  sodium  sulphide  is  made  from  caustic  soda  and  sulphur. 
Caustic  soda  is  dissolved  in  an  equal  weight  of  water  in  an  iron  pot, 
and  powdered  sulphur  is  thrown  in  little  by  little,  the  solution  being 
heated  to  80^  C.  The  addition  of  sulphur  causes  the  liquid  to 
increase  to  twice  or  thrice  its  original  bulk,  so  that  at  the  be- 
ginning the  pot  must  not  be  more  than  a  quarter  full.  The  sulphur 
dissolves  in  a  few  minutes,  100  parts  of  caustic  soda  requiring  66  of 
sulphur. 

The  sodium  sulphide  thus  produced  is  run  off  in  the  liquid  state, 
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and  cast  into  moulds  in  which  it  solidifies,  and  it  is  either  dissolved 
immediately  or  kept  for  subsequent  use. 

The  amount  of  sodium  sulphide  used  depends  upon  the  amount 
of  silver  and  base  metals  in  the  liquor,  the  average  amounts  at  various 
works  in  the  States  being  1  to  1-25  parts  of  sulphur  (and  caustic  soda 
in  the  above  proportion)  for  every  part  of  silver  extracted. 

The  liquor,  after  precipitation  of  the  sulphides,  is  used  again  for  a . 
further  extraction,  but  as  it  has  been  diluted  by  the  wash  water,  an 
addition  of  sodium  thiosuliDhate  is  made  to  it  to  bring  it  up  to  the 
proper  strength  as  well  as  to  make  up  for  the  inevitable  loss. 

The  total  amount  of  thiosulphate  used  for  the  Patera  process  is 
very  small,  being  in  general  between  2  and  4i  lbs.  per  ton  of  ore. 

The  Treatment  of  the  Precipitated  Silver  Sulphide 

The  precipitate  of  metallic  sulphides  is  generally  sluiced  out 
of  the  vats  into  a  pressure  vessel  and  freed  from  its  adhering 
liquid  by  treatment  in  a  filter  press.  It  is  then  dried,  but  the 
temperature  must  not  be  allowed  to  rise  to  the  point  of  ignition  of 
the  sulphides,  and  Stetefeldt  has  accordingly  devised  a  drying 
chamber  heated  by  the  circulation  of  steam  through  iron  pipes. 

The  dried  sulphides  are  then  roasted  in  a  reverberatory  or  muffle 
furnace  and  brought  into  a  red-hot  lead  bath  contained  in  a  cupella- 
tion  furnace.  The}'  may  also  be  charged  into  the  bath  of  red-hot 
lead  without  previous  roasting,  the  lead  bath  being  either  contained 
in  a  cupellation  furnace  or  a  reverberatory  furnace,  or  in  an  iron  pot 
as  at  Kapnik,  Hungary.  The  product  is  either  a  rich  lead  which  is 
cupelled,  or  hlicksi/hcr  if  the  German  cupellation  hearth  has  been  used. 

The  roasted  sulphides  have  also  been  melted  in  plumbago  cruci- 
bles with  iron  and  borax,  but  in  this  way  a  matte  is  produced  which 
contains  a  considerable  amount  of  silver. 

According  to  the  nature  of  the  ore,  the  Patera  process  extracts 
from  70  to  90  per  cent,  of  its  silver  content. 

The  yield  of  silver  is  increased  if  the  Patera  process  is  combined 
with  the  Russell  process,  to  be  described  later.  Such  a  combination 
was  being  used  when  the  author  visited  the  Marsac  Mill,  near  Park 
City,  Utah  (see  description  of  the  Russell  process).  The  combination 
of  this  method  with  the  Augustin  process  practised  at  Kapnik  in 
Hungary  has  alread}'  been  described  on  page  712. 

The  Kiss  Process 
In  this  process  a  solution   of  calcium   thiosulphate  is   used  for 
extracting  the  ores  after  a  chloridising  roasting,  the  silver  being  pre- 
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cipitated  from  the  liquors  by  calcium  sulphide,  calcium  thiosulphate 
being  thus  regenerated.  This  process  is  carried  out  in  the  same  way 
as  the  Patera  process,  similar  plant  being  used. 

The  solution  of  the  silver  chloride  proceeds  according  to  the 
equation  : — 

3CaS,03  +  2  AgCl  =  Ag,Ca,(S,03)3  +  CaCl,. 

In  this  process  any  lead  dissolved  in  the  thiosulphate  liquors  cannot 
well  be  precipitated  by  sodium  carbonate,  as  this  would  also  throw 
down  the  lime  ;  neither  is  an  after  extraction  with  sodium-copper 
thiosulphate  (Russell's  method)  possible. 

The  solvent  capacity  of  calcium  thiosulphate  for  silver  chloride  is 
somewhat  smaller  than  that  of  sodium  thiosulphate,  being,  according 
to  Russell,  in  the  ratio  of  91"5  :  100  for  Ih  per  cent,  solutions. 

Calcium  thiosulphate  solutions  also  decompose  more  rapidly  than 
those  of  the  sodium  salt,  taking  up  oxygen  from  the  air  and  formino- 
calcium  sulphate. 

The  thiosulphate  is  produced  by  passing  sulphur  dioxide  into  solu- 
tions of  calcium  sulphide,  the  latter,  (polysulphide),  being  made  by 
dissolving  powdered  sulpliur  in  lime  water.  For  this  purj)ose  quick- 
lime is  dissolved  in  boiling  water,  and  for  every  1" 5  parts  of  lime 
1  23art  of  crushed  roll  sulphur  is  added,  the  process  being  finished 
after  3  or  4  hours  boiling,  the  reaction  being  : — • 

3CaO -F- 1 2S  =  2CaS, -h  CaS.Og. 

As  a  rule,  the  plant;  for  the  concentration  of  the  liquors,  the 
precipitation  of  the  silver,  and  the  working  up  of  the  silver  jDrecipitate 
is  similar  to  that  used  in  the  Patera  process. 

The  Patera  process  is  on  the  Avhole  preferable  to  the  Kiss  process, 
particularly  as  it  allows  of  an  after  extraction  of  the  material  with 
sodium-copper  thiosulphate  solutions. 

The  Kiss  process  is  in  use  at  some  works  in  the  neighbourhood  of 
Nagybanya  in  Hungary,  in  the  United  States,  and  in  Mexico. 

The  Russell  Process 

In  this  process  the  silver  present  in  the  ore  as  simple  sulphide, 
or  in  combination  with  arsenic  and  antimony  sulphides,  or  as 
arseniate  or  antimoniate,  as  well  as  that  present  in  the  metallic 
state,  together  with  any  gold,  is  dissolved  by  a  solution  of  sodium- 
copper  thiosulphate.  From  this  solution  the  silver  is  precipitated 
by  sodium  sulphide,  and  the  sulphide  precipitate  worked  up  for 
metallic  silver  and   copper  suljDhate.     Calcium   thiosulphate   cannot 
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be  useJ,  as  it  is  precipitated  by  sodium  carbonate,  and  would  be 
thrown  down  in  the  jjrecipitation  of  the  lead  in  the  liquor  by  this 
reagent. 

The  process  has  not  yet  come  into  use  tor  raw  ores,  though  it  is 
used  at  some  American  works  as  an  auxiliary  to  the  Patera  process, 
the  extraction  with  sodium  thiosulphate  being  followed  by  an  extrac- 
tion with  the  sodium-copper  salt,  any  silver  or  gold  in  the  metaUic 
state,  or  any  sulphide,  arseniate,  or  antimoniate  of  silver  being  dis- 
solved by  the  latter  substance.  Silver  chloride  is  not  dissolved  by 
sodium-copper  thiosulphate. 

There  are  several  sodium-copper  thiosulphates,  and  they  are 
obtained  by  mixing  solutions  of  sodium  thiosulphate  and  copper 
sulphate  ;  these  double  salts  separate  as  yellow  precipitates,  when 
solutions,  not  too  dilute,  of  the  two  salts  are  mixed.  The  salt 
obtained  in  this  way  by  Lenz  has  the  following  formula  : — 

2Na,S.,03,3Cu,S.303  +  5H,0, 

and  is  formed  according  to  the  equation  : — 

llNa2S203+6CuSO^=2Na.,S203,3Cu,SA  +  6Na,SO,-F3Na2S,0,. 

It  is  slightly  soluble  in  water  (1  in  852),  easily  soluble  in  sodium 
thiosulphate  solutions,  one  part  of  the  crystallised  salt  dissolving  from 
2'2o  to  2"46  parts  of  the  double  salt  according  to  the  strength  of  the 
solution.  This  proportion  corresponds  very  nearly  to  two  equivalents 
of  sodium  tliiosulphate  and  ore  equivalent  of  2Na.2S.,03,8Cu._,S.,03 
-f  5H.,0,  and  Eussell  therefore  assumes  that  a  double  salt  of  the 
formula  4Na.,S,03,3CuoS.203-f:>'H.,0  exists  in  tlie  solution.  This 
easily  soluble  double  salt  is  formed  by  mixing  solutions  of  copper 
sulphate  and  sodium  thiosulphate  according  to  the  equation  : — 

13Na2S,03  +  6CuS0,  =  4Na2S203.3Cu2S.303-h  6Na.,S0,-f  3Na,S,06, 

and  it  is  a  solution  of  this  salt  4'Na2S.303,3Cu2S203  +  a''H20,  which 
constitutes  what  is  called  the  extra  solution  in  the  Russell  process, 
as  distinguished  from  the  ordinary  solution  containing  only 
sodium  thiosulphate.  It  is  prepared  by  dissolving  together  \  part 
by  weight  of  sodium  thiosulphate  and  1  part  of  copper  sulphate. 

In  presence  of  air  the  solution  slowly  decomposes  with  formation  of 
sodium  tetrathionate  and  separation  of  copper  hydrate  as  follows  ; — 

CU2S2O3  +  Na2S.203  -h  20  +  2H2O  =  2Cu(OH)2  + 1^0..^^^^. 

In  presence  of  sulphuric  acid  the  precipitation  of  copper  proceeds 
more  slowly,  the  copper  hydroxide  dissolving  in  the  acid  until  the 
latter  is  neutralised. 
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On  heating  to  above  85°  C  the  salt  decomposes,  copper  sulphide 
being  deposited  and  sulphur  dioxide  evolved,  and  in  presence  of 
sulphuric  acid  this  decomposition  takes  place  at  a  lower  tem- 
perature. 

Caustic  soda  and  quicklime  precipitate  cuprous  hydrate  from  the 
solution,  but  this  can  be  again  dissolved  by  the  addition  of  sodium 
thiosulphate.  In  presence  of  air  the  cuprous  hydrate  oxidises  to 
cupric  hydrate,  Avhich  is  insoluble  in  sodium  thiosulphate  solution. 

At  the  ordinary  temperature,  sodium  carbonate  is  without  action 
on  the  solution,  but  if  heated  to  over  30°  C.  a  precipitate  of  copper 
carbonate  is  jDroduced,  which  dissolves  on  the  addition  of  more 
sodium  thiosulphate  solution.  According  to  Gmelin  this  precipitate 
is  cuprous  hydrate, 

A  different  sodium-copper  thiosulphate,  having  the  formula  : — 

8  Na^S.Og.SC  11.28,03  +  5CH2O 

is  obtained  when  1  part  by  weight  of  crystallised  copper  sulphate  is 
dissolved  in  water  together  with  4h  parts  of  sodium  thiosulphate. 
This  salt  is  colourless  and  its  aqueous  solution  decomposes  less 
rapidly  than  that  of  the  preceding  salt.  Free  acids,  however,  decom- 
pose it  tolerably  quickly ;  caustic  soda  only  produces  a  precipitate 
when  heated  to  over  50°  C,  whilst  sodium  carbonate  does  not 
produce  any  precipitate, 

Russell's  researches  disclosed  the  fact  that  solutions  of  the  salt 
4<Nsi.2SoO.^,SCu2S.20.^-\-xH.^O  had  the  property  of  quickly  dissolving 
metallic  silver,  the  solvent  capacity  of  such  solutions  being  at  the 
ordinary  temperature  9  times  and  at  50°  C.  3|  times  as  great  as  that 
of  sodium  thiosulphate  solutions.  The  reason  of  tins  increased  solvent 
power  lies  in  the  property  of  the  copper  salt  of  absorbing  oxygen 
from  the  air  and  acting  as  a  carrier  of  oxygen  to  other  bodies  (in  this 
case  to  silver). 

Metallic  gold  is  dissolved  only  to  the  same  extent  that  it  is  by 
sodium  thiosulphate  solutions. 

Silver  sulphide  (AggS)  is  quickly  decomposed  by  the  double  salt, 
copper  sulphide  being  precipitated  and  silver  going  into  solution. 
For  every  1  part  by  weight  of  Lenz's  salt  dissolved  to  saturation 
in  sodium  thiosulphate  solution,  O'llS  to  0'137  part  of  silver  is 
dissolved  from  silver  sulphide,  the  same  amount  of  the  salt  in 
aqueous  solution  only  dissolving  0'022  part  of  silver. 

Sulphide  of  gold  is  also  quickly  decomposed,  copper  sulj)hide 
being  thrown  down  and  gold  dissolved. 

Arseniate  and  antimoniate  of  silver  are  decomposed  in  the  same 
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way  as  by  a  simple  sodium  tbiosulphate  solution,  and  similar 
quantities  of  silver  pass  into  solution. 

The  preparation  of.  the  ores,  the  roasting,  washing  out  the  soluble 
chlorides  with  water,  the  lixiviation  with  the  solvent,  and  the  pre- 
cipitation of  the  lead  with  carbonate  of  soda  are  carried  out  in  just 
the  same  way  as  the  corresponding  operations  in  the  Patera  process. 

The  sodium-copper  tbiosulphate  liquor  is  not,  however,  re- 
generated, as  tbe  copper  is  precipitated  with  the  silver  on  the 
addition  of  sodium  sulphide.  It  must  therefore  be  prepared  afresh 
for  each  operation,  and  as  it  gradually  decomposes  when  exposed  to 
the  air,  it  cannot  well  be  kept  in  stock,  but  must  be  made  imme- 
diately before  use.  This  can  either  be  done  in  a  special  tank  placed 
over  the  leaching  vat,  or  in  the  leaching  vat  containing  the  ore,  by 
mixing  the  copper  sulphate  and  sodium  tbiosulphate  solutions  in  the 
projDer  proportion. 

The  composition  of  the  liquor  is  varied  according  as  to  whether 
the  ores  are  free  from  calcium  carbonate  or  contain  it ;  in  the 
latter  case  caustic  lime  is  produced  in  the  roasting,  and  the 
liquors  are  then  made  to  contain  less  copper. 

A  sodium  tbiosulphate  solution  containing  li  per  cent,  of  the 
salt  is  taken,  and  to  this  is  added  0"6  to  1-2  per  cent,  of  its  weight  of 
copper  sulphate,  if  the  ore  is  free  from  lime  or  contains  arsenic  acid 
in  addition  to  Hme,  but  only  O'lS  to  0-33  per  cent,  of  copper  sulphate 
is  added  if  the  ores  contain  free  lime.  The  liquor  is  used  cold,  or  not 
hotter  than  35°  C. 

The  manner  of  extraction  is  also  varied  according  as  to  -whether 
the  ores  are  free  from  alkalies  or  contain  arsenic  acid  in  addition  to 
lime,  or  contain  lime  or  other  alkaline  substances. 

In  the  first  case,  the  extraction  with  the  extra  solution  of  sodium- 
copper  tbiosulphate  follows  the  extraction  with  sodium  tbiosulphate 
alone,  the  extra  solution  being  continuously  circulated  through  the 
mass  of  ore  in  the  vat  with  the  help  of  a  Korting's  injector.  This 
lasts  from  3  to  5  hours,  and  is  continued  as  long  as  any  silver  is 
dissolved.  After  this  a  solution  of  sodium  tbiosulphate  alone  is  run 
on  for  a  second  time,  the  degree  of  extraction  being  ascertained  by 
assays  of  the  residue. 

In  the  case  of  roasted  ores  containing  arsenic  acid  in  addition  to 
lime,  they  are  treated  first  with  the  simjDle  sodium  salt  as  in  the 
previous  case,  and  then  with  the  copper  solution,  with  this  difference  : 
that  the  solution  is  not  circulated  through  the  mass,  but  simply 
allowed  to  remain  on  it  for  10  to  12  hours.  A  washing  with  sodium 
tbiosulphate  solution  is  then  given  as  before. 
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With  ores  containing  lime,  the  extraction  with  sodium-copper 
thiosulphate  precedes  the  extraction  with  the  sodium  salt,  and  the 
ore  is  washed  with  water  between  the  tw^o  operations.  The  liquors 
are  neutralised  by  the  copper  solution,  and  the  injurious  influence  of 
the  lime  on  the  solution  of  the  silver  is  thus  diminished. 

In  order  to  avoid  the  effects  of  the  dilution  of  the  liquor  by  the 
washing,  about  a  couple  of  pounds  of  copper  sulphate  dissolved  in 
a  little  water  are  added  to  the  wash  water.  The  liquors  are  not 
circulated,  but  are  allowed  to  remain  in  contact  Avith  the  ore  for 
10  or  12  hours,  an  extraction  with  sodium  thiosulphate  solution 
concluding   the  operation  as  before. 

From  both  the  sodium  and  copper-sodium  thiosulphate  solutions 
the  lead  is  then  precipitated  by  the  addition  of  carbonate  of  soda, 
and  the  liquors  decanted  from  the  precipitate  are  treated  with  sodium 
sulphide,  which  precipitates  the  copper  and  silver  as  sulphides. 

According  to  Stetefeldt,^  the  foUowinsi^  are  the  average  results 
obtained  in  tiie  precipitation : — 

100  of  caustic  soda,  converted  into  sodium  sulphide,  precipitate 
162     parts  of  silver  as  AggS. 
155'2      „      „  lead  as  PbS. 
94'5      „      ,,  copper  as  Cu^S. 
and  100  parts  of  Solvay  soda  precipitate. 
191'4  parts  of  lead  as  carbonate. 
36*9  -     „      „  lime  „         „ 

The  precipitate,  consisting  chiefly  of  silver  and  copper  sulphides, 
is  filter-pressed,  dried  and  melted  with  metallic  copper  in  cast- 
iron  crucibles,  forming  argentiferous  copper  matte.  The  amount  of 
copper  added  is  such  that  the  matte  contains  equal  weights  of  copper 
and  silver.  The  matte  is  powdered  in  ball  mills,  and  roasted  in  a 
muffle  furnace  to  convert  the  copper  into  oxide,  and  the  roasted 
material  containing  the  silver  in  the  metallic  state  is  treated  with 
dilute  sulphuric  acid,  the  copper  going  into  solution  as  sulphate  and 
the  silver  remaining  as  such.  The  silver  is  washed,  pressed  into 
cakes,  dried  and  melted  in  crucibles,  the  bullion  being  950  fine. 

The  copper  sulphate  is  crystallised  out,  and  used  over  again  to 
make  fresh  sodium-copper  thiosulphate  liquor. 

The  author  saw  this  process  in  operation  in  1892  at  the  Marsac 
Mill,  Park  City,  Utah,  U.S.A.,  and  also  met  Stetefeldt  there,  one  of 
the  leading  metallurgists  of  the  day,  and  one  who  has  rendered  signal 
service  in  the  introduction  of  the  process. 

1  Trans,  of  the  American  Inst,  of  Mining  Engineers,  Cleveland  Meeting,  June  1891. 
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The  ores  which  are  worked  there  are  partially  oxidised,  and 
contain  37  to  55  ounces  of  silver  per  ton,  the  silver  being  partly 
l)resent  as  antimoniate.  By  means  of  the  Patera-E,ussell  process  the 
ore  is  extracted  down  to  2*6  to  4  ounces  of  silver  per  ton. 

The  ores  are  dried  in  rotating  cylinders,  then  stamped  and  sub- 
mitted to  a  chloridising  roasting  in  a  Stetefeldt  furnace,  the  best  one 
for  this  operation  when  it  is  to  be  followed  by  extraction  with  thio- 
sulphate  solutions.  After  roasting,  the  ores  are  extracted  in  the  vats 
previously  described,  first  with  water,  to  dissolve  lead  chloride  and 
sodium  sulphate,  then  with  sodium  thiosulphate,  and,  lastly,  with 
sodium-copper  thiosulphate  solution. 

From  the  solution  and  the  washings  the  metals  are  thrown  down 
as  sulphides  by  the  addition  of  sodium  sulphide.  From  the  sodium 
and  copper-sodium  thiosulphate  solutions  the  lead  is  first  precipitated 
with  sodium  carbonate,  the  lead  carbonate  precipitate  being  sold. 

The  solution  decanted  from  the  precipitated  lead  carbonate  is 
treated  with  sodium  sulphide,  the  precipitate  thus  formed  containing 
from  40  to  43  per  cent,  of  silver  and  23  to  27  per  cent,  of  copper. 
This  is  filter-pressed,  and  then  melted  in  a  cast-iron  crucible  with 
sufficient  copper  to  ensure  the  resulting  matte  containing  equal 
weights  of  silver  and  copper.  The  matte  is  powdered  in  a  ball  mill 
and  roasted  in  a  muffle  furnace,  and  the  roasted  matte  treated  with 
dilute  sulphuric  acid  in  leaden  vessels,  the  solution  of  the  copper 
being  assisted  by  the  introduction  of  steam.  The  residual  silver  is 
separated  from  the  copper  sulphate  solution  by  filtration  through 
asbestos.  The  silver  is  washed  with  water,  pressed  into  cakes,  dried 
and  melted  in  crucibles,  a  bullion  950  fine  being  obtained.  The 
copper  sulphate  is  crystallised  out,  and  used  for  preparing  fresh 
solution.  The  gases  from  the  melting-pots  and  from  the  muffle 
furnace  are  forced  by  means  of  a  Korting's  injector  through  a 
solution  of  copper  sulphate,  in  order  to  render  them  unobjectionable 
and  to  collect  any  silver  carried  over.^ 

Another  method  of  working  up  the  precipitate,  which  has  onl}- 
recently  been  introduced  at  the  works  of  the  Davey-Walter  Refining 
Company,  consists  in  treating  it  with  hot  concentrated  sulphuric  acid 
in  cast-iron  vessels.  This  dissolves  both  copper  and  silver,  but  leaves 
behind  any  gold  that  may  be  present.  From  the  solution,  which  is 
run  off  from  the  residue  into  lead-lined  wooden  vats,  the  silver  is 
precipitated  ;  usually  by  means  of  copper,  and  the  copper  sulphate 

^  For  furthei'  details  regarding  the  treatment  of  the  silver  precipitate  see  Tranti. 
American  Inst.  Min.  Engineers,  1892,  Pittsburgh  Meeting;  Stetefeldt,  "TheMarsac 
Refinery,  Park  City,  Utah." 
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going  into  solution  can  be  used  for  making  fresh  thiosulphate  liquors. 
The  author  is  not  acquainted  with  the  results  obtained  by  this 
process. 

The  Production  of  Silver  from  Copper  Ores  which  have 

UNDERGONE  A  ChLORIDISING  PiOASTIXG 

In  the  extraction  of  cupriferous  pyrites  after  they  have  been 
subjected  to  a  chloridising  roasting,  by  means  of  end  liquors,  that 
is  by  the  liquors  obtained  in  the  precipitation  of  the  copper  by 
metallic  iron,  and  consisting  of  chlorides  of  irou,  copper  and  alkalies, 
the  greater  part  of  the  silver  in  the  roasted  ore  is  obtained  in  the 
first  liquor.  From  this  the  silver  may  be  precipitated  as  iodide  by 
means  of  an  addition  of  iodide  of  potassium,  sodium  or  zinc,  or  it 
may  be  precipitated  as  sulphide  by  sulphuretted  hydrogen. 

The  first  method  is  known  as  Claudet's  process.  The  quantity  of 
iodide  which  is  necessary  is  greater  than  corresponds  to  the  amount 
of  silver  present,  as  a  part  of  the  lead  present  is  thrown  down  as 
lead  iodide ;  cuprous  chloride  is  also  converted  into  cuprous  iodide 
when  zinc  iodide  is  used.  The  precipitate  consisting  principally  of 
silver  and  lead  iodides  and  lead  sulphate  is  reduced  by  metallic  zinc 
in  the  presence  of  hydrochloric  acid,  metallic  silver  and  zinc  iodide 
being  produced.  The  silver  is  obtained  as  a  spongy  mass  mixed 
with  pieces  of  zinc  and  containing  60-65  per  cent,  of  lead  (reduced 
from  lead  iodide),  5  to  6  per  cent,  of  silver,  and  any  gold  that  may 
have  been  present  in  the  ores;  the  zinc  iodide  is  used  over  again. 

At  Widnes  near  Liverpool  from  1  ton  of  roasted  ore,  178  grains 
of  silver  and  Ih  grains  of  gold  are  obtained. 

At  Duisburg,  Konigshiltte,  Upper  Silesia,  Atvidaberg  in  Sweden, 
and  formerly  also  at  Oker,  sodium  iodide  is  used  as  the  precipitant. 
The  silver  iodide  precipitate  is  digested  with  sodium  sulphide, 
sodium  iodide  and  silver  sulphide  being  produced,  and  the  former  is 
used  over  again  for  precipitation.  The  silver  sulphide  is  treated 
by  adding  it  to  a  lead  bath.  At  Atvidaberg  in  Sweden  the  silver 
precipitate  contains  10'5  per  cent,  of  silver  and  0"027  to  0'049  per 
cent,  of  gold.  At  Konigshiltte  in  Upper  Silesia  the  precipitate  contains 
25  to  30  per  cent,  of  silver  and  a  considerable  amount  of  gypsum. 

Gibb  introduced  the  use  of  sulphuretted  hydrogen  as  a 
precipitant.  By  treating  the  liquors  with  this  reagent  nearly  the 
whole  of  the  silver  is  thrown  down  with  the  first  portions  of  the  copper 
sulphide  precipitated.  The  sulphuretted  hydrogen  is  prepared  by 
acting  with  hydrochloric  acid  on  Leblanc  alkali  waste,  the  gas  being 
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forced  by  an  air  pump  through  an  indiarubber  pipe  into  the  liquors. 
If  copper  is  present  in  large  excess  no  sulphuretted  hydrogen 
escapes  from  the  liquor.  The  precipitation  is  stopped  when  6  per 
cent,  of  the  copper  present  in  the  solution  has  been  precipitated. 
The  precipitate  is  filter-pressed  and  roasted  in  a  reverberatory 
furnace,  the  copper  being  partly  converted  into  sulphate  and  partly 
into  oxide  and  oxychloride,  whilst  the  silver  is  chiefly  converted  into 
chloride  by  the  action  of  the  chlorides  remaining  behind  in  the 
precipitate.  The  roasted  mass  is  ground  and  treated  in  vats  first 
Avith  water  and  then  with  hot  brine  which  dissolves  the  silver 
chloride.  The  solution  is  treated  with  milk  of  lime  whereby  all  the 
heavy  metals  are  precipitated.  From  the  precipitate  the  copper  is 
dissolved  by  dilute  sulphuric  acid  leaving  a  residue  containing  all  the 
silver  as  chloride.  The  residiie  contains  about  9  'per  cent,  of  silver 
and  30  per  cent,  of  lead. 

Snelus  proposes  to  blow  finely  divided  iron  through  the  liquid,  the 
greater  part  of  the  silver  and  a  proportionately  small  amount  of 
copper  being  in  this  way  precipitated. 

The  Zieryogel  Process 

This  process  was  introduced  in  IS-tl  by  Ziervogel  at  the 
Oottesbelohnungshlitte,  Hettstadt,  of  which  works  he  was  at  that  time 
manager,  and  it  was  there  used  for  obtaining  silver  from  the  Mansfeld 
copper  matte. 

The  process  depends  upon  the  fact  that  the  silver  in  compounds 
of  silver,  copper  and  iron  sulphides,  may,  if  not  present  in  too  large 
an  amount,  be  converted  into  silver  sulphate  by  careful  roasting. 
This  silver  sulphate  is  soluble  in  hot  water,  and  from  its  aqueous 
solution  the  silver  may  be  precipitated  by  metallic  copper. 

On  carefully  roasting  copper  matte  containing  not  too  great 
amounts  of  iron  sulphide  and  silver,  ferric  sulphate  is  first  formed  in 
addition  to  iron  and  copper  oxides,  and  as  the  temperature  is  raised 
this  is  decomposed  and  sulphuric  anhydride  is  evolved.  The  latter 
as  well  as  the  oxygen  of  the  air  bring  about  the  formation  of  copper 
sulphate,  this  latter  salt  being  stable  at  a  temperature  at  which  ferric 
sulphate  is  decomposed. 

On  still  further  increasing  the  temperature,  copper  sulphate  also 
decomposes  into  copper  oxide  and  sulphur  trioxide,  or  sulphur  dioxide 
and  oxygen.  The  sulphur  trioxide  acts  by  converting  the  hitherto 
undecomposed  silver  sulphide  into  sulphate,  sulphur  dioxide  and 
oxygen    being   produced,    the  latter  substance    exerting  a  powerful 
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oxidising  actiou  upon  the  silver  sulphide.  Silver  sulphate  is  stable  at 
the  temperature  at  which  copper  sulphate  is  decomposed,  so  that  if 
the  operation  has  been  carefully  carried  out,  the  product  consists  of 
copper  and  iron  oxides  and  silver  sulphate. 

If  the  temperature  is  too  high,  silver  sulphate  also  decomposes, 
forming  metallic  silver,  sulphur  dioxide  and  oxygen,  so  that  the  silver 
escapes  extraction  in  the  subsequent  lixiviation. 

If  the  matte  contains  arsenic  and  antimony  in  any  considerable 
quantity,  arseniate  and  antimoniate  of  silver  are  formed  in  the  roasting, 
and  they,  being  insoluble  in  water,  occasion  a  loss  of  silver.  The 
presence  of  lead  or  antimony  sulphides  causes  small  sintered  lumps 
(sinterhioten)  to  be  produced  in  the  process,  so  that  the  particles 
enclosed  in  them  escape  thorough  roasting. 

It  follows  then  that  the  material  to  be  treated  by  this  process 
must  be  one  containing  copper,  iron  'and  silver  sulphides,  and 
free  from  any  considerable  amount  of  lead,  arsenic  and  antimony 
compounds. 

The  silver  sulphate  produced  in  roasting  is  dissolved  out  by  hot 
water,  and  as  its  solubility  is  increased  by  acidifying  the  water  with 
sulphuric  acid,  this  addition  is  usually  made. 

According  to  Rammelsberg  1  part  of  silver  sulphate  dissolves  in 

180  parts  of  cold  water. 

88  „  .,  boihng  water. 

180  „  „  cold  sulphuric  acid  of  10°  B. 

30  „  „  boiling     „  „         10°  B. 

20  „  „       „  „  „         20°  B. 

4  ,,  ,,  cold  sulphuric  acid  of  60°  B, 

0"25  „  „  boiling  sulphuric  acid  of  66°  B. 

35  „  „  acidified  copper  sulphate  solution  of  10'  B. 

If  cuprous  oxide  is  present  in  the  roasted  material,  metallic 
silver  is  precipitated  on  extraction  with  water ;  the  roasting  must 
consequently  be  carried  on  in  such  a  w^ay  that  any  cuprous  oxide 
formed  in  the  earlier  stages  of  the  process  is  afterwards  completely 
converted  into  the  cupric  compound. 

By  the  addition  of  sulphuric  acid  to  the  lixiviating  liquor,  any 
basic  salts  present  are  partially  dissolved,  and  in  addition  ferric 
sulphate  may  be  formed  which  is  able  to  convert  silver  into  sulphate, 
ferrous  sulphate  being  produced  at  the  same  time. 

The  silver  is  precipitated  from  the  silver  sulphate  solution  b}^ 
metallic  copper,   and  from   the  copper  solution,  Avhich,  acidified  with 
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sulphuric  acid,  is  used  again  for  the  extraction  of  the  roasted  ore,  the 
copper  is  precipitated  by  metallic  iron. 

Ziervogel's  process  is  principally  used  for  copper  mattes  free  from 
arsenic,  antimony  and  lead,  and  containing  not  too  high  a  percentage 
of  silver.  In  order  to  obtain  a  satisfactory  yield  of  silver  it  is 
necessary  to  repeat  the  operation  of  roasting  and  lixiviating  with  the 
residues  from  the  first  lixiviation  if  much  silver  still  remains  in  them. 
The  residues  contain  sufficient  basic  salts  to  yield  enough  sulphur 
trioxide  on  roasting  to  convert  the  silver  present  into  sulphate.  The 
lixiviated  residues  may  also  be  smelted  after  drying,  with  auriferous 
sulphides,  producing  auriferous  copper  bottoms  and  an  argentiferous 
matte  (Argo,  Denver,  Colorado),  which  latter  can  be  submitted  again 
to  the  process. 

With  careful  work  the  yield  of  silver  in  the  process  may  amount 
to  92  per  cent,  (as  at  Mansfeld). 

Ores  are  not  worked  by  the  Ziervogel  process  as  they  never 
possess  the  requisite  degree  of  purity.  Speiss  also  is  not  adapted  for 
treatment  by  this  method,  as  in  the  roasting  considerable  amounts 
of  silver  arseniate  and  antimoniate  are  formed,  and  the  conversion  of 
these  salts  into  sulphate  is  incomplete. 

The  silver  contained  in  black  copper  can  be  converted  into 
sulphate  by  roasting  the  finely-divided  copper  with  ferrous  sulphate 
or  pyrites.  In  this  way  copper  sulphate  is  produced,  and  as  the 
temperature  is  increased  in  the  roasting,  sulphuric  anhydride  is  evolved 
which  converts  the  silver  into  sulphate.  This  method  of  obtaining 
silver  from  raw  copper  is  not,  however,  used,  as  the  electrolytic  process 
or  the  extraction  with  sulphuric  acid  is  preferable. 

The  Ziervogel  process  is  in  use  at  the  Gottesbelohnungshtitte, 
Hettstadt,  for  the  Mansfeld  argentiferous  mattes;  at  Argo,  Denver, 
Colorado,  for  argentiferous  mattes  from  the  works  of  the  Boston  and 
Colorado  Smelting  Company,  and  at  Swansea  (Hafod  works)  in 
Wales, 

As  previously  mentioned  (see  Copper),  the  copper  schist  of  the 
Mansfeld  mines  is  first  burnt  to  get  rid  of  the  bitumen,  then  smelted 
for  copper  matte  [rohstein)  in  blast  furnaces,  roasted  in  kilns,  and 
the  roasted  matte  treated  in  reverberatory  furnaces  for  fine  metal 
(sjyitr  stein). 

This  spurstein  forms  the  material  which  is  submitted  to  the 
Ziervogel  process.  It  contains  74  to  76  per  cent,  of  copper,  and  0*44  to 
0*46  per  cent,  of  silver,  besides  sulphur  and  iron.  The  silver  in  it 
is  mainly  present  in  the  ^metallic  state.  According  to  Plattner, 
the  ferrous  sulphide  (FeS)  in   the  matte,  dissolves  silver  with  the 
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production  of  subsulphide  (Fe^S)  and  silver  sulphide,  but  on  cooling 
the  reaction  reverses.  Hampe^  finds  that  molten  copper  sulphide 
dissolves  silver  which  separates  out  again  as  metal  on  cooling. 

The  spur  stein  is  first  powdered  in  a  Bruckner- Sachsenberg  ball 
mill  having  a  capacity  of  14  to  16  tons  in  24  hours  and  the  powdered 
matte  is  then  roasted.  This  consists  of  two  distinct  operations  carried 
out  in  separate  furnaces,  the  preliminary  roasting  and  the  final  or 
dead  roasting.  After  the  first  roasting  the  mass  is  again  ground  up 
in  ball  mills  as  it  is  impossible  to  avoid  a  partial  sintering,  and  it  is 
then  submitted  to  the  final  roasting. 

In  the  first  roasting,  copper  and  iron  sulphides  are  decomposed, 
copper  and  iron  oxides  are  produced,  the  ferric  sulphate  formed  is 
decomposed  and  copper  sulphate  produced.  The  formation  of  cuprous 
oxide,  which  would  precipitate  silver  in  the  lixiviation  process,  is 
avoided  as  far  as  possible  by  keeping  an  oxidising  fiame  over  the 
roasting  mass.  The  formation  of  cuprous  oxide  cannot  be  entirely 
obviated  owijig  to  the  action  of  sulphur  dioxide  upon  copper  oxide. 

The  furnaces  in  which  the  roastiog  is  carried  out  are  so-called 
bakers'  furnaces  ("  hdckerofen  ")  in  which  the  necessary  heat  is  furnished 
exclusively  by  the  combustion  of  the  sulphur  in  the  roasting  material. 
When  a  fresh  charge  is  put  in,  the  furnace  is  still  red-hot  from  the 
preceding  operation,  and  contact  with  the  red-hot  bottom  of  the 
furnace  soon  raises  the  charge  to  its  temperature  of  ignition,  that  is 
to  the  point  at  which  the  sulphur  begins  to  oxidise  and  impart 
fresh  heat  to' the  material.  The  charge  must  be  continually  rabbled 
and  stirred,  this  being  formerly  done  by  hand,  but  a  mechanical 
arrangement  is  now  in  use.  For  this  purpose  there  are  four  hearths 
placed  one  above  the  other,  the  two  upper  and  the  two  lower  hearths 
being  connected  and  each  constituting  one  furnace,  so  that  the 
powdered  matte  always  passes  over  two  hearths,  one  below  the  other, 
being  charged  on  to  the  upper  hearth  and  withdrawn  from  the  lower 
one.  The  hearths  are  nearly  circular  in  plan.  Through  the  centre 
of  all  four  hearths  of  the  two  furnaces  placed  one  below  the  other,  a 
vertical  iron  shaft  passes,  provided  with  gearing  on  the  upper  portion 
outside  the  furnace  by  means  of  which  it  can  be  revolved.  Two 
scrapers  are  fastened  to  this  shaft  for  each  individual  hearth,  and 
as  they  revolve,  the  material  on  the  hearth  is  thoroughly  turned 
over. 

The  charge  for  each  hearth  is  about  1  ton,  and  the  roasting  lasts 
from  4  to  6  hours,  a  double  furnace,  such  as  the  one  described, 
roasting  10  tons  of  material  in  24  hours. 

1  Chemiker-Zeitimg,  1893,  17,  No.  92. 
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The  material  withdrawn  from  tliis  roaster  contains  ferric  oxide, 
cuprous  and  cupric  oxides,  silver  sulphide,  and  sulphates  of  various 
metals,  but  particularly  of  copper. 

This  is  finely  powdered  in  ball  mills  and  then  subjected  to  the 
final  roasting.  The  object  of  this  final  roasting  is  to  convert  silver 
sulphide  into  sulj^hate  and  cuprous  into  cupric  oxide. 

The  final  roasting  is  done  in  reverberatory  furnaces  having  two 
hearths  placed  terrace-wise  one  beside  the  other.  The  lower  of  these 
hearths  lies  nearest  the  fireplace.  The  furnace  is  fired  by  gas  (Zahn's 
system)  in  order  to  avoid  the  reduction  of  cupric  to  cuprous  oxide. 

The  mass  is  kept  constantly  stirred  and  the  temperature  is  raised 
in  order  to  decompose  the  copper  sulphate  and  to  convert  the  sulphide 
of  silver  into  sulphate.  As  previously  mentioned  the  silver  sulphate 
is  chiefly  formed  owing  to  the  action  of  sulphur  trioxide,  arising  from 
the  decomposition  of  copper  sulphate,  upon  the  silver  sulphide  present. 
If  a  sample  of  the  roasting  mass  treated  in  a  saucer  with  a  little 
water  shows  glittering  scales  of  metallic  silver,  cuprous  oxide  is 
still  present,  precipitating  silver  from  the  sulphate  in  solution. 
The  roasting  is  finished  when  on  treatment  of  a  sample  with  water 
the  solution  obtained  is  only  coloured  very  faintly  blue  and  yields  a 
thick  curdy'precipitate  of  silver  chloride  on  the  addition  of  salt.  The 
charge  is  then  immediately  withdrawn  from  the  furnace.  The 
amount  of  charge  contained  on  each  of  the  two  terraces  of  the  hearth 
is  04  ton,  and  the  time  taken  in  roasting  6  to  9  hours. 

The  roasted  mass  is  first  sieved  to  fi-ee  it  from  lumps,  and 
when  cooled  down  to  60°  or  70°  C,  is  submitted  to  the  lixiviation 
process. 

The  lixiviation  is  carried  out  in  wooden  vats  with  -•  double 
bottoms.  2  feet  high  and  2  feet  3  inches  wide.  Over  the  perforated 
false  bottom  is  a  layer  of  woven  willow  twigs,  and  on  this  a  linen 
filtering  cloth.  The  roasted  mass  is  put  into  the  vat  in  charges  of 
|-  a  ton  and  first  extracted  with  13  to  20  gallons  of  water  at  a 
temperature  of  70°  to  80°  C.  After  this  it  is  treated  with  hot 
copper  sulphate  liquors  which  are  obtained  in  precipitating  the  silver 
from  its  sulphate  solution  by  metallic  copper,  and  which  have  been 
previously  rendered  slightly  acid  by  the  addition  of  a  little  sulphuric 
acid.  This  treatment  is  continued  until  the  addition  of  salt  solution 
to  the  liquor  docs  not  yield  any  precipitate  of  silver  chloride.  Each 
charge  requires  Ih  to  2  hours  for  its  leaching.  The  residues,  which 
still  contain  0"024  to  0'04  per  cent,  of  silver,  are  dried  and  again 
roasted  to  convert  the  last  portions  of  the  silver  into  sulphate.  This 
roasting  takes  place  in  the  second  roasting  furnace  previously  described, 
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and  does  not  last  longer  than  the  final  roasting  of  the  matte.  The 
addition  of  a  sulphnr  compound  is  not  requisite  as  there  is  a  suf- 
ficiency of  basic  salts  left  behind  to  furnish  the  sulphuric  anhydride 
necessary  to  convert  the  silver  or  silver  suljihide  into  sulphate. 

The  residue  after  roasting  is  extracted  a  second  time  and  then 
smelted  for  copper,  its  silv^er  content  being  reduced  to  O'Olo  to  O'OIS 
per  cent. 

The  smelting  is  done  by  mixing  it  with  10  per  cent,  of  coal,  dry- 
ing it  and  smelting  it  for  refined  copper  in  an  English  reverberatory 
furnace.    The  refined  copper  contains  0'022  to  0"025  percent,  of  silver. 

The  argentiferous  liquors  from  the  lixiviating  vats  are  freed  from 
suspended  matter  by  settling  or  filtration,  and  then  brought  into 
precipitating  vats  where,  the  silver  contained  in  them  is  precipitated 
by  metallic  copper.  The  vats  are  wooden  vessels  2  feet  6  inches  in 
diameter,  and  possess  a  false  bottom  and  filtering  arrangement  like 
the  lixiviating  vats.  On  this  IQ^  to  22  lbs.  of  granulated  copper 
and  3  cwts.  of  copper  bars  are  placed.  The  vats  are  placed  on  a 
terrace  at  a  lower  level  than  the  lixiviating  vessels,  and  below  the 
first  row  a  second  row  is  placed,  the  vessels  of  which  can  be  used 
when  the  precipitated  silver  is  being  cleaned  out  of  those  in  the 
first  row.  At  intervals  of  24  hours  the  silver  is  taken  off  from  the 
copper  by  means  of  wooden  shovels,  and  any  silver  deposited  on  the 
copper  bars  is  rubbed  off  by  the  workmen,  who  are  provided  with 
leather  gloves  for  this  purpose. 

The  silver  obtained,  which  is  known  as  cement  silver,  is  rendered 
impure  by  the  presence  of  sulphates,  of  metallic  copper  and  of 
gypsum,  the  latter  being  derived  from  the  lime  in  the  water  and 
the  ashes  from  the  roasting  furnaces.  The  precipitate  is  broken 
up  with  wooden  pestles  in  wooden  vessels  and  then  washed  in  a  vat 
provided  with  a  filter,  first  wdth  hot  water  and  then  with  acid  silver 
sulphate  liquors,  which  dissolve  any  copper  present,  an  equivalent 
amount  of  silver  being  precipitated.  After  the  copper  has  been  got 
rid  of,  the  precipitate  is  treated  in  a  separate  vessel  with  hot  water  in 
order  to  dissolve  the  gypsum  present. 

The  cement  silver  thus  purified  is  pressed  in  a  hydraulic  press, 
the  cakes  obtained  dried  in  a  muffie  furnace  with  a  large  number  of 
separate  compartments  and  then  melted  in  plumbago  crucibles. 
The  silver  produced  is  nearly  pure. 

The  desilverised  liquid  obtained  by  the  precipitation  is  acidified 
with  sulphuric  acid  and  used  afresh  for  dissolving  silver  sulphate 
from  the  roasted  matte.  At  intervals  (usually  once  a  year)  the 
copper  is  precipitated  from  the  liquors  by  metallic  iron. 
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The  yield  of  silver  amounts  to  92  per  cent,  of  the  quantity  present 
in  the  matte. 

The  arrangement  of  the  extraction  and  precipitation  vessels  is 
shown  in  Fig.  520 ;  a  is  the  lixiviating  vat,  and  c  and  e  are  the 
precipitating  vessels. 

From  the  extraction  vat  the  argentiferous  liquors  flow  into  a 
settling  tank  (&)  provided  with  a  partition  reaching  nearly  to  the  top. 
The  suspended  impurities  collect  chiefly  in  that  side  of  the  vessel 
where  the  liquors  first  enter,  the  clear  liquid  flowing  over  the  top  of 
the  partition  into  the  other  division,  and  thence  into  the  pre- 
cipitating vat  c.     From   the   latter  the  liquor  flows  into  a  trough  d, 


and  can  either  be  run  directly  into  the  next  precipitating  vat  e,  or, 
if  the  latter  is  having  its  silver  removed  from  it,  into  a  reservoir. 

From  the  last  precipitating  vat  the  liquor  flows  along  the  spout  / 
into  a  reservoir  made  of  lead,  where  it  is  acidified  with  sulphuric  acid, 
and  is  ready  for  extracting  another  charge  of  roasted  ore.^ 

At  the  Boston  and  Colorado  Smelting  Works,  Argo,  Colorado, 
visited  by  the  author  in  the  spring  of  1892,  ores  containing  gold, 
silver  and  copper  were  smelted  after  roasting,  to  a  copper  matte  con- 
taining 40  per  cent,  of  copper,  and  400  ounces  of  silver  and  6  ounces 
of  gold  per  ton.     This  matte  was  then  roasted,  and  again  smelted  for 

1  The  clieinical  clianges  in  tlie  roasting  operation  will  be  found  dealt  with  in  detail 
in  the  classical  treatise  of  Steinbeck,  Preusa.  Minist.-Zeitschrijt ,  vol.  11,  p.  95. 
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concentrated  matte  with  60  per  cent,  of  copper,  700  to  800  ounces  of 
silver  and  10  ounces  of  gold  per  ton.  This  was  called  white  metal, 
and  was  roasted,  ground,  and  then  re-roasted,  to  obtain  the  silver 
in  the  form  of  sulphate.  The  silver  sulphate  was  extracted  with 
water  and  the  silver  precipitated  by  metallic  copper,  the  copper  being 
afterwards  precipitated  by  metallic  iron.  The  residue  left  after  ex- 
traction, which  still  contained  all  the  gold,  was  smelted  for  copper 
matte  in  an  English  reverberatory  furnace,  together  with  auriferous 
iron  pyrites.  The  copper  matte  then  underwent  an  oxidising  roasting 
with  the  production  of  copper  bottoms  and  argentiferous  copper 
matte,  which  was  again  treated  by  the  Ziervogel  process.  Before 
roasting,  2  per  cent,  of  sodium  sulphate  is  added,  in  order  to  ensure 
the  conversion  of  all  the  silver  into  sulphate.  The  roasted  mass  is 
extracted  by  Ziervogel's  method,  and  then  sold  to  works  that  make 
copper  sulphate  and  extract  the  gold  and  silver  left  after  treating 
the  leached  matte  with  sulphuric  acid. 

The  detailed  treatment  of  the  white  metal  is  as  follows.  It  is 
first  roughly  crushed  so  as  to  pass  through  a  sieve  of  6  meshes  to  the 
linear  inch,  and  then  roasted  in  a  reverberatory  furnace  for  24  hours 
in  order  to  free  it  from  the  greater  portion  of  its  sulphur  content. 
The  roasted  material  is  then  ground  under  edge  runners  (Chilian 
mills),  so  as  to  pass  through  a  sieve  of  60  meshes  to  the  inch,  and  is 
roasted  so  as  to  convert  its  silver  into  sulphate.  The  roasting  lasts 
o  hours,  the  temperature  being  kept  very  low  during  the  first 
14  hours.  At  the  end  of  the  first  hour  and  a  half,  the  temperature 
of  the  mass  will  have  attained  to  dull  redness,  owing  to  the  com- 
bustion of  the  sulphur.  At  the  end  of  the  second  period,  which 
also  lasts  an  hour  and  a  half,  the  roasting  mass  has  increased  in 
volume  in  consequence  of  the  formation  of  copper  sulphate,  the 
temperature  also  having  slightly  increased.  During  the  third 
period,  lasting  one  hour,  the  heat  is  raised  in  order  to  decom- 
pose the  copper  sulphate,  and  to  form  silver  sulphate  by  the 
action  of  the  liberated  sulphuric  anhydride  upon  any  unaltered 
sulphide.  In  the  fourth  period,  lasting  for  an  hoiu',  the  temperature 
is  maintained  at  the  same  point  as  in  the  third  period,  the  charge 
being  very  thoroughly  stirred  in  order  to  convert  any  cuprous  oxide 
into  cupric  oxide. 

Arsenic,  antimony  and  bismuth  form  with  the  silver,  compounds 
insoluble  in  water,  and  remain  behind  on  the  extraction  of  the  roasted 
material.  Bismuth  is  particularly  injurious,  as  its  sulphate  mixes  or 
combines  with  silver  sulphate,  and  is  not  dissolved  by  water.  On  an 
average,  the  'material  after   extraction    retains  about    40    ounces  of 
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silver  to  the  ton  (01244  per  cent.),  the  greater  part  of  this  being 
recovered  by  the  after  treatment  of  the  residue. 

The  roasted  material  is  extracted  in  wooden  vats  by  means  of  hot 
water  without  any  addition  of  sulphuric  acid,  and  the  liquors  are 
run  first  through  j)recipitating  vats  containing  copper,  in  order  to 
precipitate  the  silver,  and  then  through  vats  containing  scrap  iron  to 
precipitate  the  copper. 

The  precipitated  silver  is  rendered  impure  owing  to  the  presence 
of  cuprous  oxide  and  metallic  copper,  and  in  order  to  separate  these 
bodies  it  is  boiled  for  some  time  with  water  aciduhxted  with  sul- 
phuric acid,  air  being  blown  in  by  means  of  a  steam  injector.  The 
sulphuric  acid  in  j)resence  of  air  and  water  gradually  converts  the 
copper  into  sulphate,  which  dissolves.  The  silver  is  then  washed, 
dried,  melted  and  cast  into  bars,  which  have  a  fineness  of  999  parts 
per  thousand. 

The  material  left  after  extraction  still  contains  the  whole  of  the 
gold  content  of  the  matte  as  well  as  0"124  per  cent,  of  silver,  and 
55  per  cent,  of  copper  as  oxide.  It  contains  in  addition,  ferric  oxide, 
and  lead  and  bismuth  sulphates.  It  is  smelted  with  auriferous 
pyrites,  and  with  quartzose  gold  ores  to  a  matte  containing  10  to  15 
ounces  of  gold  per  ton  (O'OSll  to  0'0467  per  cent.),  and  20  ounces  of 
silver  (0"0622  per  cent.). 

This  matte,  as  jareviously  mentioned,  is  submitted  to  an  oxidising 
roasting  in  a  reverberatory  furnace,  the  products  being  an  impure 
copper  (copper  bottoms),  containing  the  gold  and  various  impurities 
present  in  the  matte,  and  an  argentiferous  rich  matte,  poor  in  gold  and 
known  as  pimple  metal  or  finished  metal.  The  operation  is  precisely 
similar  to  the  operation  of  making  best  selected  copper  in  England, 
the  preliminary  oxidation,  constituting  the  first  part  of  the  process, 
being  carried  out  to  such  an  extent  that  when  the  mass  is  sub- 
sequently melted,  1  part  of  copper  bottoms  is  produced  to  every  15 
parts  of  matte.  The  copper  bottoms  contain  100  to  200  ounces  of 
gold,  and  300  ounces  of  silver  per  ton  ;  the  greater  the  amount  of 
foi-eign  metals  in  them  the  more  gold  they  can  take  up. 

The  composition  of  the  bottoms  varies  according  to  the  character 
and  quantity  of  the  impurities  present  in  the  matte,  an  analysis  of 
one  sample  yielding  the  following  figures : — 


Copper 

.  60-04  per 

cent. 

Zinc  .     . 

O'lo  per  cent. 

Lead     .     . 

.  33-61 

Gold  .     . 

0-54       „ 

Arsenic     . 

.     0-44 

Silver     . 

1-35       „ 

Bismuth  . 

•     0-40        „ 

Sulphur . 

1-68      ,, 

Iron     .     . 

.     0-08 
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The  matte  or  pimple  metal  contains  in  regular  work  90  ounces  of 
silver  per  ton  (0'28  per  cent.),  and  not  more  than  0'2  ounce  of  gold 
(0"0006  per  cent.),  together  with  77  per  cent,  of  copper. 

This  is  desilverised  by  Ziervogel's  process  in  the  same  way  as  the 
white  metal,  the  residue  from  the  operation  consisting  chiefly  of 
copper  oxide,  and  not  containing  more  than  10  ounces  of  silver  per 
ton  (0"0311  per  cent.).  This,  as  previously  mentioned,  is  sold  and 
worked  up  for  copper  sulphate. 

The  method  of  extracting  the  gold  from  the  copper  bottoms  is  at 
present  kept  secret. 

Formerly  the  lead  was  first  liquated  out  from  the  copper  in  a 
reverberatory  furnace;  the  latter  then  underwent  an  oxidising  fusion, 
and  after  drawing  off  the  slag  the  metal  was  granulated.  The  granules 
(containing  3  to  4  per  cent,  of  gold  and  2  per  cent,  of  silver)  were 
roasted  in  order  to  oxidise  the  copper,  and  then  treated  with  dilute 
sulphuric  acid  in  leaden  vessels.  The  copper  dissolved  and  left  a 
slime  of  orold  and  silver  behind.  This  slime,  containing  from  40  to 
50  per  cent,  of  gold,  and  20  to  30  per  cent,  of  silver,  was  melted  in 
plumbago  crucibles,  and  the  bullion  afterwards  parted. 

The  Boston  and  Colorado  Smelting  Works  before  their  trans- 
ference to  Argo,  Denver,  were  situated  at  Black  Hawk,  Gilpin  Co., 
Colorado.  There  the  Ziervogel  process  was  worked  in  conjunction 
with  the  Augustin  process,  the  pimple  metal,  containing  about  80 
per  cent,  of  copper,  20  per  cent,  of  sulphur,  110  ounces  of  silver  and 
0'5  ounce  of  gold  per  ton,  being  first  roasted  according  to  Ziervogel's 
method,  and  extracted  with  water,  then  roasted  with  salt  and  ex- 
tracted with  brine.  A  detailed  description  of  this  method  will  be 
found  in  Egleston's  book.^ 

The  Extraction  of  Silver  by  Electro-metallurgical 

Processes 

Electrolytic  processes  are  only  used  for  the  extraction  of  silver 
from  alloys  in  the  wet  way.  The  electrolysis  of  copper-silver  alloys 
has  already  been  dealt  with  in  the  article  on  copper,  and  the  treat- 
ment of  gold-silver  alloys  will  be  considered  under  gold,  so  that  only 
the  methods  of  obtaining  silver  electrolytically  from  lead-silver  and 
zinc-silver  alloys  remain  to  be  considered  here. 

Hampe  has  made  some  experiments  upon  the  decomposition  of 
argentiferous   lead  (work-lead)    by   electrolysis.^      In   these    experi- 

1  Metadlurfjy  of  Silver,  Gold  and  Mercury  in  the  United  States,  1887. 
-.2  Zeitschrift  fiir  das  Berg.,   Hiitten-,  u.  Salinen-Wesen  im   Preussischen  Staate, 
1882,  p.  81. 
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ments  the  work-lead  forme(i  the  anode,  and  the  cathode  consisted 
of  sheet  lead.  Lead  acetate  solution  was  used  as  the  electrolyte, 
and  it  contained  0"78  lb.  of  lead  per  gallon,  and  about  4  per  cent,  of 
glacial  acetic  acid.  The  cuiTcnt  was  furnished  by  two  Meidinger- 
Pinkus  balloon  cells  placed  in  series.  In  456  hours,  1*5  lbs.  of 
lead  were  precipitated,  the  current  strength  being  0*75  of  an  ampere 
and  the  surface  exposed  by  the  anode  being  60"5  square  inches, 
giving  a  current  density  of  1'8  amperes  per  square  foot.  The 
anode  mud  obtained  weighed  11  grams. 

The  composition  of  the  original  work-lead,  the  deposited  lead, 
and  the  anode  mud  is  given  in  the  following  table  : 


Wiirk-lead. 

'^:S^^:     A-^-ud. 

Lead 9S-797()7 

Bismuth (i  (1(137(1 

99-99297                  23  97 
0-00305                   11-20 
0-0006                     14-44 
0-00099                  29-7 

—  18-4.35 
0 -00(341                   traces 

—  0  -09 
0-0019S                      1-8 

1 

Copper ()-371(AS 

Antimony 0-r)")(i41 

Silver      .'        ....                                  0-254 

Iron        0-00575 

Nickel 0-0(173 

Zinc 0-0(1271 

Sulphur 0  •00132 

The  working  of  this  process  on  the  large  scale  was  suggested  by 
Keith  and  was  carried  out  at  Rome  in  New  York  State.  The  work- 
lead  was  melted  in  a  reverberatory  furnace  and  cast  into  plates  2  feet 
long,  6  inches  broad  and  |^  inch  thick,  each  weighing  9  pounds. 
These  plates  were  enclosed  in  muslin  bags  and  constituted  the  anodes. 
The  electrolyte  was  a  solution  of  lead  sulphate  in  sodium  acetate,  and 
the  current  was  furnished  by  a  dynamo.  The  decomposing  cells  were 
cylindrical  vessels  6  feet  in  diameter  and  3  feet  deep,  and  the  cathodes 
were  cylinders  of  sheet  brass  placed  concentrically  in  the  cells,  the 
outer  cylinder  being  nearly  6  feet  in  diameter  and  the  inner  one 
2  feet,  with  a  space  of  2  inches  between  each  cylinder. 

The  plates  of  work-lead  were  suspended  in  concentric  circles  to  the 
number  of  276  from  the  anode  frame.  This  consisted  of  a  copper  hub 
with  six  radial  arms,  from  which  the  lead  anodes  were  suspended  by 
means  of  brass  plates  and  brass  hooks.  The  anode  frame  was  then 
lowered  into  the  vat  by  means  of  a  travelling  crane  in  such  a  way 
that  each  lead  plate  hung  between  two  brass  cathodes. 

The  liquid  serving  as  electrolyte  was  brought  into  the  vat  from 
below  through  a  wooden  pipe,  and  overflowed  first  into  a  reservoir, 
over  the   upper  edge,  and  then  into  a  pressure  vessel,  where  it  was 
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heated  by  a  steam  coil  to  38°  C.  and  forced  again  through  the 
electrolysing  vats.  In  this  way  the  circulation  of  the  electrolyte,  one 
of  the  essentials  for  the  success  of  the  process,  was  secured. 

The  electric  current  passed  through  a  pipe  to  the  centre  of  the 
first  vat,  thence  to  the  side  of  this  vat  and  into  the  next  vat,  throuorh 
which  it  passed  in  the  same  way.  From  this  it  passed  successively 
through  all  the  vats,  of  which  there  were  30.  The  current  had  an 
E.M.F.  of  2h  to  3  volts  and  a  strength  of  1,000  amperes.  The  density 
of  the  current  with  an  anode  surface  of  550  square  feet  was  20 
amperes  per  square  metre  (10 "76  square  feet),  and  9  lbs.  of  lead 
were  deposited  on  the  cathodes  of  each  of  the  vats  per  hour,  so  that 
the  deposition  of  1  ton  of  lead  required  10  days.  The  lead  was 
deposited  in  a  dendritic  growth  on  the  cathodes  and  grew  towards  the 
anodes.  In  order  to  prevent  a  metallic  connection  being  thus  made 
between  anode  and  cathode,  with  the  resulting  short-circuiting  of  the 
current,  the  anode  frame  was  arranged  so  that  it  could  be  rotated, 
and  the  lead  crystals  were  removed  by  special  scrapers  and  fell  down 
to  the  bottom  of  the  bath.  The  silver  and  gold  remained  behind  in 
the  muslin  bags ;  the  residue  from  these  was  melted  with  nitre  in 
crucibles,  and  a  button  of  the  precious  metals  was  thus  obtained. 

This  method  of  separating  lead  from  silver  is  inferior  to  the  dry 
process  of  desilverising  by  means  of  zinc,  and  has,  on  this  account,  not 
come  into  further  use.  It  must  be  borne  in  mind  that  the  process  of 
electrolytic  separation  is  necessarily  slow ;  that  a  previous  melting 
of  the  work-lead  is  requisite,  as  well  as  a  remelting  of  the  lead  which 
is  deposited  ;  that  the  working  up  of  the  mud  containing  the  precious 
metals  is  difficult ;  that  losses  of  liquor  are  unavoidable  ;  and  that  the 
dilute  liquors  produced  in  washing  the  deposited  lead  require  fuel  for 
their  concentration  by  evaporation. 

The  electrolysis  of  the  zinc-silver  alloy  obtained  in  the  desilver- 
ising of  lead  by  means  of  zinc  containing  aluminium  has  been  intro- 
duced in  the  present  year  (1894)  at  Hoboken,  Antwerp,  after  the 
possibility  of  its  employment  had  been  proved  by  experiment.  The 
products  are  metallic  zinc,  which  is  used  over  again  for  desilverising, 
and  anode  slimes  which  are  worked  up  for  silver  (see  page  564). 

As  far  as  present  experience  goes,  electrolytic  methods  do  not 
appear  to  possess  any  advantage  over  the  other  processes  which  are 
in  use  for  the  separation  of  zinc  and  silver  from  this  alloy. 


GOLD 


Physical  Properties 


Gold  possesses  a  characteristic  yellow  colour  (golden  yellow) ;  this 
is  lighter,  the  more  silver  it  contains.  When  the  gold  is  finely  divided 
or  in  thin  leaves,  its  colour  changes  to  red,  blue  or  green ;  thus  the 
finely  divided  gold  in  ruby-glass  or  in  purple  of  Cassius  appears  deep 
red,  whilst  thin  leaves  of  gold  are  green  by  transmitted  light. 

Gold  crystallises  in  the  cubical  system.  Its  fracture  is  hackly. 
It  is  softer  than  silver,  but  has  almost  the  same  tenacity  as  that 
metal.  It  is  the  most  ductile  of  all  metals ;  for  example,  Reaumur 
succeeded  in  producing  a  film  of  gold  of  a  thickness  of  0"00000218 
millimetre  (0"00000087  inch).  Its  ductility  is  greatly  diminished  by 
minute  admixtures  of  other  metals,  especially  of  lead. 

The  specific  gravity  of  gold  is  19-80  to  19-33  at  17-4°  C,  after  it 
has  been  fused  and  cast;  according  to  G.  Rose,  19'33  to  19'34  when  it 
has  been  compressed,  and  19"55  to  20'72  when  it  has  been  precipi- 
tated by  ferrous  sulphate. 
1a/W  Its  melting  point  is  given  between  1,037°  C.  (Becquerel)  and 

\o>ab     9.. A.  ^'240°  C.  (Riemsdyck).     Violle  found  it  to  be  1,035°  C.  (in  1879). 

At  elevated  temperatures  gold  volatilises  as  a  reddish  vapour. 
According  to  Eisner,  pure  gold  painted  on  pieces  of  porcelain  and 
fired,  volatilised  completely  at  the  temperature  of  the  porcelain  kiln 
(2,500°  to  3,000°  C).  The  volatility  of  gold  is  increased  by  the  pres- 
ence of  foreign  metals.  According  to  Napier  the  loss  of  gold  with 
12  per  cent,  of  copper  when  heated  to  its  melting  point  amounted  to 
0'234  per  cent.,  with  10  per  cent,  of  copper  at  a  higher  temperature 
0-21  per  cent.,  and  at  the  highest  possible  temperature  O'S  per  cent. 

Gold  has  the  property  of  absorbing  gases,  in  the  solid  form  when 
heated  to  redness,  in  the  spongy  form  at  ordinary  temperatures, 
Accordinff  to  Graham  o-old  cornets  heated  to  redness  absorbed  0'48 
per  cent,  by  volume  of  hydrogen,  0*29  per  cent,  of  carbon  monoxide. 
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O'lG  per  cent,  of  carbon  dioxide,  and  0'19  to  0'24  per  cent,  of  gas, 
chiefly  nitrogen,  from  the  air.  Spongy  gold  precipitated  by  oxalic  acid, 
evolved  when  heated  to  redness,  0"704  per  cent,  by  volume  of  gas, 
consisting  of  carbon  dioxide,  carbon  monoxide  and  a  little  oxygen. 

The  thermal  conductivity  of  gold,  silver  being.  100,  is  given  as 
between  60  and  103  (according  to  Depretz  103,  Calvert  and  Johnson 
98,  Wiedemann  and  Franz  60). 

The  specific  heat  is  between  0*0298  (Dulong  and  Pettit)  and 
0-03241  (Regnault). 

Its  electrical  conductivity  is  73  at  21 '8°  C.  according  to  :''\  atthiesen, 
silver  at  0°  C.  being  taken  as  100. 

With  respect  to  the  effect  of  foreign  substances  on  gold,  it  is  to  be 
particularly  noted  that  lead,  bismuth,  cadmium,  antimony,  aresenic 
and  tin  render  gold  brittle  when  present  even  in  minute  quantities ; 
^oVtt  of  lead,  bismuth  or  tin  already  produces  brittleness  in  gold. 
According  to  Hatchett  gold  with  0"00032  per  cent,  of  antimony  is  no 
longer  malleable.  Tellurium  causes  brittleness  in  gold.  Zinc  also 
renders  gold  brittle,  but  if  the  gold  contains  at  the  same  time  silver 
and  copper,  an  admixture  of  5  to  7  per  cent,  of  zinc  does  not  affect  its 
malleability.  Platinum  only  diminishes  the  ductility  of  gold  when  it 
is  alloyed  with  it  in  large  quantities  (over  |).  Osmium  and  iridium, 
on  account  of  their  high  melting  points,  will  not  alloy  with  gold,  but 
remain  as  grains  in  the  molten  mass,  and  affect  the  working  of  the 
gold  on  account  of  their  great  hardness. 

The  Chemical  Properties  of   Gold  and  its  Compounds,  that 
ARE  OF  Importance  in  its  Extraction 

Gold  oxidises  neither  at  ordinary  temperatures,  nor  at  a  red  heat. 
It  forms  two  oxides  (Aureus,  Au^O,  and  Auric,  Au.^Og),  neither  of 
which  are  well  known. 

It  is  soluble  neither  in  sulphuric,  nitric  nor  hydrochloric  acid,  but 
dissolves  in  solutions  containing  chlorine  or  bromine,  in  solutions  of 
sodic,  calcic  and   cupro-sodic  hyposulphites,  in  solutions  of  cyanides,     \'^'^^^^^\ 
especially  of  cyanide  of  potassium,  and  in  small  quantities  at  100°  C.    '     Coo    ^^  ( 
in  ferric  and  cupric  salts  in  the  presence  of  alkaline  carbonates   and 
•  excess  of  carbon  dioxide. 

Dry  chlorine  gas  does  not  attack  molten  gold,  but  attacks  leaf 
gold  at  300°  C.  and  pulverulent  gold  at  ordinary  temperatures. 

Gold  dissolves  freely,  however,  in  solutions  containing  chlorine, 
like  chlorine  water,  or  that  generate  chlorine,  like,  e.g.,  aqua  regia, 
.mixtures  of  hydrochloric  acid    with    chromic    acid,  antimonic    acid, 
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jDeroxides  or  nitrates,  or  mixtures  of  nitric  acid  with  salammoniac  or 
salt. 

Auric  chloride,  AuClg,  is  thereby  formed.  This  salt,  which  forms 
on  evaporation  a  dark  ruby-red  or  reddish-brown  mass,  is  decomposed 
on  heating  to  180°  C.  into  aureus  chloride,  AuCl,  and  chlorine.  When 
heated  to  over  200°  C,  aureus  chloride  is  decomposed  into  chlorine 
and  gold. 

Bromine  acts  like  chlorine,  only  more  slowly. 

Aqueous  solutions  of  iodine  do  not  attack  gold,  but  an  etherial 
solution  attacks  it  even  in  the  sunlight ;  the  effect  is  much  greater 
when  the  temperature  is  raised  and  the  pressure  increased. 

Hyposulphites  of  potassium,  sodium,  calcium  and  magnesium 
dissolve  metallic  gold  with  the  formation  of  double  salts  ;  sodic  hypo- 
sulphite, for  instance,  produces  the  salt  SNa^SoOg,  Au^S^Og -[- 4H._,0, 
According  to  Russel,  1000  cc.  of  sodic  hyposulphite  solution  of  the 
most  varying  degrees  of  concentration  will  dissolve  0"002  gram  of  gold 
(or  1  gallon  of  solution  dissolves  0'14  grain).  The  dissolving  power 
of  the  hyposulphites  of  calcium  and  magnesium  is  similar,  but  of 
potassium  is  less ;  that  of  the  double  salt  of  sodium  and  copper  is  the 
same  as  of  the  hyposulphite  of  sodium  (Russel). 

Cyanide  of  potassium  and  sodium  dissolve  gold  as  a  double  salt, 
potassium  cyanide,  for  instance,  as  auro-jDotassic  cyanide  (KAuCy,). 

Gold  is  but  feebly  combined  in  its  solutions,  and  is  accordingly 
precipitated  by  a  whole  series  of  substances,  such  as  phosphorus, 
sulphur  dioxide,  nitrogen,  nitrous  acid  and  nitrites,  arsenious  acid, 
antimonious  chloride,  mercury,  silver,  palladium,  platinum,  the 
common  metals,  carbon,  ferrous  salts,  stannous  chloride,  and  many 
organic  compovinds,  such  as  oxalic  acid.  Sulphides,  such  as  pyrites, 
galena,  sulphide  of  copper,  zinc  blende,  cinnabar,  stibnite  and  sodic 
sulphide  precipitate  metallic  gold  from  a  solution  of  the  chloride. 
From  solutions  of  auro-potassic  and  auro-sodic  cyanide  gold  is  thrown 
down  as  metal  by  the  metals  of  the  alkalies,  by  aluminium  and  by 
zinc. 

In  gold  extraction,  ferrous  salts  (sulphate  and  chloride),  charcoal, 
sulphuretted  hydrogen  and  sulphides  are  used  to  precipitate  gold 
from  its  solutions,  zinc  being  used  in  the  case  of  dilute  auro- 
cyanide  solutions. 

Gold  does  not  combine  with  free  sulphur.  Sulphuretted  hydrogen 
throws  down  from  gold  solutions  a  brownish-black  precipitate  con- 
sisting of  sulphide  of  gold,  of  metallic  gold  and  of  sulphur ;  in  the  cold 
it  consists  mainly  of  sulphide  of  gold,  but  decomposes  on  heating,  all 
the  gold  separating  in  the  metallic  state.     Sulphide  of  gold  dissolves 
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in  alkaline  sulj)hides  forming  a  sulpho-salt ;  this  is  also  formed  when 
gold  is  fused  with  alkaline  carbonates  and  sulphur. 
Gold  forms  alloys  with  most  metals. 

Gold  readily  alloys  with  mercury  in  all  proportions,  forming  so- 
called  gold-amalgam,  which  is  soluble  in  mercury.  Mercury  not  only 
takes  up  gold  very  readily  but  is  also  capable  of  separating  it 
mechanically  from  substances  lighter  than  the  former.  If,  for  in- 
stance, sand  containing  gold  is  thrown  on  to  a  bath  of  mercury,  the 
particles  of  gold  will  sink  in  the  mercury,  whilst  the  sand  floats  on 
its  surface.  The  solubility  of  gold  amalgam  in  mercury  increases 
with  the  temperature.  At  ordinary  temperatures  1,000  parts  by 
weight  of  mercury  will  dissolve  about  0'!)4  parts  of  gold.^  The  gold- 
bearing  mercury  can  be  decomposed  by  heating,  into  gold  and 
mercury,  the  mercury  volatilising  at  about  360^  C,  whilst  the  gold 
remains  behind  as  metal ;  the  mercury  can  be  recovered  by  the 
condensation  of  its  vapour.  Mercury  thus  distilled  off  from  gold 
amalgams  carries  a  little  gold  with  it,  under  ordinary  conditions 
about  0005  parts  by  weight  of  gold  to  1,000  of  mercury  (H.  Louis, 
op.  cit.). 

As  mercury  is  fluid  at  ordinary  temperatures,  and  does  not  com- 
bine with  the  majority  of  the  constituents  of  gold  ores,  and  as  it  can 
moreover  be  separated  again  from  gold  at  a  comparatively  low 
temperature,  it  forms  the  most  universally  employed  means  of 
extracting  gold  from  its  ores. 

With  silver  gold  alloys  in  all  proportions.  Native  gold  is  very 
generally  alloyed  with  more  or  less  silver. 

Whenever,  therefore,  silver  is  contained  in  ores  or  furnace  pro- 
ducts, it  always  takes  up  any  gold  that  may  be  present  when  treated 
by  any  method  of  fusion.  In  gold  extraction,  auriferous  silver  or 
argentiferous  gold  is  therefore  often  produced.  The  alloy  of  gold 
and  silver  thus  obtained  is  subsequently  'parted,  as  will  be  described 
further  on  (p.  842). 

Gold  and  silver  may  be  separated,  as  has  been  stated  under  the 
head  of  Silver  (p.  465),  by  converting  the  silver  into  nitrate,  sulphate, 
chloride  or  sulphide,  as  also  by  means  of  electrolysis. 

Lead  and  gold  fuse  together  readily  in  all  proportions ;  molten 
lead  also  extracts  gold  from  its  combinations  with  great  readiness. 
On  account  of  the  oxidisability  of  lead  at  high  temperatures  to  a 
fusible  oxide,  gold  and  lead  can  be  separated  in  the  same  way  as  silver 
and  lead,  by  cupellation. 

As  most  lead  is  silver-bearing,  gold  that  is  extracted  by  means  of 
1  H.  Louis,  A  Handbook  of  Gold  Milling,  1894,  p.  81. 
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lead  is  generally  alloyed  with  silver.  As  compared  with  mercury, 
lead  has  the  disadvantage  that  it  cannot  be  used  for  gold  extraction 
at  ordinary  temperatures,  but  must  first  be  melted  and  kept  in  the 
molten  condition  by  the  application  of  a  considerable  quantity  of 
heat  before  it  can  act  on  the  gold.  It  forms,  nevertheless,  an 
excellent  medium  for  collecting  gold  and  silver  in  smelting  ores  and 
artificial  products  containing  gold  and  silver.  It  is  less  often  used  in 
the  metallic  state  than  in  the  state  of  ores  and  metallurgical  products, 
which  are  reduced  by  the  smelting  opei-ations. 

Copper  alloys  readily  with  gold  ;  the  latter  metal  can  be  extracted 
from  these  alloys  by  means  of  lead.  Gold  can  also  be  separated  from 
copper  by  dissolving  the  latter  in  acids  or  by  means  of  electrolysis. 
Copper  is  used  for  collecting  gold  in  the  treatment  of  copper  ores  or 
cupriferous  furnace  j)roducts  containing  gold  and  silver,  more  rai-ely 
in  the  treatment  of  ores  that  do  not  contain  copper  ;  it  is  used  in  the 
form  of  copper  ores  or  copper  mattes. 

Zinc  also  combines  readily  with  old ;  the  zinc  may  be  removed 
from  the  alloy  by  distillation,  by  solution,  by  oxidation,  and  by  elec- 
trolysis. It  is  not  used  for  the  direct  separation  of  gold  from  ores, 
but  an  alloy  containing  gold,  silver,  lead  and  zinc  is  obtained  when 
auriferous  work-lead  is  desilverised  by  zinc.  Here  gold  passes  with 
copper  into  the  first  alloy  that  separates  out,  which  is  worked  up  for 
auriferous  s-ilver. 

Gold  Ores 

Gold  occurs  in  nature  both  in  the  native  state  and  combined 
with  telhirium. 

The  real  ore  of  gold  is  native  gold. 

Native  Gold 

This  is  generally  alloyed  with  silver  which  may  amount  to  39 
per  cent. ;  it  also  often  contains  smaller  quantities  of  the  platinoid 
metals,  iron,  copper,  lead,  bismuth  and  mercury. 

Native  gold  occurs  in  part  in  situ  in  its  original  deposits,  in  part 
in  beds  of  sand  and  gravel  which  have  been  formed  bv  the  destruction 
of  the  former.  Gold  of  the  first  class  is  called  reef-gold,  of  the  second 
alluvial  gold. 

Reef-gold  is  generally  found  disseminated  in  quartz,  accompanied 
by  brown  haematite  in  the  upper  portions  (gossans)  of  the  deposits, 
and  by  sulphurets  in  the  lower  portions,  especially  iron  pyrites,  also 
arsenical   pyrites,    zinc-blende   and  galena.      It  also  occurs   in  very 
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small  quantities   in   many  deposits  that  carry  pyrites  or  blende,  e.g., 
Rammelsberg,  Lautenthal,  Freiberg  and  Reichenstein. 

Alluvial  gold  occurs  as  dust,  grains,  scales,  and  larger  pieces 
{nuggets)  in  alluvial  deposits,  which  form  beds  of  sand,  gravel  or 
breccia  either  upon  the  surface  (shallow  placers)  or  at  greater  or  less 
depths  beneath  it  (deep  placers),  and  which  have  been  produced  by 
the  destruction  of  gold-bearing  deposits.  It  also  occurs  in  the  sands 
of  many  streams  and  rivers,  having  been  washed  out  of  the  rocks  on 
their  banks.  Amongst  the  foreign  substances  with  which  alluvial 
gold  is  mixed  may  be  named  quartz,  clay,  mica,  chlorite,  serpentine, 
ilmenite,  magnetite,  chromite,  garnet,  spinel,  zircon  and  platinum. 
Important  alluvial  deposits  occur,  for  example,  on  the  western  flanks 
of  the  Sierra  Nevada  in  California,  where  they  are  650  feet  in  thick- 
ness and  fill  the  valleys  of  Pliocene  rivers. 

In  the  gravels  of  California,  nuggets,  according  to  Eggleston,  of 
2,250  ounces  troy,  of  Australia  (Ballarat  in  Victoria)  of  2,958  ounces, 
and  of  the  West  Indies  of  43,400  ounces  have  been  found. 

The  most  important  localities  for  native  gold  are  :  Australia, 
especially  the  colonies  of  Victoria  (Ballarat,  Bendigo),  Queensland 
(Mount  Morgan,  for  a  time  the  richest  gold  mine  in  the  world, 
Gympie  gold  fields).  West  Australia  (especially  Coolgardie),  New 
South  Wales  and  New  Zealand,  in  all  of  which  countries  it  occurs 
both  as  reef-  and  as  alluvial  gold ;  North  America,  especially  the 
United  States,  British  Columbia,  and  Nova  Scotia.  Of  the  United 
States  the  principal  producers  are :  California,  especially  on  the 
flanks  of  the  Sierra  Nevada  (reef  and  alluvial),  Colorado,  Nevada 
(Washoe,  Carson  river),  Oregon,  Idaho,  Montana,  Utah,  Dakota, 
Arizona,  Wyoming,  &c.  In  South  America  gold  is  found  in  Brazil,  the 
Guianas,  Chili,  and  Peru ;  in  Africa,  chiefly  in  the  Transvaal,  in  South- 
West  Africa,  and  the  Gold  Coast  ;  in  Asia,  in  India,  Turkestan,  East 
and  West  Siberia.  In  West  Siberia  it  occurs  both  in  reef  and 
alluvial  deposits  at  Beresov,  Miask,  Troitsk,  Goroblagodat,  Tagil, 
Bisersk,  Kishtimsk,  as  also  in  the  districts  of  the  Bashkires,  Tept- 
jares,  and  Cossacks;  in  East  Siberia  in  the  districts  of  the  rivers 
Yenisei,  Amur,  Olekma,  Witim  and  Kara. 

In  Europe  gold  occurs  only  in  relatively  small  quantity.  It 
occurs  in  Russia  (the  Urals),  in  Siebenbllrgen  (Abrudbanya,  Voros- 
patak,  Butzum,  Vulkoy,  Ruda,  Brad),  also  in  Carinthia  (Heiligenblut), 
Salzburg  (Rauris  and  Gastein),  Italy  (Pestarena),  Finland  and  Norway. 
In  England  it  occurs  in  Wales.  In  Germany  only  in  very  unimport- 
ant quantities  in  the  sands  of  some  rivers  (Rhine,  Eder),  as  also  in 
some  deposits  of  pyrites. 
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Compounds  of  Gold  with  I'elluriuni 

These  but  rarely  occur  in  any  quantity  ;  among  them  are  Graphic 
Tellurium  or  Sylvanite  (AuAg)Te.„  Foliated  Tellurium  or  Nagyagite 
(Pb,  Au),  (S  Te  Sb)3,  and  White"  Tellurium  (Au  Ag  Pb)  (Te  Sb)3. 
These  ores  occur  at  Nagyag  and  Offenbanya  in  Siebenbiirgen,  in  the 
Altai,  in  California,  in  Boulder  County,  Colorado,  in  West  Australia, 
and  other  places. 

Auriferous  Metallurgical  Products. 

The  chief  metallurgical  products  that  furnish  material  for  the 
extraction  of  gold  are  mattes,  black  copper,  dross,  slags,  and  alloys  of 
silver  and  gold.     Gold  is  but  rarely  extracted  from  pyrites  residues. 

The  Extraction  of  Gold 

Gold  may  be  extracted  from  its  ores,  either  direct  by  washing,  or 
by  metallurgical  processes  ;  in  the  latter  it  is  combined  with  mercury, 
lead,  silver  or  copper,  or  brought  into  aqueous  solution.  The  extrac- 
tion may  be  performed  n  the  dry  way,  in  the  wet  way,  or  by  means 
of  electrolysis. 

We  have  therefore  to  distinguish : 

1.  Extraction  of  gold  by  simjjle  washing. 

2.  Extraction  of  gold  in  the  dry  way. 

3.  Extraction  of  gold  in  the  wet  way. 

4.  Extraction  of  gold  by  means  of  electrolysis. 

The  extraction  by  simple  washing  is  effected  by  dressing  gold- 
bearing  sands,  gravels,  or  ores. 

The  extraction  of  gold  in  the  dry  way  is  effected  by  converting 
the  gold  into  a  gold-lead  or  gold-lead-silver  alloy  and  cupelling  it. 

The  extraction  of  gold  by  combined  wet  and  diy  methods  may  be 
effected  by : 

(«)  Obtaining  the  gold  as  a  gold-mercury  alloy. 

(h)   Obtaining  the  gold  in  aqueous  solutions. 

(c)  Obtaining  the  gold  as  a  gold-silver  or  a  gold-silver-copper 
alloy,  and  dissolving  the  silver  and  copper  out  of  these  alloys. 

The  extraction  of  gold  by  electrolytic  methods  is  effected  by 
obtaining  the  gold  as  a  gold-silver  or  gold-copper  alloy,  and  separating 
these  metals  from  the  gold  by  means  of  electrolysis. 

The  separation  of  gold  and  silver  is  known  as  imrting,  and  will  be 
described  indej^endently  of  the  other  methods  of  gold  extraction, 
after  these  latter  have  been  dealt  with. 

The  selection  of  a  method  of  gold  extraction  depends  on  the  mode 
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of  occurrence  of  the  gold  and  the  nature  of  the  substances  inter- 
mingled with  it. 

Extraction  of  the  gold  by  washing  alone  is  only  possible  in  the 
oase  of  ores  carrying  native  gold.  Except  for  the  separation  of  the  gold 
that  occurs  in  coarse  grains  or  larger  nuggets  in  alluvial  deposits,  by 
handpicking  or  washing,  this  method  is  now  only  used  exceptionally 
and  in  uncivilised  countries,  because  of  the  heavy  losses  entailed  by 
it.  Washing  is,  however,  often  combined  with  amalgamation  of  gold 
ores. 

The  dry  method  of  gold  extraction  consists  in  smelting  gold  ores 
or  auriferous  furnace  products  with  lead,  lead  ores  or  lead-bearing 
furnace  products. 

This  method  should  be  employed  not  on  pure  gold  ores  but  on 
auriferous  and  argentiferous  lead  ores ;  it  can  also  be  used  with 
advantage  for  auriferous  and  argentiferous  copper  ores. 

It  would  only  be  used  on  pure  gold  ores,  where  lead  ore  and  fuel 
are  cheap,  or  where  the  other  methods  are  not  applicable  owing  to  the 
character  of  the  sfold  ore  itself. 

Extraction  of  gold  by  means  of  mercury,  so-called  amalgamation, 
should  be  employed  whenever  the  main  proportion  of  the  gold 
present  is  capable  of  being  absorbed  by  mercury.  This  is  the  most 
general,  simplest  and  cheapest  method  of  gold  extraction,  but  often 
fails  with  ores  which  contain  the  gold  in  a  fine  state  of  division  or 
enclosed  in  pyrites. 

Extraction  of  gold  by  means  of  aqueous  solutions  (as  chloride  or 
as  auropotassic  cyanide)  is  employed  when  the  gold  is  not  completely 
extracted  by  amalgamation,  as  is  often  the  case  with  pyritic  ores. 
This  method  may  often  be  used  with  advantage  where  amalgamation 
fails  and  smelting  processes  are  too  expensive ;  it  is  frequently  com- 
bined with  the  last  described  method. 

The  extraction  of  gold  in  the  form  of  gold-silver  or  gold-copper 
alloys,  out  of  which  the  silver  and  copper  are  subsequently  dissolved, 
is  a  combination  of  smelting  methods  or  wet  methods  with  parting. 
Auriferous  copper  is  obtained  by  smelting  gold-bearing  copper  ores, 
or  gold  ores  with  copper  ores  or  mattes.  Auriferous  silver  is  obtained 
by  treating  gold-bearing  silver  ores  with  lead ;  argentiferous  gold  is 
obtained  in  most  methods  of  gold  extraction.  The  silver  and  copper 
are  dissolved  by  acids  leaving  the  gold  behind. 

The  extraction  of  gold  by  electro-metallurgical  methods  has  so 
far  only  been  practised  with  advantage  for  the  treatment  of  gold 
alloys,  especially  of  gold-copper  and  gold-silver  alloys,  and  is  also  a 
form  of  parting. 
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I.  Extraction  of  Gold  by  Washing. 

The  extraction  of  gold  by  washing  or  dressing  alone  is  only  quite 
exceptionally  used  in  civilised  countries  on  account  of  the  heavy 
losses  of  gold  entailed  by  it,  which  may  amount  to  50  per  cent.  In 
combination  with  amalgamation  it  is,  however,  the  method  most 
commonly  used. 

In  California  gold  prospectors  use  a  pan  (Figs.  521  and  522)  to 
test  gold-bearing  rock  and  to  extract  the  finest  gold  on  a  small  scale. 
It  is  made  of  black  sheet  iron,  usually  Russian  sheet  iron ;  in  Aus- 
tralia the  pan  is  generally  made  of  sheet  tin.  In  Mexico  and  South 
America  a  wooden  dish  in  the  shape  of  a  flattened  cone  16  inches  in 
diameter  and  2  inches  deep,  known  as  the  hatea,  (Figs.  523  and  524), 
is  used.  Similarly  shaped  wooden  dishes  are  used  by  uncivilised  or 
semi-civilised  tribes  in  most  parts  of  the  world,  e.g.,  Borneo,  Malay 


Figs.  521  and  , 


Figs.  523  and  524. 


Peninsula,  West  Africa,  &c. ;  these  are  sometimes  segments  of  spheres 
instead  of  being  conical. 

In  California  and  Australia  the  cradle  or  rocker  and  the  long 
tom  were  largely  used  at  one  time.  The  cradle  is  a  box  providM 
with  a  sieve  in  the  upper  part,  the  whole  resting  on  rockers,  so  that 
it  can  be  rocked  by  means  of  a  handle.  The  gold-bearing  gravel  is 
thrown  into  the  sieve  and  water  is  throAvn  on  ;  the  pebbles  are  re- 
tained in  the  sieve,  or  carried  away  from  it  by  the  water,  whilst  the 
finer  parts  are  carried  through  it  by  the  water,  which  washes  away  the 
lighter  portions  over  the  inclined  bottom,  whilst  the  heavier  contain- 
ing the  gold  are  retained  by  transverse  slats,  known  as  riffles.  The 
construction  of  a  cradle  is  shown  in  Figs.  525  and  526,  in  which  s  is 
the  sieve,  t  the  bottom  of  the  cradle,  divided  by  the  riffles  {v)  into  a 
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number  of  separate  compartments  ;  y  are  the  two  rockers,  resting  on 
the  floor  pieces  z.  H  is  the  handle  by  which  the  apparatus  is  rocked. 
The  coarser  pebbles  escape  by  the  shoot  G,  the  finer  lighter 
portions  by  K.  With  fine  gold  the  loss  of  gold  is  very  great.  A  man 
can  wash  1^  cubic  yards  of  gold-bearing  sand  per  day  in  the  cradle. 


Fig.  525 


Very  often  this  machine  is  used  as  a  crude  amalgamating  contrivance 
by  pouring  a  little  mercury  into  the  riffles.  In  California  its  use  is 
now  practically  confined  to  Chinamen,  who  are  rewashing  old  tailing- 
heaps  that  have  already  been  washed  one  or  more  times. 

The  long  tom,  too,  is  now  almost  confined  to  the  Chinese.  It 
consists  of  two  troughs,  of  which  the  lower  lying  one  is  furnished  with 
cross-riffles  on  its  inclined  bottom.  The  upper  trough  is  14  feet  long 
and  has  a  slope  of  1  inch  to  the  foot ;  the  upper  end  is  20  inches,  the 
bottom  end  30  inches  wide ;  its  lower  end  is  closed  by  a  sieve  that 
retains  the  coarser  pieces,  pebbles,  &c.  The  lower  trough  is  12  feet 
long  and  8  feet  wide,  and  has  the  same  slope  as  the  upper  one.  By 
means  of  a  strong  stream  of  water  the  material  thrown  in  at  the  upper 
end  of  the  upper  box,  is  carried  through  both  boxes,  the  gold  being 
caught  in  the  riffles  of  the  lower  box.  Two  men  with  the  long  tom 
can  do  five  times  as  much  work  as  with  the  cradle. 
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The  puddling  tub  or  puddling  box  has  been  chiefly  used  in 
Australia,  where  the  alluvial  contained  much  tenacious  clay  and 
where  ^Yater  was  scarce.  It  consists  of  a  tub  or  a  box,  according  to 
the  size  of  the  machine,  in  which  rakes  are  made  to  revolve  by 
hand,  animal  or  machine  power,  according  to  size,  as  in  an  ordinary  clay 
pug  mill.  The  alluvial  is  stirred  in  this  with  water  till  the  clay  is 
suspended  in  the  water,  when  the  contents  are  run  through  a  trough 
fitted  with  riffles.  The  water  is  generally  run  into  a  settling  pit  and 
used  over  again. 

At  present  the  sluice  is  the  appliance  most  used  in  the  United  States. 
It  consists  of  a  series  of  troughs  or  boxes  1  foot  4  inches  to  1  foot 
9  inches  wide  and  at  least  9  inches  deep.  Each  box  is  12  feet  long, 
and  they  are  connected  so  as  to  form  long  troughs,  sometimes  several 
hundreds  of  yards  in  length,  the  inclination  being  from  8  to  20  inches 
to  the  12  foot  box.  They  are  furnished  with  either  longitudinal  or  trans- 
verse wooden  slats  or  rifiles,  which  are  wedged  into  their  places,  and 
which  help  to  disintegrate  the  clayey  matter.  At  intervals  so-called 
undercurrents  are  inserted,  to  separate  the  coarser  pebbles,  &c.  These 
are  formed  by  replacing  the  bottom  of  a  box  by  a  grating,  known  as  a 
grizzly,  and  leaving  the  end  of  the  box  open.  Underneath  the 
grating  there  is  a  trough  at  right  angles  to  the  main  sluice,  which 
opens  into  another  trough  or  box  parallel  to  the  main  direction,  and 
which  forms  the  continuation  of  the  sluice.  The  finer  portions  fall 
through  the  grating  into  the  cross  sluice,  which  is  very  wide  and 
gives  an  opportunity  for  the  settling  of  any  fine  gold,  whilst  the 
sand,  &c.,  is  carried  through  the  undercurrent  into  the  boxes  that  form 
the  continuation  of  the  main  sluice  ;  the  larger  pebbles  that  can- 
not pass  through  the  grizzly,  pass  over  it  and  out  through  the  open 
end  of  the  upper  main  box  on  to  a  dump. 

The  gold  is  caught  by  the  cross  riffles.  Mercury  is  also  generally 
sprinkled  into  these  so  as  to  combine  amalgamation  with  washing. 
The  ore  to  be  washed  is  shovelled  in  at  the  head  of  the  sluice  and  is 
carried  along  by  the  current  of  water.  The  sluice  is  considered  to  be 
the  best  contrivance  for  washinq;  gold-bearincr  ^ravels. 

In  Russia,  washing  appliances,  consisting  generally  of  pug  mills  or 
drums,  followed  by  trommels  and  strakes,  are  used,  and  are  driven  by 
steam  or  water  power. 

Where  water  is  very  scarce,  e.g.,  in  Western  Australia,  alluvial 
gold  is  sometimes  dressed  by  pneumatic  instead  of  hydraulic  methods, 
by  winnowing  and  dry-blowing  the  gravels.  Machines  have  been 
used,  of  which  Wetzlar's  Tierra  Seca  machine  is  typical ;  in  it  the 
ore  is  led  on  to  an  inclined  shaking  sieve,  upon  which  lies  a  layer  of 
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shot,  through  which  a  powerful  fan  sends  an  upw^ard  stream  of  air ;  the 
gold  passes  through  the  bed  of  shot  and  the  screen,  whilst  the  lighter 
sands  kept  vip  by  the  air,  pass  over  the  bed.  This  machine  has 
been  used  in  Western  Australia,  but  no  data  as  to  its  performance  are 
available. 

The  gold  obtained  by  dressing  often  retains  .magnetite,  ilmenite 
and  chromite,  together  with  other  specifically  heavy  minerals.  It  is 
freed  from  these  substances  by  fusion  with  potash,  borax  and  nitre. 
The  magnetite  is  sometimes  removed  by  the  magnet  before  melting, 
which  is  usually  performed  in  graphite  crucibles.  Impure  gold  may 
also  be  treated  in  the  lead  bath  of  a  cupelling  furnace. 

II. — Extraction  of  Gold  in  the  Dry  Way 

This  process  consists  in  alloying  the  gold  with  lead  and  cupelling; 
as  the  lead  always  contains  silver,  the  result  is  a  silver-gold  alloy  that 
has  to  be  parted. 

The  alloying  of  gold  with  lead  (called  in  German  Verhleumg,  i.e., 
*'  leading  ")  is  performed  as  in  the  case  of  silver.  It  may  be  effected 
either  by  introducing  ores  into  a  bath  of  lead,  or  by  smelting  the 
ores  with  lead-bearing  fluxes,  or  by  first  smelting  the  ores  for  matte 
and  then  smelting  the  latter  with  fluxes  containing  lead. 

The  introduction  of  pure  gold  ores  into  a  lead  bath  is  only 
exceptionally  practised,  but  this  may  be  done  in  the  case  of  ores 
containing  considerable  quantities  of  gold  and  silver,  the  operation 
being  jDerformed  as  in  the  case  of  silver  ores. 

Smelting  the  ores  with  lead-bearing  fluxes  for  work-lead  is  per- 
formed as  in  the  analogous  process  with  silver  ores  already  described 
(page  470).  Ores  poor  in  gold  and  silver  are  first  smelted  for  matte, 
which  is  treated  as  in  the  case  of  silver. 

If  the  gold  ores  contain  copper,  a  part  of  the  gold  alloys  with  the 
copper,  either  in  the  form  of  copper  matte  or  of  black  copper. 

By  means  of  zinc,  auriferous  lead  can  be  enriched  just  as  argent- 
iferous lead  can  be.  When  argentiferous  lead,  that  also  contains 
some  gold,  is  being  enriched  in  silver,  the  gold  accumulates  in  the 
zinc  that  is  first  added.  After  the  zinc  has  been  removed  from  the 
alloy,  an  auriferous  lead  is  left,  which  is  cupelled  in  order  to  extract 
the  gold  from  it. 

The  cupellation  of  auriferous  or  auriferous  and  argentiferous  lead 
is  identical  with  that  of  argentiferous  lead. 

The  treatment  with  lead  of  gold  and  silver  ores,  or  of  auriferous 
silver  ores,  is  practised  at  Schemnitz,  Nagybanya,  and  Zalathna  in 
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Hungary,  Freiberg  in  Saxony,  and  Andreasberg  in  the  Upper  Harz. 
These  processes  have  already  been  described  (page  474). 

At  Zalathna  (page  482)  a  work-lead  is  ultimately  produced  from 
auriferous  pyrites  that  has  the  following  composition  : — 

Pb 99-346 

Sb       0-018 

Cu trace 

Ag 0-326 

Au 0-310 

Fe trace 

It  is  cupelled  in  German  cupellation  furnaces  fired  with  wood. 
The  first  charge  of  work-lead  is  2-4  to  2-6  tons,  and  it  is  raised  by 
subsequent  charges  to  8  to  9  tons.  The  loss  of  lead  is  8  per  cent. 
The  hlicksilver  produced  contains  97-5  per  cent,  fine  silver  and  gold, 
the  alloy  containing  50-4  jser  cent,  of  fine  gold. 

III. — Extraction  of  Gold  by  Combined  Wet  and  Dry 

Methods 

a.  extraction  of  gold  in  the  form  of  a  gold-mercury 

ALLOY 

This  process  is  known  as  amrdgamation.  It  consists  in  combining 
the  gold  with  mercury,  and  in  decomposing  the  gold-mercury  alloy  or 
amalgam  thus  obtained,  by  heating  it,  whereby  the  gold  is  obtained 
as  metal,  whilst  the  mercury  is  volatilised  as  vapour,  and  again 
condensed.  The  mercury  does  not  only  alloy  with  the  gold,  but  also 
separates  it  mechanically  from  the  substances  with  which  it  is  inter- 
mixed ;  when  crushed  gold  ores  are  treated  with  mercury,  the 
particles  of  gold  sink  in  the  latter  by  reason  of  their  high  specific 
gravity,  whilst  the  gangue  floats  on  the  surface. 

Amalgamation  is  applicable  to  ores  that  contain  gold  in  the  native 
state  and  free  ;  ores  that  carry  gold  enveloped  in  pyrites  have  to 
be  calcined  before  amalgamation.  Chloride  of  gold,  contained  in 
ores  after  a  chloridising  roast,  is  decomposed  by  mercury  with  the 
formation  of  me'-curous  chloride ;  the  gold  thus  separated  is  absorbed 
by  the  mercury.  The  same  substances  that  interfere  with  the  amal- 
gamation of  silver  ores  are  also  injurious  to  gold  ores.  These  are 
more  especially  ores  of  lead,  bismuth,  zinc  and  antimony,  which 
render  the  amalgam  pasty,  and  the  hydrated  silicates  of  magnesia  and 
alumina,  which  tend  to  fiour  or  sichcn  the  mercury. 

During  the  crushing  that  precedes  the  amalgamation  of  gold  ores, 
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the  larger  particles  of  gold  are  readily  stamped  or  rolled  into  thin 
leaves,  which  unite  with  mercury  with  greater  difficulty  than  the 
fine  dust,  and  are  hence  apt  to  be  carried  away  by  the  stream  of 
water  {jl.oat  gold). 

When  the  mercury  is  made  to  attack  very  fine  particles  of  ore,  a 
certain  amount  of  the  former  is  readily  broken  up  into  minute 
spherules,  which  are  surrounded  by  a  film  of  dust,  and  then  only 
reunite  with  difficulty  into  larger  drops,  so  that  they  are  mostly  carried 
off  in  the  stream  of  pulp  ;  mercury  in  this  state  is  said  to  be  floured 
or  sickened.  As  it  will  have  already  taken  up  a  certain  quantity  of 
precious  metals,  this  entails  a  loss  of  gold  as  well  as  of  mercury. 

When  pyritic  gold  ores  are  submitted  to  an  oxidising  calcination, 
a  thin  film  of  oxide  of  iron  is  apt  to  form  in  some  cases  on  the  gold, 
which  has  then  no  tendency  to  combine  with  mercury.  Gold  in  this 
condition,  whether  naturally  or  induced  artificially,  is  spoken  of  as  rusty 
gold  ;  besides  the  above  cause  of  rustiness,  a  number  of  others  are 
assigned  by  various  authorities.  Chloridising  roasting  will  remove 
this  film,  the  oxide  of  iron  being  converted  into  a  volatile  chloride. 

A  distinction  may  be  made  between  the  amalgamation  of  gold- 
bearing  material  which  does  not  require  crushing,  and  of  material 
that  requires  it.  The  crushing  may  be  simultaneous  with  the  amal- 
gamation, or  may  precede  it.  In  either  case  the  ore  may  be  amal- 
gamated without  previous  concentration,  during  concentration  or 
after  concentration. 

Amalgamation,  'without  Peevious  Crushing,  of  the 
Gold-Beapjng  Material 

{a)  without  previous  concentration 

This  form  of  amalgamation  Avas  and  is  carried  on  upon  a  very 
vast  scale  in  California,  where  it  is  combined  with  so-called  hydraulic 
mining,  a  development  of  the  sluicing  already  described. 

The  gold-bearing  gravels  are  washed  down  by  powerful  streams 
of  water  under  high  pressure,  and  carried  by  the  currents  of  water 
into  long  sluices,  where  they  are  brought  into  contact  with  mercury. 

The  water  is  collected  in  huge  reservoirs,  ponds,  lakes,  dams,  &c. ; 
it  is  then  brought  by  means  of  ditches,  flumes  or  pipes  to  the  point 
where  it  is  to  be  utilised  ;  such  ditch-lines  are  at  times  over  100 
miles  in  length.  These  convey  the  water  to  head  boxes,  whence  iron 
pipes,  made  of  sheet-iron,  about  30  inches  in  diameter,  convey  it 
down  to  distributing  boxes,  from  which  separate  sheet-iron  pipes 
distribute  it  to  the  various  parts  of  the  mine.     These  pipes  terminate 
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in  cast-iron  nozzles,  known  as  monitors  or  giants,  movable  horizontally 
and  vertically  by  means  of  ball  and  socket  joints,  so  that  the  stream 
may  be  turned  in  any  desired  direction,  the  movement  being  pro- 
duced by  the  force  of  the  water  itself  by  means  of  a  short  piece  of 
pipe  projecting  over  the  nozzle,  known  as  the  deflector.  The  stream 
of  water  is  from  4  to  11  inches  in  diameter,  under  a  head  of 
250  to  500  feet,  and  is  directed  against  the  banks  of  gravel  from  a 
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distance  of  160  to  200  feet,  more  or  less,  according  chiefly  to  the 
height  of  the  bank.  An  idea  of  hydraulic  mining  (full  descriptions 
and  details  of  which  will  be  found  in  T.  Egleston's  The  3Ietcdlurgy  of 
Silver,  Gold,  and  Mercury,  1890,  vol.  ii.,  and  in  A.  J.  Bowie's  Practical 
Hydraulic  Ilining,  1885)  may  be  gathered  from  Fig.  527. 

The  waiter  flows  through  the  pipe  i  into  the  distributing  box  v,  from 
the  latter  by  the  three  branches  iv,  x  and  y  to  the  monitors  d,  cV  and 
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d",  each  worked  by  one  man,  by  which  it  is  projected  against  the 
face  of  the  gravel ;  the  construction  of  these  monitors  will  be  found 
fully  described  in  the  above  cited  works.  The  gravel  loosened  by  the 
water  is  carried  by  the  stream  of  water  through  the  ditches  m,  ru 
and  m"  into  the  main  ditch  or  ground  sluice  z,  which  leads  them 
through  the  tunnel  it  into  the  sluice  G,  in  which,  and  in  the  under- 
current ?7  connected  with  it,  the  gold  is  amalgamated. 

The  sluices  are  made  of  planks  12  feet  long  and  \h  inches  thick, 
the  total  length  depending  on  the  nature  of  the  gravels,  and  having 
in  every  case  to  be  determined  experimentally  ;  it  may  vary  from  100 
yards  to  6|-  miles  (Spring  Valley,  California).  The  length  of  most 
sluices  lies  between  400  and  1,600  yards,  the  width  between  3  feet 
and  6  feet,  and  the  depth  between  28  and  30  inches.  The  grade  of 
the  sluice  is  from  6  to  12  inches  to  the  12  foot  box.  For  ordinary 
gravel  the  grade  is  usually  4  per  cent,  for  very  clayey  or  very  coarse 
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gravel,  6  per  cent,  to  8  per  cent.  In  order  to  protect  the  sluice 
against  the  rough  boulders  of  the  gravel,  it  receives  a  bottom  lining 
and  a  side  lining.  The  bottom  lining  is  either  stone  or  block  pave- 
ment, iron  being  but  rarely  used  ;  the  sides  are  lined  with  plank. 
The  arrangement  of  a  stone-paved  sluice  is  shown  in  Fig.  528  ;^  the 
stones  are  9  inches  to  12  inches  thick,  and  consist  of  rock  found  in 
the  neighbourhood  of  the  mine,  generally  basalt.  The  spaces  between 
them  are  filled  to  a  certain  height  with  gravel.  Into  the  hollows 
remaining,  mercury  is  poured  to  collect  the  gold.  The  side  lining, 
which  is  also  shown  in  the  figure,  consists  of  a  lower  board  2  inches 
thick,  projecting  10  inches  to  15  inches  above  the  pavement,  and 
a  second  board  spiked  over  the  first,  6  to  8  inches  deep. 

Stone  pavement  is  far  more  dui'able  than  block  pavement,  but 
requires  more  water  and  a  steeper  grade  thaii  the  latter. 

A  sluice  paved  with  wood  blocks  is  shown  in  Fig.  529  ;  the  blocks 

^  Egleston,  op.  cit.  p.  21.j. 
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are  0  to  12  inches  deep  and  12  to  18  inches  square;  they  are  set  in 
a  row  perpendicularly  across  the  length  of  the  sluice,  from  side  to 
side,  each  row  being  separated  from  the  next  by  a  slat  nailed  to  the 
bottom  of  the  sluice ;  these  slats,  which  are  1^  inches  thick  and  half 
the  height  of  the  blocks,  leave  grooves  between  each  row  of  blocks 
into  wliich  quicksilver  is  poured  to  collect  the  gold  ;  z  is  the  side 
linincr  of  the  sluice. 

Wood  pavement  has  the  disadvantage  that  it  is  rapidly  worn  out 
by  the  boulders  rolling  over  it,  and  only  lasts  a  short  time  ;  in  full 
work,  its  life  rarely  exceeds  3  months.  Moreover,  it  does  not  give  as 
much  free  space  for  the  mercury  as  the  stone  pavement. 

In  order  to  allow  the  finer  particles  of  gold  an  opportunity  of  settling, 
large  flat  wooden  boxes,  the  so-called  undercurrents,  are  provided  at 
intervals.  These  are  square  or  rectangular,  and  about  15  inches  deep. 
As  their  area  is  from  2,000  to  8,000  square  feet,  the  water  current 
moves  very  slowly  in  them  and  the  fine  particles  of  gold  are  thereby 
allowed  time  to  settle.  From  these  undercurrents,  the  stream  returns 
to  the  prolongation  of  the  main  sluice. 

The  construction  of  an  undercurrent  is  shown  in  Fig.  530.^  The 
main  sluice  G,  has  a  grating  of  steel  bars  Z  which  there  replace 
the  usual  plank  bottom;  through  this  the  finer  portions  drop, 
together  with  the  greater  part  of  the  water,  and  fall  into  the  steepl}' 
inclined  trough  y,  which  takes  them  into  the  undercurrent  W.  A 
row  of  wooden  blocks  near  the  head  of  the  undercurrent  serves  to 
distribute  the  stream  of  water  uniformly.  The  undercurrent  is  set  on  a 
grade  of  1  foot  in  12,  and  its  bottom  contains  grooves  or  riffles  of 
various  kinds,  like  the  main  sluice,  into  which  mercury  is  poured  to 
collect  the  gold.  At  the  lower  end  of  the  undercurrent  the  stream 
flows  out  at  U  and  falls  first  into  the  box  N,  known  as  the  droj)  lox, 
and  thence  into  the  continuation  L  of  the  main  sluice.  In  passing 
through  the  undercurrent  the  stream  deposits  the  greater  part  of  its 
gold  on  the  bottom,  where  it  is  retained  by  the  mercury  in  the 
riffles. 

The  larger  stones  that  cannot  drop  through  the  grating  Z  into  the 
undercurrent,  are  carried  over  it  andthrouo-h  the  narrower  box  Pwith 
a  portion  of  the  stream  on  to  the  "  grizzly  "  Q,  consisting  of  a  grating 
made  of  rails  inclined  at  30°,  the  rails  being  set  6  inches  apart.  The 
grizzly  lies  over  the  drop  box  and  projects  so  far  that  it  carries  all 
the  larger  boulders  clear  over  it.  The  water  and  the  smaller 
pebbles  fall  through  the  spaces  of  the  grizzly,  into  the  drop  box, 
where  they  unite  with  the  stream  issuing  from  the  undercurrent,  and 

1  Egleston,  nji.  rif.  p.  22.S. 
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flow  into  the  prolongation  L  of  the  main  sluice.  The  larger  rocks  fall 
over  the  grizzly  on  to  a  dump,  over  a  precipice  or  steep  hill  slope,  at 
the  edge  of  which  the  grizzly  must  always  be  situated.  The  drop 
box  must  be  very  strongly  built,  and  paved  witli  stones.  The  distance 
between  successive  undercurrents  and  grizzlies  depends  on  the 
contour  of  the  surface,  and  on  the  nature  and  quantity  of  the  gravel 
that  is  being  treated. 

At  the  Sailors'  Union  Mine,^  Iowa  Hill  Ridge,  1,615,577  parts  of 
barren  gravel  have  to  be  shifted  to  obtain  1  part  of  gold,  and  at 
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North    Bloomfield    Mine,  1    part    of  gold    only  was    obtained    from 
12,107,116  parts  of  barren  gravel. 

Mercury  is  introduced,  in  the  finest  possible  state  of  division, 
generally  through  a  vessel  with  a  perforated  bottom,  at  the  upper  end 
of  the  main  sluice,  and  is  retained  in  the  riffles.  Generally  about  1 
cwt.  is  added  daily  in  several  lots.  In  a  sluice  about  5,000  feet  long 
there  will  be  at  one  time  some  5  to  6  cwts  of  mercury,  and  some  of 
the  largest  sluices  may  contain  2  to  3  tons.  The  gold  amalgam  is 
removed  from  the  upper  part  of  the  sluice  once  or  twice  a  month, 
and  from  the  remainder  at  longer  intervals  of  6  weeks  to  6  months. 
A  general  clean-up  of  the  entire  sluice  takes  place  yearly.  To 
collect  the  amalgam,  the  paving  is  taken  up,  working  from  above 
downwards  ;  a  section  of  the  sluice  is  closed  by  means  of  a  crosspiece, 


1  Prod,  of  Gold  and  Silver  in  the  U.S.,  1882,  p.  730. 
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mercury  is  poured  in  to  collect  the  amalgam,  and  after  it  has  taken 
up  the  latter  it  is  scooped  up  by  means  of  scoops  into  mercury 
buckets. 

The  greater  part  of  the  amalgam  collects  in  the  upper  part  of 
the  main  sluice,  and  an  important  quantity  also  in  the  undercurrents. 
About  80  per  cent,  of  the  total  gold  obtained  is  got  from  the  first  70 
yards  of  the  sluice. 

The  amalgam  is  first  washed  with  water  and  then  stirred  with 
mercury.  The  gold  amalgam  sinks  to  the  bottom,  whilst  the  base 
metals  come  to  the  surface  of  the  mercury  ;  the  upper  part  of  the 
bath  is  ladled  off,  and  the  lower  part  stirred  with  fresh  mercury.  The 
scum  that  rises  to  the  surface  is  removed,  and  the  residual  amalgam 
is  filtered  like  silver  amalgam  through  a  canvas  bag  to  remove  the 
excess  of  mercury.  It  is  then  boiled  up  with  dilute  sulphuric  acid  to 
remove  any  other  impurities,  and  finally  retorted. 

The  skimmings  from  the  quicksilver  are  treated  with  nitric  acid 
to  remove  the  base  metals,  washed,  filtered,  and  then  treated  further 
with  the  amalgam. 

The  loss  of  gold  cannot  be  given  exactly,  because  the  richness  of 
the  gravels  cannot  be  ascertained  accurately.  In  the  Gold  River 
district,  Placer  County,  the  output  per  cubic  yard  ^  of  gravel  was  taken 
at  4"75  cents,  of  a  dollar;  at  French  Corral,  Nevada  County,  at  15 
cents,  in  the  upper  gravels,  and  $3'50  in  the  lower.  At  Spring  Valley 
Mine,  the  produce  of  the  best  portions  of  the  gravel  was  between  $1 
and  $8  per  cubic  yard.  It  is  generally  assumed  that  the  loss  of  gold 
is  between  15  per  cent,  and  50  per  cent. 

The  loss  of  mercury  according  to  Egieston  -  is  between  10  per  cent, 
and  37*5  per  cent,  of  the  total  quantity  employed ;  it  is  generally 
10  per  cent,  to  15  per  cent. 

This  method  is  only  applicable  when  the  gold-bearing  gravels  are 
situated  sufficiently  high  above  water-level  to  allow  room  for  deposit- 
ing the  tailings.  When  sufficient  fall  cannot  be  obtained,  the  gravel 
when  washed  down  must  be  elevated  by  means  of  hydraulic  elevators  ; 
these  work  on  somewhat  the  same  principle  as  the  injector,  and  force 
a  quantity  of  gravel  and  water  up  an  inclined  pipe  to  a  comparatively 
small  height  by  means  of  a  smaller  quantity  of  water,  delivered 
through  a  smaller  pipe  under  a  very  high  head.  Details  will  be 
found  in  Egleston's  work,  p.  295. 

The  extraction  of  gold  by  hydraulic  mining  has  caused  the 
transfer  of  enormous  masses  of  tailings  in  the  form  of  sand  and  gravel 

1  The  average  weight  of  a  cubic  yard  of  gravel  is  1|  to  If  tons. 

2  Op.  cit.  p.  271. 
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washed  down  from  the  banks,  from  the  higher  levels  into  the  streams 
and  rivers  of  the  lowlands  of  California,  whereby  the  beds  of  the 
rivers  were  filled  up  and  their  bottoms  raised,  so  that  the  fertile  low- 
lying  flat  lands  were  inundated,  and  in  some  instances  buried  under 
masses  of  these  barren  sands.  In  consequence  of  a  series  of  lawsuits 
brought  by  the  farming  industries  against  the  miners,  hydraulic 
mining  was  finally,  about  1884,  prohibited  by  the  courts  in  most  of 
the  important  hydraulic  mining  districts  in  California,  principally  in 
those  the  tailings  from  which  would  ultimately  find  their  way  into 
the  Sacramento  and  San  Joaquin  rivers.  In  consequence  of  this 
decision  hydraulic  mining  almost  ceased,  and  the  returns  of  gold  fell 
otF  considerably.^  Relief  for  this  leading  industry  of  California  was, 
however,  sought,  and  in  1894  the  so-called  Caminetti  Act  was  finally 
passed,  which  makes  full  provision  for  the  resumption  of  hydraulic 
mining  under  the  condition  that  miners  impound  all  their  tailings  or 
other  d4hris  by  means  of  dams  or  works,  constructed  at  their  own 
expense  under  the  supervision  of  Government  Commissioners ; 
they  must  do  this  under  license,  which  may  be  revoked  by  the  Com- 
missioners, should  the  retaining  dams  or  impounding  works  be  found 
inadequate  to  protect  the  rivers  and  lowlands.  Many  mines  at  once 
applied  for  such  licenses  to  mine  by  the  hydraulic  method,  and  it  is 
expected  that  hydraulic  mining  will  once  again  become  an  important 
source  of  Californian  gold  production. 

(6)  AMALGAMATION  WITH  PREVIOUS  CONCENTRATION  OF  THE    GOLD 

CONTENTS 

This  method  of  amalgamation  is  employed  for  gold  sands  that  have 
been  enriched  by  concentration  ;  it  is  performed  in  the  same  manner 
as  the  amalgamation  of  crushed  and  concentrated  ores,  to  bs  presently 
described. 

AMALGAMATION  OF  ARTIFICIALLY  CRUSHED  GOLD-BEARING  MATERIAL 

This  method  of  amalgamation  is  always  employed  for  reef-gold , 
and  in  some  cases  for  firmly  coherent,  cemented  masses  of  gold- 
bearing  gravels,  known  as  cement.  It  is  better  practised  before  con- 
centration of  the  gold  contents  than  after,  because  a  considerable 
portion  is  always  lost  in  the  dressing  operations.  In  many  cases,  e.g., 
in  ores  that  contain  both  free  gold,  and  gold  enveloped  in  pyrites,  the 
free  gold  is  first  amalgamated,  then  the  pyrites  or  sulphurets  are  con- 

1  Rejjort  of  the  Californian  State  Mineralogist,  1894,  p.  13. 
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centrated  by  dressing,  and  either  amalgamated  after  being  calcined,  or 
chlorinated  (at  times  treated  by  cyauidation),  or  smelted  with  lead- 
bearing  materials  in  the  dry  way.  Amalgamation  takes  place  either 
during  the  crushing  of  the  ore  and  in  combination  therewith,  or  irame- 
diatel}' after  it,  forgetting  such  gold  as  has  not  alread}' been  extracted, 
or  else  after  the  crushing  has  been  completed, 

AMALGAMATION,  PARTLY  DURING,  PARTLY  AFTER  CRUSHING 

This  form  of  amalgamation  ma;y  be  effected  in  mortars  on  a  small 
scale,  and  on  a  larger  scale  in  arrastras,  mills  of  various  kinds,  and 
most  frequently  in  stamp  mills.  B\"  the  latter  method  the  gold  is 
extracted  rapidly,  but  it  is  apt  to  entail  losses  of  gold.  Naturally 
only  such  gold  as  is  free  i^frec  milling  gold)  is  extracted,  and  not  any 
that  may  be  contained  in  pyrites  or  other  sulphurets. 

Arrastra- Amalgamation 

The  arrastra,  which  has  already  been  described  under  Silver,  is 
used  in  the  United  States  (Arizona,  California,  Oregon,  Montana, 
Idaho,  Colorado)  in  smaller  establishments  that  work  upon  ores 
carrying  only  free  gold  or  gold  alloyed  with  silver. 

The  ore  is  first  broken  small  in  rock-breakers,  stamps  or  Chilian 
mills,  and  then  charged  into  the  arrastra ;  the  size  of  the  fragments 
varies  from  dust  to  pieces  as  big  as  a  pigeon's  e^g.  According  to  the 
size  of  the  arrastra  the  charge  may  be  6  to  10  cwt.,  together  with 
sufficient  water  to  form  a  stiff  paste.  After  the  ore  has  been  ground 
for  a  while,  mercury  is  added,  its  quantity  varying  with  the  quantity 
of  precious  metals  present ;  it  may  be  1  to  li  cwt.,  or  for  richer  ores 
2  to  ^h  cwt.  If  the  ores  contain  much  silver,  the  amalgam  is  kept 
extremely  fluid,  as  much  as  1  lb.  of  mercury  being  charged  for  each 
ounce  of  silver  present.  Of  chemicals,  cyanide  of  potassium  and 
wood  ashes  may  be  used  to  keep  the  mercury  bright.  The  time  of 
working  a  charge  is  6  to  10  hours,  according  to  the  size  of  the 
pieces  of  ore  charged.  An  arrastra  12  feet  in  diameter,  with  heavy 
stones  making  15  revolutions  per  minute,  and  with  exceptionally 
heavy  charges  (2  tons),  can  treat  4  tons  in  24  hours. 

After  the  amalgamation  is  complete  the  entire  contents  are  either 
run  into  a  settler,  in  which  the  amalgam  is  separated  from  the  tail- 
ings as  described  under  silver,  or  else  the  tailings  are  sluiced  out  of 
the  arrastra  whilst  the  amalgam  is  collected  in  it.  The  amalgam  is 
filtered  through  canvas  bags  and  then  retorted.  The  tailings  are 
either  streamed  over  amalgamated  copper  plates,  treated  further  in 
Dans,  or  run  to  waste. 
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By  treating  ore  once  in  the  arrastra,  up  to  70  per  cent,  of 
the  gold  contents  and  75  to  80  per  cent,  of  the  silver  contents  may 
be  extracted. 

Amalgamation  in  Mills 

Among  the  mills  that  have  been  adopted  to  some  extent  in 
modern  times  in  the  United  States  and  Australia  for  gold  amal- 
gamation, the  Huntington  Mill  should  be  mentioned. 

This  acts  both  as  a  crusher  and  as  an  amalgamator,  and  is  used 
with  advantage  in  small  operations,  especially  on  soft  clayey  ores;  it  can 


also  be  employed  with  satisfactory  results  for  ores  that  carry  sulphurets 
as  well  as  free-milling  gold.  The  crushed  ore  (jpidp)  escaping  from 
the  mill  is  streamed  over  amalgamated  copper  plates,  upon  which  the 
free  gold  still  retained  in  it;  together  with  any  amalgam  that  may 
be  carried  over,  is  caught.  If  the  ores  carry  sulphurets  (auriferous 
pyrites)  these  may  be  concentrated  and  caught  by  means  of  dressing 
machinery  after  they  have  passed  the  amalgamated  copper  plates. 

The  ores  are  broken  in  rock-breakers  before  they  are  fed  into  the 
Hunftington  Mill. 

The  construction  of  this  mill  is  shown  in  Fig.  581.  ^  is  a 
cylinder  or  pan  of  cast  iron,  closed  above  by  a  ring-shaped  plate  B 
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connected  to  the  vertical  shaft  G,  and  turning  with  it.  From  the 
ring  plate  B,  three  stamps  D,  with  steel  shoes  E,  capable  of  rotating 
each  on  its  spindle,  are  so  suspended  that  the  bottom  of  the  shoe  is 
1  inch  above  the  bottom  of  the  pan,  and  that  stamp  and  shoe  are 
capable  of  swinging.  When  the  vertical  shaft  G  is  rotated,  stamps 
and  shoes  are  carried  round  with  it.  Some  distance  above  the 
bottom  of  the  pan  is  a  circular  sieve,  made  in  several  sections, 
against  which  the  pulverised  ore  is  thrown,  and  through  which  it 
escapes  when  crushed  fine  enough.  Outside  this  circular  sieve  is 
a  ring-shaped  gutter  r,  through  which  the  escaping  pulp  flows  off. 
The  ore  is  fed  in  through  the  hopper  A  with  the  necessary  quantity 
of  water  and  mercury ;  by  the  rotation  of  the  stamps  the  ore  is 
thrown  against  the  sides  of  the  pan  by  centrifugal  force,  as  well 
as  by  the  action  of  the  scrapers  F,  and  here  it  is  crushed  by  means 
of  the  steel  shoes  against  the  hard  die-ring  G.  By  the  oscillating 
movement  of  the  shoes,  the  crushed  ore  is  pushed  forward  slowly  and 
brought  into  intimate  contact  with  the  mercury  on  the  bottom  of 
the  mill.  The  scrapers  F  prevent  any  accumulation  of  ore  in 
the  mill.  The  crushed  ore  is  thrown  by  the  movement  of  the  shoes 
against  the  screen,  through  which  it  escapes  when  sufficiently  com- 
minuted. On  this  account  it  is  impossible  to  amalgamate  the  whole 
of  the  gold  inside  the  mill,  and  the  pulp  is  run  over  amalgamated 
copper  plates  to  amalgamate  the  rest  of  the  gold. 

The  arrangement  of  a  gold  mill  with  amalgamated  copper  plates 
and  Frue  vanners  for  concentrating  the  sulphurets  in  the  pulp,  is 
shown  in  Figs.  532  and  533. 

The  ore  broken  in  a  rock-breaker  is  delivered  to  the  automatic 
feeder  a  and  thence  to  the  mill  h.  The  pulp  escaping  from  the 
latter  passes  over  the  four  amalgamated  copper  plates  c,  d,  e,  f, 
arranged  one  below  the  other,  upon  which  the  remainder  of  the  gold 
is  caught,  and  finally  to  the  Frue  vanners  g  for  the  concentration  of 
the  sulphurets. 

Huntington  Mills  are  in  use  in  California,  Oregon,  Alaska,  Idaho, 
Montana,  Utah,  Colorado,  Arizona,  New  Mexico,  Central  America, 
South  America,  and  also  in  Australia.  They  have  recently  been 
introduced  into  Krenmitz,  in  Hungary.  They  require  comparatively 
little  power  for  working  them — 4  H.P.  for  treating  12  tons  per  day, 
6  H.P.  for  20  tons,  and  8  H.P.  for  30  tons;  their  diameter  varies 
between  3  ft.  6  in.  and  6  ft. 

At  Spanish  Mine,  Nevada  County,  California,^  gold  ore  consisting 
of  decomposed  slate,  clay  and  quartz,  with  only  60  cents,  of  gold  to 
1  Egleston,  op.  cit.  p.  417. 
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the  ton,  are  first  broken  in  Blake  rock-breakers,  and  then  auto- 
matically fed  into  4  Huntington  Mills,  3  of  which  are  5  ft.  and  the 
fourth  4  ft.  in  diameter.  At  60  revolutions  of  the  main  shaft  per 
minute,   the  larger  mills   treat   35  to  40  tons  per  day,  the  smaller 


Fig.  532. 


Fig.  533. 


SO  tons.  The  circular  screen  lasts  only  4  days,  the  bottom  and  the 
ring-die  a  year.  The  amount  of  mercury  charged  is  1  ounce  to 
4  tons  of  ore.  Of  the  gold,  45  per  cent,  is  got  in  the  mill,  55 
per  cent,  on  the  amalgamated  copper  plates.     The  tailings  escaping 
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from  the  latter  run  to  waste  ;  the  loss  of  mercury  amounts  to 
1  ounce  to  each  15  to  20  tons  of  ore.  Crushing  and  amalgamating 
costs  here,  under  exceptionally  favourable  circumstances,  about  12 
pence  per  ton  of  ore. 

At  the  Kremnitz  United  Caroli-  and  Stadt-Mines,  near  Kremnitz, 
in  Hungary,  gold  quartz  with  3  per  cent,  of  pyrites,  4  dwt.  14  grs. 
to  5  dwt,  5  grs.  of  gold,  and  13  dwt.  2  grs,  of  silver  to  the  ton,  is  being 
worked. 

The  ores  are  broken  in  Blake  and  Dodge  rock-breakers,  having  a 
capacity  of  3  to  5  tons  per  hour,  down  to  pieces  2  inches  cube,  and  are 
then  fed  into  the  Huntington  Mill  by  means  of  a  TuUoch  ore  feeder. 
This  mill,  at  70  revolutions'per  minute,  absorbed  8  H.P.  and  treated 
12  tons  of  ore  in  24  hours,  the  screens  having  slots  0'012  inch  wide. 
Together  with  the  requisite  water  the  mill  holds  20  lbs.  of  mercury, 
77  grains  of  mercury  being  also  added  every  10  minutes.  The 
escaping  pulp  runs  over  4  amalgamated  copper  plates  on  to  Frue 
vanners,  of  which  there  are  two  for  each  mill.  The  head  plate  of 
these  Frue  vanners  consists  of  an  amalgamated  copper  plate ;  each 
vanner  absorbs  |  H.P.  On  these  the  auriferous  pyrites  are  collected  ; 
the  escaping  tailings  are  still  further  treated  on  buddies.  The 
auriferous  pyrites  collected  by  these  dressing  operations  contains 
19  dwt.  14  grs.  of  gold  and  1  oz.  19  dwt.  5  grs.  of  silver  to  the  ton, 
and  is  smelted  with  lead  at  the  Schemnitz  Works. 

The  gold  amalgam  is  cleaned  out  from  the  mill  every  month, 
whilst  the  copper  plates  are  cleaned  up  every  other  day.  The 
amalgam  is  retorted  in  bell-retorts,  to  be  subsequently  described. 
The  yield  of  gold  in  amalgam  and  concentrates  is  equal  to  70  per 
cent,  of  that  in  the  ore.  The  loss  of  mercury  is  l  oz.  to  the  ton  of 
ore.  The  steel  ring-die  in  the  mill  lasts  3  months,  the  rings  of  the 
stamp  heads  6  weeks. 

A  recent  mill  provided  with  a  mercury  reservoir  is  the  Crawford 
Mill.  Its  construction  is  shown  in  Fig.  534.^  The  ore  passes  through 
the  hopper  d,  on  to  the  rotating  table  g^,  and  thence  between  the 
iron  balls  &,  that  rub  it  to  powder.  The  latter  passes  through  open- 
ings £)c  into  the  receiver  g,  filled  with  mercury,  in  which  the  free 
gold  is  retained,  whilst  the  ore  freed  from  its  gold  re-enters  the  mill 
by  one  of  the  openings  £)c  by  the  aid  of  a  current  of  water  from 
below,  thence  passes  through  the  annular  space  ^,  overflows  at  its 
upper  end,  and  escapes  by  the  shoot  5).  At  100  revolutions  per 
minute  of  the  revolving  table,  the  mill  is   said  to  treat  8  to  12  tons 

1  Diirre,  Zeitschr.  d.  Vereins  dentscher  Imj.   1893,  p.  902.     Amerkan  MetaUurgy 
at  the  World's  Fair  in  Chicago,  1893. 
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of  ore  in  [24  hours  according  to  the  character  of  the  ore  ;  this  also 
regulates  its  yield,  which  is  said  to  be  65  to  98  per  cent,  of  the  gold 
contents.  Results  obtained  in  actual  practice  are  not  known  to  the 
author  ;  this  mill  has  not  come  at  all  into  extended  use. 

Stamp  Mill  Amalgamation 
Stamp  mill  amalgamation  consists  in  crushing  the  gold-bearing 
ore  in  a  stamp  mill,  and  in  feeding  mercury  in  small  quantities  into 


I 


the  mortar  of  the  stamp  mill  whilst  the^  crushing  is  going  on.  By 
regulating  the  water  supply  and  by  increasing  the  height  of  the  level 
of  discharge  above  the  dies"  in  the  mortar,  the  mercury  is  kept 
distributed  throughout  the  ore  pulp  ;  by  the  fall  of  the  stamps  it  is 
brought  into  intimate  contact  with  the  particles  of  ore,  and  forms 
with  the  gold  an  amalgam  that  settles  in  the  corners  of  the  mortar 
and  between  the  dies.  The  formation  of  amalgam  is  further  promoted 
by  attaching  amalgamated  copper  plates  to  the  inner  sides  of  the 
mortar  on  which  amalgam  and  free  gold  collect ;  in  this  case  the  free 
gold  is  amalgamated  by  the  mercury  on  these  copper  plates. 

As,  however,  all  the  o-old  is  not  amalgamated  inside  the  mortar. 
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the  pulp  that  issues  is  streamed  over  amalgamated  plates  to  collect 
the^gold  not  yet  amalgamated,  as  well  as  the  escaping  mercury  and 
amalgam.  Mercury  that  has  been  rubbed  on  metal  plates,  especially 
on  plates  of  copper,  silver  and  silvered  or  gilt  copper  plates,  has  the 
property  of  retaining  the  gold  that  comes  in  contact  with  these 
plates,  and  of  forming  gold  amalgam,  which  adheres  to  the  plates  in 
jscaly  or  dendritic  form. 

Gold  enveloped  in  sulphurets  {e.g.  iron  or  arsenical  pyrites) 
escapes  amalgamation.  Accordingly  when  the  ores  contain  auriferous 
sulphurets  {e.g.  1  to  6  per  cent,  in  California,  and  still  more  in  Colorado), 


Fig.  535. 


the  pulp  after  flowing  over  the  amalgamated  tables,  runs  through 
strakes,  lined  with  amalgamated  copper  plates,  on  to  concentrating 
machines,  generally  Frue  vanners,  by  means  of  which  the  sulphurets 
are  obtained  in  the  form  of  concentrates.  These  concentrates  are 
either  treated  by  ismelting,  or  are  submitted  to  cyanidation,  or  after 
calcining  to  chlorination,  or  more  rarely  are  amalgamated  after 
being  calcined. 

Stamp  mill  amalgamation  was  first  practised  in  California  and 
has  spread  thence  over  the  whole  world. 

The  general  arrangement  of  these  stamp  mills,  known  as  Californian 
stamp  mills,  is  much  the  same  as  that  of  silver  mills,  differing  but  in 
details,^     The  construction  and  arrangement  of  rock-breakers  is  the 

^  See  A  Handbook  of  Gold  MilliiKj  by  H.  Louis,  for  a  description  of  these  details. 
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same  for  gold  as  for  silver  ores.  For  gold  ores,  gyrating  rock-breakers 
like  the  Gates'  crusher,  are  now  much  used,  and  are  often  set  in  a 
separate  building  from  the  stamp  mill  proper. 

Automatic  feeding  should  always  be  employed,  as  it  increases  the 
capacity  of  the  mill  by  20  to  25  per  cent.,  as  compared  with  hand 
feeding.  The  Tulloch  feeder  (see  p.  654)  and  the  Hendy  Challenge 
feeder  are  among  the  most  popular. 

The  mortars  are  broader  than  those  used  in  silver-milling,  so  as  to 
be  able  to  accommodate  the  amalgamated  copper  plates.  The  screen 
through  which  the  pulp  escapes  is  on  one  side  only  :  the  amalgamated 
copper  plates  are  either  at  the  front  and  back  of  the  mortar  or  at  the 
front  only.  They  are  but  rarely  applied  to  the  ends.  Fig.  535 
shows  the  arrangement  of  a  mortar  with  front  and  back  plates ;  a  is 
the  feed  shoot,  h  the  screen,  c  a  can- 
vas curtain  against  which  the  issuing 
-ore  splashes,  Ifi  the  stamp.  The  amal- 
gamated copper  plates  are  attached 
at  d  and  e  ;  that  at  d  by  means  of 
screws,  whilst  that  at  c  is  attached  to 
a  block  of  wood,  the  so-called  chock- 
hlock  that  slips  down  underneath 
the  screen  frame,  and  can  be  lifted 
out. 

Fig.  536  shows  a  section  of  a 
mortar  with  an  amalgamated  plate 
attached  to  the  front  side  only,  which 
is  fastened  at  e  immediately  below  the 
screen  frame.  Mortars  of  this  type 
are  used  for  ores  that  contain  base 
metals  and  require  very  fine  crushing 
for  the  sake  of  subsequent  concen- 
tration. In  the  mortar  shown  in 
Fig.  537,  the  chock-block  is  shown  at 
i  with  the  copper  plate  h  screwed 
to  it  with  iron  screws.  G  is  the 
screen,  the  screen  aperture  o  being  4  feet  long  and  22  inches  high. 

The  water  is  always  admitted  into  the  mortar  box  from  above. 
The  width  of  the  mortar  at  the  discharge  level  is  10  inches  to  14 
inches,  the  lower  figure  being  taken  for  easily  crushed  ores,  the 
higher  for  very  hard  ones.     A  good  mortar  box  will  last  4  to  6  years. 

For  screens,  perforated  sheet  iron  or  woven  wire  screens  are 
employed.  The  apertures  in  the  sheets  are  either  round  holes  or 
vertical,  inclined  or  horizontal  slots  ;   they  should  be  punched,  the 


Fig.  337. 
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burred  side  being  inwards.  These  slots  are  generally  0"5  inch  long ; 
there  are  usually  8  slots  to  the  inch.  Screens  with  round  holes  are 
but  seldom  used,  being  almost  confined  to  Australia;  their  usual 
diameter  is  0'025  inch,  with  196  holes  to  the  square  inch.  Wire 
screens  have  30  to  40  meshes  to  the  linear  inch.  Screens  are  set  in 
wooden  screen  frames  and  placed  so  as  to  slope  outwards.  The 
distance  between  the  lower  edge  of  the  screen  and  the  top  of  the 
die  (known  as  the  dejjtli  of  discharge)  should  be  at  least  7  inches. 

Screens  generally  last  from  a  fortnight  to  three  weeks. 

Stamps  generally  weigh  650  to'  900  lbs.,  more  rarely  1,000  lbs. 
The  height  of  drop  varies  between  4  inches  and  9  inches ;  in  Cali- 
fornia it  averages  6  inches.  Tlie  number  of  drops  per  minute  is 
between  60  and  96.  The  crushing  capacity  of  a  stamp  is  between 
1  and  5  tons  per  24  hours.  The  consuraptioo  of  water  to  a  ton  of 
ore  is  oriven  as  between  500  and  1,000  gallons. 

Mercury  is  fed  into  the  mortar  box  at  intervals  of  |  hour  to  1 
hour.  Its  quantity  is  so  calculated  that  the  gold-amalgam  is  plastic, 
as  it  adheres  best  to  the  amalgamated  plates  in  this  condition.  If  it 
is  fluid  it  does  not  adhere  to  the  plates.  Each  5  stamp  battery 
requires  5^  to  |  lb.  of  mercury  in  24  hours. 

According  to  the  richness  of  the  ore  the  amalgam  is  cleaned  off 
the  inside  plates  at  intervals  varying  from  a  few  days  to  a  fortnight. 

Of  the  whole  of  the  gold  caught  as  amalgam,  i  to  -I  is  saved 
t^tf/r'      inside  the  mortar  box,  the  rest  on  the  amalgamated  copper  tables. 
^   Jit^-*^  The  amalgam  contains  but  small  quantities  of  lead  and  copper. 

,^*or****'^  '  The  loss  of  mercury  is  small,  amounting,  according  to  Egleston,^ 

Li  ^>    *°  between  00011  lb.  and  0-0044  lb.  to  the  ton  of  ore. 
.r\      Y  The   escaping  pulp  flows  on  to  amalgamated  plates,  the  upper- 

i  j<^  *  >■    most  one  being  6  to  8  inches  below  the  lower  edge  of  the  screen,  and 
^  having  a  width  equal  to  that  of  the  screen.     Below   the  upper  plate 

or  apron,  there  are  usually  several  other  shorter  plates  arranged  step- 
wise ;  the  last  usually  terminates  in  a  sluice,  lined  with  copper  plates, 
which  carries  the  pulp  to  settling  tanks,  or  to  concentrating  machinery, 
if  the  ore  carries  sulphides. 

The  first  plate  or  apron  has  a  grade  of  at  least  3  inches  in 
12  feet  and  is  5  feet  to  6  feet  6  inches  long;  the  succeeding  stepped 
plates  are  usually  3  feet  3  inches  long  and  12  inches  to  18  inches 
wide.  These  plates  are  fastened  to  wooden  tables.  The  apron  which 
is  of  the  full  width  of  the  screen  is  narrowed  at  its  lower  end  to  the 
width  of  the  following  plates  or  sluice.  A  more  modern  and  better 
practice,  largely  followed  in  South  Africa,  is  to  maintain  these  plates- 
for  their  full  width  from  12  to  18  feet. 

^  0}^.  cit.  p.  454. 
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The  number  of  plates  depends  on  the  richness  of  the  ore  and  tlie 
capacity  of  the  stamps;  many  mills  have  only  one  single  plate,  which 
may,  however,  be  a  very  long  one. 

In  many  mills  the  sluices  lined  with  amalgamated  plates  are  also 
furnished  with  movable  amalgamated  plates  suspended  in  them  across 
the  whole  breadth  of  the  sluice,  at  right  angles  to  it  and  at  short 
distances  apart. 

One  of  the  most  recent  devices  is  Gauthier's  shaking  table,  which 
consists  of  a  table  lined  in  the  usual  way  with  amalgamated  plates, 
kept  in  a  state  of  rapid  vibration  by  suitable  machinery.  It  is  said 
that  this  arrangement  greatly  facilitates  the  amalgamation  and 
retention  of  the  gold,  but  no  data  are  yet  at  hand  to  show  the 
practical  results  obtained  by  it. 

Amalgamated  piaies  are  prepared  in  various  ways.  The  general 
method  consists  in  coating  the  surface  with  mercury  after  it  has  been 
carefully  cleaned.  They  are  only  thoroughly  effective  after  they  have 
been  coated  with  gold  amalgam ;  this  is  therefore  often  done  from  the 
very  commencement.  A  second  mode  of  preparation  consists  in 
coating  them  with  silver  amalgam  :  such  plates  are  effective  from  the 
outset,  because  the  silver  amalgam  is  gradually  replaced  by  gold 
amalgam,  A  third  form  consists  of  electro-silvered  copper  plates, 
which  are  coated  with  a  thin  film  of  mercury.  For  every  square  foot 
of  surface  one  ounce  of  silver  is  used.  Such  plates  work  well  from  the 
beginning,  and  are  the  kind  most  used.  The  copper  plate  employed 
should  be  at  least  ^  inch  in  thickness. 

Before  being  used  the  plates  must  always  be  carefully  cleaned ; 
by  washing  with  potassic  cyanide  greasy  matter  is  removed,  and  by 
washing  with  salammoniac  base  metals  are  got  rid  of. 

The  gold  amalgam  is  removed  at  least  once  a  day  from  the  plates 
by  means  of  blunt  knives  known  as  amalgam  Icnivcs,  the  last  portions 
being  scraped  up  with  a  sharp-edged  piece  of  indiarubber,  so  as  not 
to  damage  the  smooth  surface.  After  the  amalgam  has  been  taken 
off,  the  plates  are  rubbed  up  with  a  solution  of  cyanide  of  potassium, 
and  then  with  a  little  mercury. 

The  arrangement  of  a  mill  without  concentrators  is  shown  in 
Figs.  538  and  539,  which  represents  the  120  head  Highland  Mill 
in  Dakota,  built  by  Messrs.  Fraser  and  Chalmers  Limited,  of 
Chicago. 

The  ore  is  dumped  on  to  the  grizzlies  r ;  the  larger  lumps  that  do 
not  pass  through  drop  down  to  the  rock-breakers  h,  whilst  all  that 
goes  through  falls  into  the  hoppers  and  thence  to  the  ore-feeders/. 
which  feed  it  into  the  stamp  mill.     The  escaping  pulp  flows  over  the 
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amalgamated  copper  tables  a,  and  thence  through  the  sluices  k,  lined 
with  copper  plates,  into  sluices  with  transverse  riffles  to  catch  the- 
remaining  particles  of  mercury  and  amalgam. 

The  arrangement  of  a  stamp  mill  with  Frue  vanners  for  concen- 
trating sulphurets  is  represented  by  the  sixty  head  Montana  Mill 
at  Marysville,  Montana,  also  constructed  by  Messrs.  Eraser  and 
Chalmers  Limited,  and  shown  in  Figs.  540  and  541.  The  crushed 
ore  flows  out  of  the  stamp  mill  over  the  amalgamated  electro-silvered 


Fig.  53S. 


copper  tables  a,  thence  through  the  sluices  g  lined  with  copper  platen 
on  to  the  Frue  vanners  F  and  F'. 

The  amalgam  is  kneaded  into  balls  and  retorted ;  it  is  only 
worked  up  with  mercury  when  it  contains  particles  of  iron  and 
sulphurets. 

The  power  required  for  a  10  head  mill  of  750  lbs.  stamps  making 
90  drops  per  minute  is  given  by  Egleston  (op.cit.)  as  12  H.P,,and  that 
for  its  rock-breakers  as  6  H.P.  For  a  similar  20  head  stamp  mill 
the  power  required  is  23  H.P.  and  for  the  rock-breaker  6  H.P. 

The   power  required  for  any  stamp  mill   (mill   alone)  .may    be 
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accurately  calculated  from  the  following  formula  of  H.  Louis  (079.  cit. 
p.  200) : 

Let  S  =  number  of  stamps  driven  off  one      aft. 
M  =  weight  of  camshaft,  cams  and  pulley  in  lbs. 
d   =  diameter  of  camshaft  in  inches. 
W  =  total  weight  of  one  stamp  in  lbs. 
h   =  height  of  drop  in  inches. 
n   =  number  of  drops  per  minute. 
k    —  radius  of  cam  hub  in  inches, 
r   distance  between  centi-es  of  camshaft  and  stamp  stem  in  inches. 


Fig.  540. 


Then  the  total  power  required  by  this  mill  expressed  in    horse 
power  will  be  : — 


SnWh       SnWh         .^^J.^^,^.r. 
^     3,600  I  V 


12 


\ 

24:  r      )i 


180 


d  11 


33,000 

The  water  consumption  is  given  as  72  gallons  per  hour  per  stamp. 

According  to  Egleston,  experiments  have  shown  that  the  average 
yield  of  gold  by  stamp  mill  amalgamation  is  70  per  cent.  He  holds 
that  stamp  mill  amalgamation  is  an  imperfect  process  and  that 
grinding  deserves  the   preference   before   stamping,  citing   the   fact 
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that  the  extraction  of  gold  in  the  arrastra  is  greater  than  in  the 
stamp  mill. 

At  Vulkoy  in  Siebenbiirgen,  ores  that  contained  19  dwt.  15  grains 
of  gold  to  the  ton  yielded  16  dwt.  8  grains  or  f. 


Stamp  mill  amalgamation  is  practised  in  California,  Nevada, 
Colorado,  Montana,  Dakota,  Alaska,  in  Australia,  New  Zealand,  in 
Siebenbiirgen,  in  the  Transvaal,  in  India,  and  many  other  places. 

f^S    E 
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A  few  examples  may  be  quoted. 

The  Homestake  mill  in  Dakota^^  treats  quartzose  and  pyritic  ores, 

fram  which  $4  to  $5  per  ton  is  extracted,  whilst  the  tailings  retain 

$0*25    with    oxidised    and    $2-50    to    $6    with    pyritic    ores.     The 

Homestake  has  2  mills,  one  with  120,  the  other  with  80  heads  of 

stamps.     The  ores  are  first  broken  by  rock-breakers  down  to  between 

li  inch  and  If  inch  cube,  and  then  fed  into  the  mortars  by  means  of 

Challenge  feeders.     The  stamps  are  850  lbs.  in  weight ;  the  shoes  are 

made  of  cast  iron,  weigh  140  lbs.,  and  last  two  months.     The  80- 

stamp  mill  is  driven  by  a  190  H.P.  engine,  the  120-stamp  mill  by  one 

of  300  H.P.     The  number  of  drops  per  minute    is    80  to  82,  the 

height    of  drop  is  8"5  inches.     The  mortars  have  an   amalgamated 

inside  plate  along  the  front  side.     The  screens  have  8  diagonal  slots 

to  the  linear  inch,  each  slot  being  0'5  inch  long  by  0"02  inch  wide. 

Each  stamp  crushes  4  tons  in  24  hours.     Mercury  in  quantities  of  3 

to  6  lbs.  is  fed  into  the  mortar  box  every  6  hours.     Below  the  lip  of 

the  mortar  box  is  an  amalgamated  copper  plate  in  4  pieces,  10  feet 

long,  4  feet  6  inches  wide  with  a  fall  of  2  feet.     Below  this  comes  a 

mercury  trap  in    three  compartments  for  catching  mercury.     Then 

follows    a  sluice    with    amalgamated    copper   plates    laid    along    the 

bottom,  14  feet  long,  2  feet    wide,  at    the    end    of  which    there    is 

another  mercury  trap.     Then  follows  a  sluice  50  feet  long  with  its 

mercury  trap,  from  which  the  tailings  run  to  waste.     The  mortar  is 

cleaned  up  twice  a  month,  the  plates  are  cleaned  up  every  morning, 

and  the  sluices  every  4  days.     The  yield  of  gold  is  said  to  be  70  per 

cent. 

At  Providence  Mine,^  near  Nevada  City  in  California,  ores  with 
5  per  cent,  to  6  per  cent,  of  sulphurets  are  being  treated.  They  are 
broken  in  rock-breakers,  stamped  in  mortars  with  inside  copper  plates, 
streamed  over  amalgamated  copper  tables,  and  finally  concentrated  on 
Frue  vanners  to  save  the  sulphurets.  From  the  vanners  the  tailings 
run  to  waste.  The  stamps  are  750  lbs.  in  weight ;  the  shoes  are  of 
cast  iron  and  weigh  136  lbs.  They  make  93  to  96  drops  per  minute, 
the  height  of  drop  being  6  to  8  inches.  A  stamp  will  crush  2  tons 
in  24  hours.  The  sieves  have  20  meshes  to  the  linear  inch.  The 
amalgamated  copper  plates  are  of  the  full  width  of  the  mortar,  4 
feet  long,  and  have  a  grade  of  If  inches  to  the  foot. 

Of  the  gold  got  as  amalgam,  20  per  cent,  is  saved  in  the  mortar, 
and  80  per  cent,  on  the  plates. 

1  H.  O.  Hofman,  Gold  Milling  in  the  Black  Hills,  A.  I.  M.  E.,  February,  1889. 
Egleston,  op.  cit.  p.  459.  "  Egleston,  op.  cit. 
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The  sulphurets  produced  on  the  Frue  vanners  only  contain  10 
per  cent,  of  sand.  Their  value  for  gold  is  ^^120,  for  silver  SlO.  They 
are  submitted  to  a  chloridising  roast,  and  then  chlorinated  for  the 
extraction  of  the  gold ;  the  residues  from  this  process  are  leached 
with  sodic  hyposulphite  to  extract  the  silver. 

At  the  Sierra  Buttes  Mine,  Sierra  County,  California,  ores 
yielding  S7o3  in  free  gold  and  containing  |  per  cent,  of  sulphurets 
are  crushed  in  2  mills,  one  with  50  and  one  with  60  heads  of  stamps. 
The  60-head  mill  is  driven  by  a  Pelton  wheel  and  has  850  lb.  stamps. 
The  shoes  are  of  steel,  weigh  176  lbs.,  and  last  100  days,  whilst  the 
dies  are  of  cast  iron  and  last  only  45  days.  The  stamps  make  87 
8-inch  drops  per  minute,  and  crush  2^  tons  per  head  per  24  hours. 
The  screens  have  20  to  30  meshes  to  the  linear  inch.  The  mortar 
has  inside  copper  plates  both  back  and  front. 

The  sluice  leading  from  the  mortar  and  lined  with  copper  plates 
is  16  feet  long  and  14  inches  broad.  The  total  length  of  amalgam- 
ated plates  in  the  mill  is  240  feet.  From  the  plates  the  ore  passes  to 
Frue  vanners  to  collect  the  sulphurets.  Of  the  free  gold,  80  per 
cent,  is  saved  in  the  mortar  and  20  per  cent,  on  the  plates.  The 
sulphurets  are  worth  $80  to  S120  for  gold ;  they  are  roasted  and 
chlorinated. 

The  Treadwell  Mill  on  Douglas  Island,  Alaska,  at  present  the 
largest  mill  in  the  world,  with  240  heads,  is  treating  gold  quartz 
carr}'ing  $5  to  $6  per  ton  together  with  sulphurets.  The  stamps  are 
arranged  in  two  rows,  120  in  each.  The  ores  are  broken  first  in 
Blake  rock-breakers,^  of  which  there  are  6  to  each  120  head  of 
stamps.  The  stamps  weigh  900  lbs.,  the  shoes  alone  154  lbs.;  shoes 
and  dies  are  made  of  chrome  steel  and  last  250  days.  The  stamps 
make  90  eight-inch  drops  per  minute,  and  crush  2h  tons  per  head 
per  24  hours.  The  screens  have  35  meshes  to  the  linear  inch. 
The  pulp  from  each  mortar  is  discharged  into  a  sluice  12  feet  long 
and  2  feet  wide,  in  which  there  are  three  amalgamated  copper  plates- 
From  this  sluice  they  enter  a  cross  sluice  with  a  mercury  trap,  and 
thence  pass  to  the  Frue  vanners  to  collect  the  sulphurets.  There 
are  2  vanners  to  every  mortar.  The  sulphurets  collected  by  this 
means  contain  gold  to  the  value  of  $80  to  $100  per  ton;  the  gold  is 
extracted  from  them  by  means  of  chlorine.  The  total  number  of 
men  employed  in  the  240  head  mill  is  30. 

The  cost  of  treatment  -  per  ton  of  ore  in  this  very  well-arranged 

^  During  1895  the  Blake  rock-breakei's  were  replaced  by  Gates  crushers. 
-  Directors'  Report  for  Year  ending  May  31st,  1895,  p.  9. 
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mill  were  as  follows  during  1895,  in  which  year  241,278  tons  of  ore 
were  crushed  and  4,233  tons  of  concentrates  were  saved  : — 

Labour  per  ton  of  ore $0*1689 

Shoes  and  dies 0-0430 

Mercury 0-0046 

Steam  power 0-0807 

Miscellaneous  stores 0-0621 


Cost  of  milling  per  ton  of  ore     .     .     $0-3593 

The  cost  of  treating  the  concentrates  was  $8-761  per  ton  of  con- 
centrates equal  to  $0-1547  on  the  ton  of  the  original  ore. 

In  the  Transvaal,  the  Robinson  Mill  has  been  one  of  the  most 
successful;  it  was  till  quite  i-ecently  a  70  stamp  mill,  but  110  heads 
are  now  erected.  The  ore  is  broken  at  the  shaft  head  in  Gates 
rock-breakers  and  is  delivered  to  the  mill  broken  to  about  2-inch 
cube.  It  is  fed  into  the  mortar  boxes,  which  have  inside  copper 
plates,  by  means  of  Hendy's  Challenge  feeders.  The  battery  screens 
have  30  meshes  to  the  linear  inch.  The  stamps  weigh  950  lbs. ;  the 
shoes  weigh  229  lbs.,  are  made  of  steel  and  last  about  3i  months, 
the  life  of  the  dies  being  nearly  the  same.  From  the  battery  the 
pulp  streams  over  amalgamated  copper  plates  12  feet  long  and  4  feet 
6  inches  wide,  having  a  quicksilver  trap  at  the  end.  From  the  plates, 
the  tailings  pass  to  the  Frue  vanners,  which  collect  the  concentrates, 
and  thence  to  settling  pits,  the  sands  thus  accumulated  being  treated 
by  cyanidatiou.  The  quantity  of  ore  crushed  is  4 J  to  4f  tons  ^  per 
head  per  24  hours.  The  loss  of  mercury  is  about  J  ounce  to  the  ton 
crushed. 

The  ore  treated  is  the  usual  pyritic  conglomerate  of  the  district ; 
it  averages  about  19  dwt.  per  ton,  the  total  recovery  of  gold  being 
about  91  per  cent.  The  proportion  of  gold  obtained  in  the  various 
processes  during  the  year  1894  was  : 

By  amalgamation  in  the  mill 76-3  per  cent. 

By  chlorination  of  the  sulphurets  ....       9'8    „       „ 
By  cyanidation  of  the  tailings 13-9    „       ,, 

In  others  of  the  large  mills  at  Johannesburg,  Frue  vanners  are 
not  used,  and  the  tailings  are  ,run  direct  from  the  amalgamated 
plates  and  mercury  traps  into  settling  pits,  the  sands  from  which 
are  treated  by  cyanidation. 

1  The  South  African  ton,  like  tlie  American,  is  the  short  ton  of  2,000  lbs. 
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At  Vnlkoy,  in  Siebenbtirgen,  Transylvania,  tbere  is  a  stamp  mill 
of  Californian  pattern  with  20  heads  in  4  mortars,  which  is  treating 
pyritic  gold  quartz  with  19  dwt.  14  grs.  of  gold  to  the  ton.  The 
inside  amalgamated  plates  are  at  the  front  side  of  the  battery.  The 
screens  have  holes  0-02  inch  in  width.  The  escaping  pulp  runs 
over  amalgamated  copper  tables  13  feet  long  and  4  feet  7  inches 
wide,  on  to  Frue  vanners  where  the  sulphurets  are  concentrated. 
Mercury  is  fed  into  the  mortars  every  half  hour.  Amalgam  is  cleaned 
off  the  inside  plates  every  fortnight,  and  from  the  outside  plates  every 
morning ;  of  the  total  amount  got,  75  per  cent,  is  saved  inside  the 
mortar,  and  2-5  per  cent,  outside  it.  The  mill  is  worked  by  a  35  H.P. 
steam  engine,  of  which  26  H.P.  are  absorbed  by  the  stamps.  Two  men 
are  sufficient  to  work  the  entire  plant.  During  the  presence  of  the 
author  at  Vulkoy,  35  tons  of  ore  were  treated  daily  with  the  pro- 
duction of  25|  ounces  of  gold — or  gold  and  silver — amalgam.  The 
loss  of  mercury  was  with  the  richer  ores  1  part  by  weight  of  mercury 
to  1  of  gold  won,  with  the  poorer  ores  2  parts  of  mercury  to  1  of  gold. 
The  sulj)hurets  were  treated  in  the  dry  way  at  Zalathna. 


AMALGAMATION   AFTER   PREVIOUS   CRUSHING   OF   THE   ORES 

The  amalgamation  of  ores  that  have  been  crushed,  generally  in 
stamp-mills,  more  rarely  in  arrastras,  is  effected  in  apparatus  of  the 
most  diversified  kinds  ;  mortars,  barrels,  mills  (Hungarian  mills),  pans, 
amalgamated  plates  and  amalgamators  of  various  patterns  are  all 
employed. 

Amalgamation  in  Mortars 

This  is  only  used  when  very  small  quantities  of  gold-bearing  ores 
or  concentrates  have  to  be  treated.  It  is  used,  for  example,  in  Sieben- 
btirgen in  the  neighbourhood  of  Abrudbanya,  Vorospatak,  Isbita  and 
Kerpenyes,  where  a  small  stamp  mill  and  huddle  are  to  be  found  in 
every  second  or  third  house.  The  gold-bearing  stone  is  stamped 
fine  and  washed  on  a  huddle  or  on  a  sichertrog  (a  flat  tray,  usually  of 
wood,  that  locally  replaces  the  pan  and  batea),  till  it  is  sufficiently 
concentrated  for  amalgamation.  It  is  then  rubbed  up  with  mercury 
in  small  iron  mortars  with  iron  pestles  till  aplastic  paste  is  formed,  in 
which  separate  drops  of  mercury  are  no  longer  visible. 

The  amalgam  produced  is  now  separated  from  the  particles  of  ore 
and  the  free  mercury  by  washing ;  it  is  then  washed  several  times 
with  hot  water,  kneaded  and  made  up  into  little  lumps  of  about  1  lb., 
each  of  which   is  then  wrapped   in  linen  and  sqiieezed  to   remove 
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excess  of   mercury.     The  amalgam  thus   obtained   contains  40  per 
cent,  to  65  per  cent,  of  gold. 

This  method  is  not  suitable  for  the  treatment  of  larger  quantities 
of  ore  or  concentrates. 

Amalgamation  in  Rotating  Barrels 

This  method,  similar  to  that  described  under  silver,  is  but  rarely- 
employed,  because  the  mercury  is  apt  to  be  floured  amongst  the  great 
quantity  of  barren  rock.  It  has  been  used  in  Brazil,  in  Spain,^  and 
in  Siberia. 

At  Morro  Velho  in  Brazil,-  ores  were  "crushed  in  stamps  of  the 
old  Saxon  pattern,  with  square  heads  and  stems,  not  rotating.  The 
pulp  was  concentrated  on  blanket  strakes,  and  the  blanketings 
amalgamated  in  barrels.  The  charge  was  17'7  cubic  feet  of  material, 
containing  about  32  ounces  of  gold,  and  was  treated  for  24  hours  with 
55  lbs.  of  mercury  in  revolving  barrels.  Gold-amalgam  containing 
50  per  cent,  of  gold  was  thus  produced,  the  loss  of  mercury  being  4-th 
of  the  weight  of  the  gold  got. 

In  Siberia,^  gold-bearing  sands  are  concentrated  and  amalgamated  ; 
the  ore  is  ground,  roasted  with  salt  and  treated  in  revolving  barrels 
with  mercury,  iron  filings  and  sulphuric  acid. 

Barrels  are  used  in  many  large  stamp  mills  for  amalgamating 
miscellaneous  dirt  and  scrapings  from  various  parts  of  the  mill. 

Amalgamation  in  Hungarian  Mills 

Mills  of  this  type,  called  in  Germany  "  QuicJcmills,"  are  used  in 
Europe,  especially  in  Hungary.  The  best  known  are  the  Schemnitz 
mill  and  the  recently  introduced  and  very  efficient  Laszlo  amalga- 
mator. 

The  construction  of  the  Schemnitz  mills,  which  always  work  in 
pairs,  is  shown  in  Fig.  542.  The  mill  consists  of  the  cast  iron  pan 
g,  inside  which  works  the  wooden  muller  c,  which  is  hollowed  out  like 
a  funnel ;  the  latter  is  so  suspended  by  the  iron  arms  r,  r  as  to  be 
free  to  rotate.  The  bottom  of  the  muller  is  furnished  with  20 
radially  disposed  iron  teeth  ;  it  may  be  driven  by  a  crank  as  in  the 
figure  or  by  means  of  gearing.  The  mercury  is  poured  into  the 
bottom  of  the  pan.  The  gold-bearing  pulp  runs  from  the  stamp  mill 
through  the  trough  a  into  the  funnel-shaped  hollow  of  the  muller ; 
thence  it  escapes  along  the  bottom  of  the  muller  through  the  space 

1  Berg  nnd  Hiittenm.  Zf(j.  18G7,  p.  212. 

2  Ihid.,  1880,  p.  9,S.  3  Bertj-Geist,  1861.     No.  36. 
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between  the  muller  and  the  pan  bottom,  is  here  forced  by  the  teeth 
of  the  muller,  which  dip  into  the  mercury,  into  intimate  contact  with 
the  latter,  and  finally,  passing  up  through  the  space  between  the  muller 
and  the  pan,  escapes  through  the  spout  (/.  From  this,  the  pulp 
passes  into  a  second  mill,  where  the  gold  is  still  further  extracted. 
The  Hungarian  Government  owns  a  big  stamp  mill  at  Kerpenyes  in 
Siebenbiirgen,  with  which  128  of  these  mills  are  connected.  They 
are  charged  fortnightly  with  264-  lbs.  of  mercury ;  the  mullers  make 
30  revolutions  per  minute. 

From    the    mills   the   tailings    pass    over    buddies,   where    the 
sulphurets  are  concentrated,  and  afterwards  treated  in  the  dry  way. 


Fio.  542. 


In  the  district  of  Nagybanya  in  Hungary,  a  portion  of  their  gold 
and  silver  contents  is  extracted  in  similar  mills  from  gold  and  silver 
ores  after  stamping.  Each  mill  is  charged  with  from  40  to  55  lbs.  of 
mercury.  After  the  pulp  has  traversed  two  mills  one  below  the 
other,  it  passes  over  buddies  of  various  kinds,  to  collect  the  sul- 
phurets contained  in  it.  The  average  loss  of  mercury  is  |  to  1  part 
by  weight  for  1  part  of  gold-silver  alloy.  Thus,  at  the  stamp  mills 
at  Kreuzberg  near  Nagybanya,  155  tons  of  ore  were  treated  in  one 
month,  yielding  63  ounces  of  gold  with  a  loss  of  4^  lbs.  (equal  weights) 
of  mercury ;  in  another  month  754|  tons  of  ore  produced  185  ounces 
of  gold  with  a  loss  of  6|  lbs.  (i  of  the  weight)  of  mercury. 

A  similar  process  is  in  use  in  the  neighbourhood  of  Schemnitz, 
where  stamped  auriferous    and   argentiferous    lead    ores    with   from 
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2  dwts.  1  gr.  to  4  dwts.  6  grs.  of  gold  to  the  ton,  and  silver  ores 
with  19  dwts.  14  grs.  to  1  oz.  3  dwts.  3  grs.  of  gold  to  the  ton,  are 
treated  in  these  mills. 

The  amalgam  obtained  in  these  mills  is  filtered  through  conical 
linen  bags  to  remove  the  excess  of  mercury  and  then  retorted. 


The  Laszlo  amalgamator,  which  is  constructed  by  tlie  Gruson 
works  at  Buckau  near  Magdeburg:,  gives  a  good  yield  of  ^old,  and  is 
at  present  in  use  at  Boicza  and  Ruda  in  Siebenblirgen.  Its  con- 
struction is  shown  in  Figs.  548  and  544.  Here  also  the  mills  work 
in  pairs,  the  lower  one  serving  to  complete  the  amalgamation  and  to 
collect  the  amalgam.     The  mills  consist  of  a  cast  iron  pan  a  which 


GOLD  793 

is  charged  witli  mercury,  and  a  cast  iron  muUer  h,  divided  into 
several  annular  sections,  rotating  within  it.  In  the  second  or  smaller 
mill  a  loose  ring  of  iron  c  is  placed,  there  being  two  such,  c  and  d,  in 
the  larger  mill.  These  rings  divide  the  pans  into  a  corresponding 
number  of  divisions,  and  prevent  the  free  escape  of  particles  of  gold 
that  are  to  be  amalgamated.  The  rings  are  notched  at  their  lower 
edges  in  order  to  enable  the  mercury  to  flow  freely  through  the 
entire  pan.  The  position  of  the  muUer  h  can  be  regulated  by  means 
of  the  set-screw  c.  The  pulp  coming  from  the  stamps  flows  through 
the  spout  /  into  the  funnel  t  of  the  muUer  of  the  first  mill,  and 
passes  from  it  into  the  first  division  formed  by  the  ring  c,  to  da 
which,  it  must  pass  through  the  space  left  between  the  surface  of  the 
mercury  and  the  bottom  of  the  muUer.  It  flows  over  the  ring  c  into 
the  second  division  and  thence  over  the  ring  d  into  the  third  division, 
and  finally  escapes  from  the  mill  through  the  spout/"  into  the  second 
mill.  It  here  traverses  a  path  similar  to  that  in  the  first  mill,  with 
the  ditference  that  it  has  only  to  rise  over  one  ring  c. 

The  bottom  of  the  muller  is  furnished  with  radially-placed  iron 
teeth  n,  which  force  the  particles  of  gold  into  intimate  contact  with  the 
mercury  and  prevent  the  accumulation  of  sulphurets  on  the  latter, 
which  might  otherwise  block  up  the  machine  ;  on  the  periphery  of  the 
muller  there  are  several  such  teeth  in  the  form  of  pieces  of  angle-iron. 
The  particles  of  gold  are  held  back  by  the  rings  c  and  d  on  account 
of  their  high  specific  gravity,  and  are  thus  forced  to  remain  as  long 
as  possible  m  the  machine.  The  speed  of  the  muller  depends  on  the 
character  of  the  ore  that  is  being  treated.  Each  pair  of  mills  will 
put  through  on  the  average  2  tons  of  crushed  ore  in  2-i  hours.  The 
amalgam  is  cleaned  out  at  intervals  of  10  to  30  days.  As  examples, 
the  method  of  gold  extraction  at  the  Flizesd  Dreifaltigkeit  mine 
near  Boicza  and  at  the  works  of  the  Twelve  Apostles  Company  of 
Riuda  near  Brad,  both  in  Siebenbiirgen,  may  be  quoted. 

The  ores  produced  at  the  Flizesd  Dreifaltigkeit  ^  mine  contain 
both  free  gold  and  gold  enclosed  in  pyrites.  With  the  exception  of 
pieces  carrying  coarse  gold,  the  ores  are  crushed  in  Californian  stamp 
mills ;  each  head  crushes  0*8  ton  in  24  hours.  The  pulp  from  each 
three  heads  is  led  to  one  pair  of  Laszlo  amalgamators.  From  thece 
they  pass  into  mercury  traps  and  finally  are  delivered  through 
pointed  sizing  boxes  {spitzkasten)  to  buddies  and  strakes.  The  former 
machine  collects  auriferous  jjyrites,  which  is  smelted  with  lead  at 
Schemnitz  ;  on  the  latter,  sulphurets  rich  in  gold  are  obtained,  which 
are  amalgamated  in  mortars. 

^  Communicated  by  the  engineer  Blumenau. 
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The  upper  pan  of  the  amalgamator  is  25  inches  in  diameter,  the 
lower  one  22  inches ;  the  latter  stands  7  inches  below  the  former. 
The  height  of  the  pans  is  4J  inches.  The  outer  ring  of  the  upper 
pan  is  2f  inches  deep,  the  inner  one  4  inches.  The  ring  of  the  lower 
pan  is  4  inches  deep.  The  outer  ring  of  the  muller  of  the  upper  pan 
has  12  teeth  on  its  bottom,  the  middle  ring  8  and  the  inner  one  5. 
These  teeth  are  made  of  sheet  iron  and  are  2  inches  in  length.  In 
the  lower  pan,  which  has  only  two  divisions,  the  teeth  of  the  muller 
correspond  to  those  of  the  two  inner  rings  of  the  upper  pan. 

The  upper  pan  contains  100  lbs.  of  mercury  in  the  outer  division, 
and  44  lbs.  in  the  inner  one. 

The  pulp  escaping  from  every  three  pairs  of  mills  runs  into  a 
mercury  trap  for  collecting  any  particles  of  amalgam  or  mercury  that 
may  be  carried  over ;  it  consists,  like  the  amalgamators,  of  pan  and 
muller,  and  is  only  distinguished  from  them  in  that  it  has  no  teeth. 

The  power  required  for  24  pairs  of  amalgamators  and  8  mercury 
traps  amounts  to  4  H.  P.  The  output  of  a  pair  of  mills  amounts  to 
1'7  to  2  tons  of  ore  in  24  hours.  The  loss  of  mercury  is  0'066  lb. 
to  0'077  lb.  The  yield  of  gold  is  75  per  cent,  to  80  per  cent,  of  the 
gold  present. 

The  amalgamators  are  cleaned  out  from  fortnightly  to  monthly ; 
for  this  purpose  the  muller  is  lifted  out  of  the  pan  and  the  amalgam 
ladled  out.  Whilst  the  amalgamator  is  standing,  it  is  necessary  to 
keep  water  running  through  it,  to  prevent  the  ore  left  in  it  forming 
a  hard  crust  on  the  bottom  of  the  pan  which  can  only  with  difficulty 
be  broken  up  and  treated  when  the  amalgamator  is  started  again. 

The  ores  of  the  Twelve  Apostles  Company  at  Ruda  contain  on 
the  average  8  dwts.  of  gold  to  the  ton,  including  visible  gold.  The 
visible  gold  is  picked  out  in  the  mine  and  amalgamated  in  mortars  ; 
the  free  gold  without  it  amounts  to  about  4  dwts.  of  gold  to  the 
ton. 

The  ores  are  crushed  in  various  stamp  mills,  one  of  which  is  a 
Californian  mill  with  amalgamated  copper  plates.  The  screens 
have  a  mesh  0'04  inch  Avide,  but  those  in  the  Californian  mill  only 
0-02  inch. 

For  the  Californian  mill,  which  consists  of  5  stamps  of  750  lbs. 
weight,  4  pairs  of  amalgamators  are  provided  ;  for  the  other  stamps, 
there  is  one  pair  of  Laszlo  mills  for  every  battery  of  3  stamps. 
These  latter  stamps  are  either  revolving  ones  with  iron  stems  or  else 
have  wooden  stems  and  weigh  300  lbs.  Each  head  of  the  Californian 
stamps  crushes  0'6  to  0'8  ton  in  24  hours,  and  of  the  other  stamp 
mills  1  to  1'7  tons. 
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Under  each  pair  of  Laszlo  arnalgamators  a  pair  of  mercury  savers, 
one   below  the  other,  are  set.     Each  amalgamator  can  put  through 

3  to  3'5  tons  of  ore  in  24  hours.  The  consumption  of  mercury  is 
0-0028  lb.  to  0-0099  lb.  to  the  ton.  The  yield  of  gold  is  55  per 
cent. 

The  tailings  are  in  part  treated  further  in  American  pans,  in  part 
concentrated  on  buddies  and  Bilharz  tables.  The  concentrates  are 
smelted  with  lead  at  the  Schemnitz  works. 

A  new  amalgamator,  which  has  not  yet  been  sufficiently  tested 
practically,  has  been  designed  by  Piccard  on  somewhat  similar 
principles  to  the  Laszlo  amalgamator.  It  consists  of  four  pans,  one 
below  the  other,  of  which  the  top  and  third  pans  revolve,  whilst  the 
second  and  lowest  pans  are  fixed.  The  upper  pan  is  of  wood,  the 
three  others  of  cast  iron.  The  upper  pan  has  sheet  iron  teeth  on  its 
bottom  and  sides ;  the  two  next  pans  are  furnished  iuside  and  outside 
Avith  spiral  ribs,  whilst  the  lowest  pan  has  these  on  the  inside  only. 
The  pulp  is  charged  into  the  topmost  pan,  runs  through  its  centre 
into  the  next  below,  flows  over  the  edge  of  the  latter  into  the  third 
pan,  in  the  centre  of  which  it  rises  up  a  cylinder  provided  with  spiral 
ribs,  through  the  bottom  of  which  it  runs  into  the  lowest  pan,  over 
the  edges  of  which  ifc  flows  away. 

This  amalgamator  is  being  used  at  a  works  at  Boicza,  but  nothing- 
is  yet  known  of  its  efficiency. 

Amalgamation  in  Pans 

This  is  comparatively  rarely  practised  ;  the  pans  are  similar  in 
construction  to  those  employed  in  the  amalgamation  of  silver  ores. 

At  the  Idaho  Mill,  in  Grass  Valley,  California,  the  Knox  pans, 
described  on  p.  665,  have  been  used  for  treating  the  sandy  skimmings 
obtained  in  cleaning  the  surface  of  the  mercury  in  the  Atwood's 
amalgamators  ;  these  skimmings  contain  mercury,  amalgam  and 
auriferous   sulphurets.     The   Knox  pans  are   made  of  cast  iron,  are 

4  feet  2  inches  in  diameter  at  the  top,  8  feet  11  inches  at  the  bottom, 
and  14  inches  high.  The  charge  consists  of  110  to  130  lbs.  of  impure 
amalgam  to  which  water  and  11  to  16  lbs.  of  mercury  are  added. 
After  3  hours'  grinding  with  the  muller  down,  4  to  7  lbs.  more  of 
mercury  are  added  and  a  certain  quantity  of  chemicals,  such  as  nitre, 
salammoniac  and  sulphate  of  copper ;  steam  is  introduced  under  the 
bottom,  the  muller  is  slightly  raised  and  run  for  3  hours  more. 
Water  is  then  added  until  the  pan  is  full,  and  after  driving  for  half  an 
hour,  the  upper  discharge  is  opened  to  let  the  tailings  run  off.     The 
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tailings  are  tluis  run  off  twice  daily.     The  amalgam  is  only  cleaned 
up  twice  a  week. 

The  Boss  S3Stem  of  pan  amalgamation  as  described  on  page  674  is 
used  at  the  Jay  Gould  mill  at  Gould  in  Montana.^  The  ores  consist 
of  a  fine  grained  quartz  mixed  with  clay,  in  which  the  proportion  of 
gold  to  silver  is  about  1  : 6.  The  ores  are  stamped  in  a  Californian 
stamp  mill,  and  then  charged  into  Boss  grinding  pans  3  ft.  6  in,  in 
diameter;  from  these  the  pulp  passes  into  two  larger  grinding  pans 
5  ft.  in  diameter  and  2  ft.  6  in.  deep.  In  24  hours  10  lbs.  of  mercury, 
220  lbs.  of  salt  (S  lbs.  to  16  lbs.  to  the  ton  of  ore)  and  a  certain 
amount  of  lime  are  added.  From  these  pans  the  pulp  passes  to  the 
amalgamating  pans  with  muUers  revolving  68  times  per  minute. 
After  the  pulp  has  passed  through  4  amalgamating  pans,  one  below 
the  other,  it  passes  on  to  the  settlers  with  arms  revolving  16  times 
per  minute.  After  passing  through  3  settlers,  it  goes  to  the  Frue 
vanners  where  the  sulphurets  present  are  extracted.  The  loss  of 
mercury  is  from  -J  to  h  lb.  to  the  ton  of  ore ;  of  the  total  gold  and 
silver  present,  73  per  cent,  is  saved  in  the  pans  and  5  per  cent,  on 
the  Frue  vanners. 

At  the  ]\lysore  gold  mines,  Colar  Gold  Fields,  Mysore,  India,  a 
hard  quartz  is  treated  by  crushing  in  stamp  mills,  and  the  tailings 
by  pan  amalgamation.  The  machinery  consists  of  90  head  of  stamps, 
55  Wheeler  pans  and  18  settlers.  In  1895,"  60,654  tons  of  quartz 
were  crushed,  vieldino'  in  the  mill  58,855  oz.  of  o-old  at  the  rate 
of  19  dwts.  10  grs.  per  ton,  and  88,597  tons  of  tailings  were  treated  in 
the  pans,  producing  7,180  oz.  of  gold,  or  at  the  rate  of  3  dwts.  17  grs. 
to  the  ton. 

In  many  paits  of  Australia  more  especially,  but  also  to  some 
extent  in  other  districts,  the  so-called  Berdan  pans  ^  are  used. 
These  consist  of  a  hemispherical  bowl  of  cast  iron  with  a  central  cone, 
keyed  to  a  shaft  inclined  at  about  15°  and  made  to  revolve  at  about 
25  turns  per  minute.  In  the  annular  space  round  the  central  cone 
are  either  a  couple  of  heavy  cast  iron  balls  or  a  couple  of  heavy  cast 
iron  drags,  shaped  to  the  bottom  of  the  pan.  Pulp  is  fed  in  at  the 
upper  part  of  the  pan,  and  as  the  latter  revolves,  it  is  ground  between 
it  and  the  balls  or  drags,  and  the  jjarticles  of  gold  are  forced  into 
contact  with  the  mercury  that  is  fed  in  from  time  to  time.  Amalgam 
thus  accumulates  in  the  lowest  portion  of  the  pan,  whilst  the  ground 
tailings  are  carried  off  over  the  lowest  part  of  the  edge  of  the  pan  by 

^  Egleston,  o/j.  cit.  p.  ;')48. 

2  Directors'  Report  for  tlie  Year  1895. 

^  H.  Louis,  op.  cit.  p.  343. 
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a  stream  of  water.  This  pan  is  therefore  continuous  in  its  action; 
its  average  capacit}'  is  2  tons  per  24  hours.  It  requires  1|  I.  H.  P. 
to  drive  it,  and  needs  very  little  attention,  but  must  have  a  o^ood 
continuous  water  supply. 


Amalgamation  vnth  the  help  of  Amalgamated  Plates 

Tliis  method  has  already  been  described  in  its  most  usual  form  in 
combination  with  amalgamation  in  stamp  mills.  Cases,  however,  exist 
in  which  inside  amalgamation  in  the  mortars  is  so  imperfect  that 
it  is  altogether  dispensed  with,  and  the  free  gold  of  the  crushed  ores 
is  caught  only  on  amalgamated  copper  tables,  whilst  the  cupriferous 
pyrites  contained  in  tlie  ore  is  concentrated  on  Frue  vanners. 

Such  is  the  case,  for  instance,  at  the  Drumlummon  Mill  at 
Marysville,  Montana ;  it  consists  of  60  heads  of  Californian  stamps 
together  with  the  necessary  rock  breakers,  amalgamated  copper 
tables  and  Frue  vanners.  Most  of  the  amalgam  is  saved  on  the 
amalgamated  tables  and  in  the  sluices  lined  with  amalgamated  plates, 
which  carry  the  slimes  to  the  vanners.  A  portion  is  also  saved  by 
the  Frue  vanners  and  in  the  sluices  with  cross  rifBes  placed  below 
the  vanners.  The  tailings  retain  20  per  cent,  of  the  gold  contents  of 
the  ore.  The  concentrates  made  on  the  vanners  (auriferous  and 
argentiferous  iron  and  copper  pyrites)  are  worth  $800  to  $1000  to  the 
ton.  They  are  sold  to  smelting  works,  where  they  are  treated  in  the 
dry  way.^ 

A  machine  that  depends  upon  the  use  of  amalgamated  copper 
plates,  but  which  is  only  an  accessory  machine  in  the  treatment  of 
gold  ores,  is  the  Eureka  ruhhcr,  formerly  used  at  the  Idaho  Mill  in 
Grass  Valley,  California.  Its  object  was  to  give  the  rusty  gold  a 
bright  surface,  to  free  the  gold  from  slimy  and  clayey  coatings  and  to 
amalgamate  the  bright  gold. 

The  machine,  shown  in  Fig.  545,  consisted  of  a  cast  iron  box,  K 
in  which  a  system  of  rubbers  moves  backwards  and  forwards.  The 
box  has  a  second  bottom  consisting  of  alternate  blocks  of  wood  and 
cast  iron  plates,  71,  resting  on  wooden  strips  at  o;  the  rubbing  surface 
accordingly  consists  of  alternate  strips  of  wood  and  iron.  Above  it 
hangs  a  wooden  frame,  h,  in  which  are  secured  a  number  of  wooden 
rubbers,  r,  shod  with  cast  iron.  Copper  plates  are  fastened  both  to  the 
rubbers  and  the  shoes.  The  height  of  the  rubbing  apparatus  can  be 
adjusted  by  means  of  the  rods,  J,  and  it  is  moved  to  and  fro  by  means 

1  Egleston,  op.  cit.  p.  542 
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of  the  excentric  Z,  and  the  connecting  rod,  W,  making  55  strokes  per 
minute.  There  was  one  Eureka  rubber  to  each  5  head  of  stamps.  The 
tailings  from  blanket  strakes,  as  also  from  special  amalgamators  (Atwood 
amalgamators)  ran  into  this  machine.  The  gold  contained  in  them  is 
rubbed  bright  and  remains  adhering  to  the  amalgamated  copper 
plates.  The  tailings  from  the  machine  flowed  through  a  row  of 
sluices  2  ft.  6  in.  wide,  lined  with  amalgamated  plates  that  saved  the 
rest  of  the  free  gold  ;  from  these  the  tailings  went  to  the  concentrators. 


Of  recent  years  this  machine  and  this  method  of  working  have  been 
abandoned. 

Amalgamation  in  so-called  "Amalgamators  " 

Of  other  forms  of  amalgamating  apparatus,  known  by  the 
general  term  of  amalgamators,  a  very  large  number  have  been 
designed ;  very  few  of  these  have  ever  continued  in  practical  use  for 
any  length  of  time,  and  modern  practice  is  entirely  against  their 
employment.  Only  a  few  of  the  more  important  will  be  noticed 
here. 
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Ahuood's  amalgamator  was  till  recently  in  use  at  the  Idaho  Mill, 
Grass  Valley,  California.  Its  construction  is  shown  in  Figs.  546  and 
547.  It  consists  of  an  inclined  wooden  box  4  ft.  long,  21  in.  wide 
and  14  in.  deep,  set  at  an  incline  of  8  inches  to  the  foot.  In  the 
bottom  of  it  there  are  two  wooden  troughs,  t,  14  inches  wide,  6  inches 
deep  and  19  inches  long,  each  of  which  holds  350  to  400  lbs.  of 
mercury.  Above  each  trough  there  lies  a  horizontal  rotating 
cylinder,   c,  8  inches  in  diameter  and    18  inches  long.     Iron  rods  \ 


Fig.  546. 


Fig.  547. 


inch  in  diameter  and  3  inches  long,  slightly  curved  at  their  ends,  are 
set  on  the  surface  of  the  cylinder  at  right  angles  to"  its  axis;  these 
rods  reach  almost  to  the  surface  of  the  mercury  in  the  troughs. 
The  two  cylinders  are  set  3  feet  apart.  In  'the  bottom  of  the  box, 
between  the  troughs,  is  a  riffle,  saw-shaped  in  cross  section,  which 
is  filled  with  mercury.  The  crushed  ore  that  is  to  be  amalgamated 
is  fed  into  the  chargins;  box,  -z; ;  it  is  obtained  from  blanket  strakes 
on  which  the  ore,  after  being  crushed  in  Californian  stamps,  is 
concentrated.  By  means  of  a  uniformly  issuing  stream  of  water 
from  a    pipe    above   it,  the  ore  is   carried   uniformly   through    the: 
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amalgamator.  The  regular  How  of  water,  which  is  kept  at  a 
temperature  of  40^  to  50°C.  is  controlled  by  mechanism  placed 
above  the  pipe.  The  rotating  cylinders  revolve  60  times  per 
minute. 

By  means  of  the  rods  inserted  in  the  cylinder,  the  lighter  parts  of 
the  concentrates  are  kept  in  suspension,  whilst  the  gold  contained 
in  them  sinks  in  the  mercury.  The  lighter  portions  and  the 
auriferous  sulphurets  escape  with  the  water  at  the  lower  end  of 
the  amalgamator,  and  pass  through  two  sluices  containing  corrugated 
amalgamated  copper  plates  to  the  above  described  Eureka  rubber. 
A  main  condition  for  the  effectiveness  of  the  amalgamator  is  that  the 
surface  of  the  mercury  shall  be  kept  constantly  bright ;  as  soon  as  it 
gets  dull  it  should  therefore  be  brightened  by  being  skimmed.  A 
■considerable  quantity  of  skimmings  was  thijs  obtained,  and  these 
were  worked  up.  as  already  described,  in  the  Knox  pan.  The  amalgam 
was  cleaned  out  of  the  troughs  and  riffles  once  a  week  ;  the  mercury 
was  first  ladled  out,  and  then  the  amalgam  carefully  removed ;  90  to 
55  per  cent,  of  the  amalgam  was  saved  in  the  upper  trough,  the  rest 
in  the  lower  trough  and  the  riffles. 

This  method  of  amalgamation,  combined  with  Eureka  rubbers  and 
Knox  pans,  was  used  for  a  considerable  time  at  the  Idaho  Mill,  but 
has  recently  been  abandoned.  The  ore  is  gold  quartz,  whose  value 
according  to  Egleston  for  10  years  averaged  between  $12  and  $20 
per  ton. 

These  ores  were  crushed  in  Californian  stamps  ;  the  pulp  was  run 
through  blanket  sluices  in  which  lay  coarse  woollen  blankets,  in  which 
the  heavier  portions,  gold  and  sulphurets  remained,  whilst  the  lighter 
portions  were  taken  to  the  Eureka  rubbers.  The  upper  blankets 
were  washed  every  10  minutes,  the  lower  every  2  hours,  in  vats  to 
free  them  from  the  heavy  particles  deposited  on  them.  The  blan- 
ketings thus  saved  amounted  to  10  to  12  per  cent,  of  the  total  ore,  and 
were  treated  as  above  in  the  Atwood  amalgamators.  The  tailings 
from  the  latter  also  passed  to  the  Eureka  rubbers.  The  tailings 
from  these  passed  over  amalgamated  copper  tables,  and  into  Paine 
and  Stevens  round  buddies  followed  by  tossing  tubs,  to  concentrate 
the  sulphurets.     The  latter  were  roasted  and  chlorinated. 

Of  the  total  gold  obtained,  65i  per  cent,  was  saved  in  the  amal- 
gamators, 2  per  cent,  in  the  riffles,  26  per  cent,  in  the  Knox  pans, 
4J  per  cent,  in  the  Eureka  rubbers,  and  2  per  cent,  on  the  amalga- 
mated copper  plates  of  the  last  sluices.  Of  the  free  gold  in  the  ore, 
75  per  cent,  was  saved,  and  95  per  cent,  of  that  in  the  sulphurets, 
the  latter  being  worth  $80  per  ton. 
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Paul's  amalgamator'^  is  a  trough  of  galvanised  iron  with  straight 
sides  and  cylindrical  bottom.  It  carries  a  stirrer  in  the  form  of 
a  screw  covered  with  amalgamated  plates,  making  70  to  100  revo- 
lutions per  minute.  The  necessary  mercury  is  contained  in  the 
bottom  of  the  apparatus. 

Crosby  s  amalgamator'^  is  a  wooden  tub  with  conical  bottom  ;  it  is 
one-third  filled  with  ore,  which  is  stirred  up  with  mercury,  the  latter 
being  introduced  through  a  rose.  M^hen  the  accumulated  mercury 
reaches  a  certain  level  it  flows  off  through  an  opening  in  the  vessel, 
and  passes  through  a  filter  into  a  bowl  covered  with  leather,  which  is 
dipped  into  a  solution  of  cyanide  of  potassium  ;  the  latter  cleans  the 
mercury  from  grease  and  dirt,  when  it  again  passes  into  the  apparatus. 
After  4  hours'  work  the  amalgam  is  separated  from  the  pulp  of 
crushed  ore. 

The  author  is  not  aware  that  either  of  these  machines  have  found 
any  practical  application. 

Various  amalgamators  have  been  founded  on  the  principle  of 
allowing  auriferous  ores  to  ascend  through  a  column  of  mercury ; 
among  these  may  be  named  those  of  Ball,^  Tichenor  ^  and  Stevenot,-^ 
none  of  which  have,  however,  been  applied  practically.  An  apparatus 
of  Thenot  based  on  this  principle,  but  also  untried,  consists  of  a  series 
of  cast-iron  pots,  of  which  the  lower  part  of  the  hinder  one  always 
communicates  with  the  upper  part  of  the  one  in  front  by  means  of  a 
pipe.  The  pots  are  filled  with  mercury  up  to  a  given  level.  By  the 
pressure  of  a  column  of  water  or  of  ore  pulp  the  latter  is  forced 
through  the  mercury  in  the  various  pots,  one  after  another.  The 
regulation  of  the  pressure  is  effected  by  means  of  a  valve  on  the 
escape  pipe  from  the  last  pot. 

Among  these  devices,  the  mercury  well,  used  in  all  parts  of  the 
world,  and  at  one  time  very  largely  in  Australia,  must  be  included. 
It  consists  of  a  shallow  rectangular  trough  of  cast  iron  or  wood,  a  few 
inches  wide  and  deep,  and  of  the  full  width  of  the  battery  lip.  It  is 
divided  at  right  angles  to  the  flow  of  the  pulp,  that  is,  parallel  with 
its  longer  side,  by  an  adjustable  baffle  board,  that  does  not  reach 
quite  to  the  bottom.  It  is  filled  with  mercury  to  just  above  the 
bottom  edge  of  the  baffle  board,  so  that  the  pulp  streaming  through 
has  to  come  into  contact  with  the  mercury.  The  amalgam  formed 
collects  in  the  bottom  of  the  well,  which  is  cleaned  out  at  intervals. 
Usually  several  of  these  wells  (2  to  5)  are  placed  one  immediately 

1  Benj:  und  Huttenm.  Znta.  1872,  pp.  55,  382 ;  1875,  p.  91  ;  1878,  p.  .314. 

2  Ibid.  1874,  p.  12  ;  1875,  p.  275.  s  Imperial  German  Patents,  ISTo.  8306. 
•*  Do.  No.  11,294.  5  Otsttr.  Zeitsch.  1879  p.  248. 
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below  the  other,  to  be  often  followed  in  modern  practice  by  amalga- 
mated copper  plates. 

Numerous  amalgamators  on  the  centrifugal  principle  have  been 
invented,  e.g.,  that  of  W.  A.  Howard,^  of  Brisbane,  Queensland,  and 
many  others. 

Tlie  Designollc  Process  of  Amalga'niation 

This  has  been  found  as  little  suitable  for  the  extraction  of  gold  as 
for  that  of  silver  (see  page  702). 

THE   TREATMENT    OF   GOLD    AMALGAM 

This  is  identical  with  the  treatment  of  silver  amalgam.  The 
amalgam  is  usually  clean  enough  to  be  distilled  or  retorted  as  soon 
as  the  excess  of  mercury  has  been  filtered  off.  Amalgam  off  the 
plates  is  usually  so  stiff  that  it  can  be  at  once  kneaded  into  balls  with 
the  admixture  of  a  little  mercury.  Very  impure  amalgam  is  treated 
in  the  United  States  like  impure  silver  amalgam,  in  Knox  pans  or 
in  revolving  cast-iron  barrels.  It  is  then  washed  in  pans  with  mercury 
and  filtered. 

This  amalgam  is  then  retorted  like  silver  amalgam.  In  the 
United  States,  Africa,  &c.,  horizontal  cylinders  of  cast  iron  as  well  as 
pot-shaped  retorts  are  used. 

Cylindrical  retorts  have  been  described  under  the  head  of  silver 
(see  page  705).  They  are  3  feet  to  4  feet  long  and  12  inches  in 
diameter.  The  retorts  and  condensers  are  arranged  as  for  silver. 
The  charge  varies  from  200  to  1,200  lbs.  of  amalgam.  The  heat  is 
slowly  raised  up  to  the  boiling  point  of  mercury  and  maintained  for 
2  hours  at  that  temperature;  it  is  then  raised  to  dull  redness,  at 
which  it  is  maintained  for  an  hour.  The  retort  is  then  allowed  to 
cool  for  4  to  6  hours,  when  the  gold  is  withdrawn.  To  retort 
1,000  lbs.  of  amalgam  |  to  i  cord  of  wood  is  required. 

A  retort  lasts  for  100  to  300  charges.  The  loss  of  mercury  is  very 
small,  amounting  to  1  to  2|  lbs.  of  mercury  to  the  ton  of  amalgam. 
The  gold  sponge  so  obtained  is  tlOO  to  850  fine  in  California.  It  is 
melted  in  retorts  with  nitre  and  carbonate  of  soda. 

In  the  smaller  mills  of  the  United  States  and  elsewhere,  pot 
retorts  of  the  shape  shown  in  Fig.  548  are  used.  They  are  made  of 
cast  iron,  turned  on  their  upper  edge  ;  the  lower  edge  of  the  cover 
is  also  turned  to  match.  Their  sizes  vary  greatly,  from  a  capacity  of 
150  oz.  to  2,000  oz.     The  largest,  for  2,000  oz.,   are  8  inches   in 

1  Patent,  December  17,  1892. 
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Fig.  548. 


diameter  at  the  top,  6  inches  at  the  bottom,  and  12  inches  high  ; 
the  smallest  size,  for  150  oz.,  is  3|  inches  diameter  at  the  top, 
3 1  inches  diameter  at  the 
bottom,  and  4^  inches  high. 
A  retort  used  in  Hun- 
gary is  shown  in  Fig.  549. 
It  is  a  vertical  cylinder  of 
8f  inches  inside  diameter 
and  14}^  inches  high,  stand- 
ing on  a  grate,  h,  and  nar- 
rowed down  at  the  bottom 
to  a  collar  2|  inches  in 
diameter,  into  which  the 
tube  c  fits.  The  furnace,  B, 
is  4  feet  3  inches  high  and 
1  foot  8  inches  in  diameter, 
and  is  closed  above  by  a  cast- 
iron  plate.  The  amalgam  to  be  retorted  is  laid  on  sheet-iron  plates,  t, 
that  are  threaded  on  to  the  iron  rod,  m.  A  bell-shaped  cover  D,  closes 
the  upper  end  of  the  retort.  The  fuel  (charcoal)  is  heaped  up  round 
the  retort  in  the  body  r,  of  the  furnace,  the  products  of  combustion 

escaping  by  the  stack,  g.  The 
mercurial  vapours  pass  through 
the  pipe  c,  into  the  cast-iron  tube 
d,  which  is  6|  inches  wide  and  is 
closed  above  by  a  plug  e,  and 
they  condense  in  the  box  h,  filled 
with  water.  The  operation  of 
retorting  takes  4  hours. 

B.  The  Extraction  of  Gold  by 
MEANS  OF  Aqueous  Solutions 

Up  to  the  present  there  are 
two  methods  in  use  by  which  gold 
may  be  dissolved  out  of  ores  pro- 
perly so-called,  and  got  in  the 
form  of  an  aqueous  solution,  to 
be  subsequently  precipitated  as 
metal,  namely  that  by  which  the 
gold  is  obtained  in  solution  as  a  chloride,  and  that  by  which  it  is 
obtained  as  potassic  aurocyanide.      These    processes  are   known  as 
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the  Plattuer  process  and  the  MacArthur- Forrest  process,  after  then- 
respective  inventors. 

The  method  of  dissolving  gold  as  a  hyposulphite  by  means  of 
sodic,  calcic  or  cupro-sodic  hyposulphite  is  only  used  for  silver  ores 
that  contain  comparatively  little  gold.  In  this  case  double  salts  of 
gold,  e.g.,  3Na2S203,  A11.2S0O3  +  4HoO,  are  produced. 

The  Plattner  process  may  be  used  in  many  cases  in  which  amal- 
gamation fails,  especially  on  pyritic  ores.  The  MacArthur-Forrest 
process,  which  is  only  a  few  years  old,  is,  according  to  experience 
hitherto,  best  suited  to  ores  that  are  free-milling,  i.e.,  that  will  yield 
gold  to  mercury,  but  contain  the  gold  in  a  fine  state  of  division.  It 
is  also  applicable  to  pyritic  ores,  but  is  then  not  as  advantageous  as 
the  Plattner  process.  There  are,  however,  gold  ores,  on  which  neither 
amalgamation,  chlorination  nor  cyanidation  yield  satisfactory  results, 
so  that  there  is  here  a  wide  field  open  to  metallurgical  research. 

THE   PLATTNER   PROCESS 

This  process  depends  on  the  action  of  chlorine  gas  upon  moistened 
o-old  ores,  leacbino-  out  the  so  formed  auric  chloride  with  water,  and 
precipitating  metallic  gold  from  the  solution  of  its  chlori  de  by  ferrous 
sulphate,  charcoal,  sulphuretted  hydrogen  or  sulphides. 

It  was  proposed  in  1848  by  Plattner  for  the  extraction  of  gold 
from  the  arsenical  pyrites  residues  of  the  works  at  Reichenstein  in 
Silesia,  and  was  introduced  in  1858  by  Deetken,  at  Grass  Valley, 
California,  Since  1863  it  has  attained  great  importance  in  the  gold 
mining  States  of  the  Union,  and  has  been  modified  there  in  many 
ways  as  regards  the  form  of  the  plant  and  the  method  of  generating 
the  chlorine.  From  America  it  was  introduced  into  Australia  and 
South  Africa.     It  is  also  in  operation  in  Austro-Hungary. 

Many  ores  from  which  mercury  will  not  extract  gold  can  be 
advantageously  treated  by  the  Plattner  process ;  amongst  these  more 
especially  are  pyritic  ores  containing  gold  in  a  very  fine  state  of 
division.  But  there  are  also  many  ores,  also  pyritic,  from  which 
chlorine  will  not  extract  the  gold  perfectly. 

The  conditions  for  the  satisfactory  chlorination  of  gold  ores  are 
the  absence  of  bodies  attacked  by  chlorine,  a  fine  state  of  division  of 
the  gold,  the  absence  of  bodies  that  coat  the  particles  of  gold  and 
protect  them  against  the  action  of  the  chlorine,  and  the  employment 
of  pure  chlorine,  more  especially  free  from  hydrochloric  acid. 

As  chlorine  attacks  arsenides,  antimonides  and  sulphides,  ores 
that  contain  these  substances  must  be  subjected  to  an  oxidising 
calcination   before    being   chlorinated,   so   as   to   remove   antimony, 
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arsenic  and  sulphur,  and  to  convert  the  metals  into  oxides.  In  this 
calcination  a  small  percentage  of  salt  is  generally  added,  in  order  to 
convert  any  substances  that  might  be  present  and  which  would  form 
chlorides  on  chlorination  into  chlorides  during  the  operation  of 
roasting,  so  as  to  save  chlorine  during  chlorination. 

Many  ores  are  also  roasted  before  chlorination,  in  order  to  make 
them  more  open  in  texture,  and  thus  render  the  particles  of  gold 
accessible  to  the  action  of  chlorine. 

Any  silver  present  in  the  ore  forms  chloride,  which  coats  the 
particles  of  gold,  and  thus  renders  their  chlorination  more  difficult. 
The  process  therefore  gives  better  results  in  the  absence  of  silver. 
Any  sintering  of  the  ore  during  calcination  is  also  apt  to  cover  up 
particles  of  gold  and  to  prevent  their  being  chlorinated  ;  all  sintering 
must  therefore  be  avoided  in  calcining  the  ore. 

If  the  gold  is  not  very  finely  divided,  its  chlorination  takes  too 
much  time,  hence  ores  carrying  coarse  gold  are  not  adapted  to 
this  process. 

If  the  chlorine  gas  contains  hydrochloric  acid,  the  latter  will 
attack  any  sulphides  that  may  be  left,  and  generate  sulphuretted 
hydrogen,  which  would  precipitate  as  sulphide  any  gold  in  solution 
as  chloride,  and  thus  render  it  insoluble.  Hydrochloi'ic  acid  Avould 
also  dissolve  metallic  oxides. 

The  chlorine  employed  in  this  process  is  produced  either  from 
black  oxide  of  manganese,  salt  and  sulphuric  acid,  or  from  chloride  of 
lime  and  sulphuric  acid.  In  the  former  case  it  is  produced  in  special 
generators,  in  the  latter  inside  the  chlorinating  vessel  itself.  Preseure 
has  been  used  in  chlorinating,  but  it  has  not  given  i-esults  notably 
superior  to  those  obtained  without  pressure. 

The  apparatus  in  Avhich  the  gold  is  chlorinated,  when  working  on 
a  very  small  scale  as  formerly  at  Reichenstein,  and  now  at  times  at 
Freiberg,  consists  of  vessels  of  glazed  earthenware,  but  on  a  large  scale, 
as  for  instance  in  the  United  States  and  Australia,  of  vats  of  tarred  wood 
with  double  bottoms,  or  lead-lined  rotating  wooden  or  iron  barrels. 

The  Plattner  process  is  most  extensively  used  in  California ;  in 
the  ores  there  the  greater  portion  of  the  gold  is  free-milling,  or  exists 
in  such  a  form  that  it  can  be  extracted  by  amalgamation,  whilst 
another  portion  is  enclosed  in  sulphurets  (iron,  copper  and  arsenical 
pyrites)  in  such  a  form  as  not  to  be  affected  by  mercury  ;  this  latter 
portion  is  chlorinated.  After  the  ores  have  been  treated  as  already 
explained  by  inside  and  outside  amalgamation,  the  tailings  are  con- 
centrated on  Frue  vanners  to  extract  the  sulphurets,  and  the  concen- 
trates so  obtained  are  treated  by  the  Plattner  process. 
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These  siilphurets  generally  amount  to  1^  per  cent,  to  2  per  cent, 
of  the  ore,  and  only  exceptionally  reach  7  per  cent,  to  10  per  cent.; 
then-  average  value  may  be  taken  as  S40  to  SlOO  per  ton. 

The  composition  of  such  concentrates  is  as  follows  : — 


I 

II 

III 

Eureka  and 

Washington 

Black  Bear 

Idaho  Mines, 

Mine,  Mariposa 

Mine,  Klamath 

Grass  Valley. 

County. 

County. 

Cu 

0-85 

Pb 

0-78 

1-50 



All 

0  02743 

0-00914 

0-0137 

Ag 

0-0068 

0-0035 

0-0030 

Zn 

— 

1-34 

— 

Fe 

40-65 

30-85 

42-05 

As 

trace 

— 

21  -25 

S 

32-80 

31  -33 

25-10 

Si 

12-64 

33-30 

10-35 

Al 

0-10 

— 

0-85 

Mg 

3-50 

— 

— 

0  and  loss      .    .    . 

8-65 

1-67 

0-38 

The  Plattner  process  is  more  rarely  applied  to  ores  direct,  that  is 
to  say  without  previous  concentration  or  amalgamation,  as  for  instance 
at  Mount  Morgan  in  Queensland  and  Black  Hills  in  Dakota. 

In  the  execution  of  the  process  we  have  to  consider  : — 

1.  Calcining  the  ore. 

2.  Chlorinating  the  gold  and  leaching  the  auric  chloride  out  of 
the  ore. 

3.  Extractino-  the  gold  from  the  solution  of  its  chloride. 

If  the  gold  ores  contain  silver,  the  chloride  of  silver,  being  insol- 
uble in  chlorine,  remains  in  the  residues.  In  this  case  after  the  gold 
has  been  removed,  the  residues  are  leached  with  hyposulphites. 


CALCINATION  OF  THE  ORES 

The  object  of  calcination  is  to  liberate  the  gold  and  to  convert  all 
metals  present,  except  gold  and  silver,  into  oxides,  which  are  but 
little  attacked  by  chlorine.  In  many  cases,  e.g.,  when  gold  is  con- 
tained in  brown  haematites,  the  object  of  the  calcination  is  merely  to 
render  the  gold  readily  accessible  by  expelling  water  and  rendering 
the  ground  ore  porous. 

Arsenic,  antimony  and  sulphur  must  be  removed  as  completely  as 
possible  by  the  calcination ;  soluble  salts,  such  as  ferrous  sulphate 
or  chloride,  may  not  be  left  in  the  calcined  ore,  because  they  would 
precipitate  gold  from  the  solution  of  its  chloride.  Lime  and 
magnesia   are    injurious    inasmuch    as    they  absorb  chlorine   during 
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chlorination,  and  thus  increase  the  chlorine  consumption.     Lead  also 
absorbs  chlorine. 

When  the  ores  contain  lime,  magnesia  or  lead,  salt  is  added 
towards  the  termination  of  the  roasting,  so  as  to  convert  these  metals 
into  chlorides,  in  order  to  prevent  free  chlorine  acting  on  them  during 
chlorination.  Lead  is  partly  converted  iuto  sulphate  on  roasting,  and 
this  salt  reacts  with  sodic  chloride,  forming  sodic  sulphate  and  lead 
chloride,  or  in  the  presence  of  oxide  of  lead,  lead  oxy-chloride,  other- 
Avise  lead  would  be   converted  into  oxy-cbloride  by  the  free  chlorine. 

When  salt  is  added  the  temperature  must  be  kept  down  to  prevent 
the  volatilisation  of  any  gold  chloride  that  may  be  formed.  If  copper 
is  present  in  the  ore,  the  chloride  of  copper  powerfully  promotes  the 
volatility  of  the  gold.  The  salt  must  then  only  be  added  when  al] 
the  copper  has  been  converted  into  oxide. 

According  to  Stetefeldt  ^  the  loss  of  gold  by  volatiHsation  as 
chloride  during  a  chloridising  roast  may  equal  from  40  per  cent, 
to  90  per  cent,  of  the  total  gold  present,  according  to  the  degree  of 
temperature  and  the  length  of  time  occupied  by  the  calcination.  The 
above  writer's  experiments  show  that  when  cupriferous  gold  ores 
were  roasted  with  only  3  per  cent,  of  salt,  the  following  results  were 
obtained  : — 


Gold  contents. 

No.  of  the 
charge. 

Loss  of  Gold 
per  cent. 

Before  the                ,                After  the 

1 

chloridising  roast.                   chloridising  roast. 

- 

1 
In  a  reverberatory  furnace. 

2 

tj-916                                 0-426 

53-5 

4 

0-262                                 0-150 

42-8 

5 

0-538                                 0-075 

86-1 

6 

0-650                                 0-075 
In  a  muffle  furnace. 

88-5 

1 

0-700                1                 0-050 

93  0 

2 

;  0-525                                 0-075 

85-7 

3 

0-650                                 0-065 

90-0 

According  to  S.  B.  Christy,  gold  is  but  slightly  volatile  -  in  an 
atmosphere  of  chlorine  gas  at  100°  C. ;  its  volatility  increases  slightly 
up  to  250°  C,  and  then  diminishes  till  below  redness,  commences  to 
increase  again  at  a  red  heat,  and  rises  continually  up  to  white  heat. 

If  the  ores  contain  silver,  the  addition  of  salt  will  convert  it  into 
chloride,  which  is  extracted  by  means  of  hyposulphite  solution.     If 

^  Trans.  Amer.  hist.  Min.  Enfj.,  vol.  xiv.,  p.  336. 
2  Ihid.  vol.  xvii.,  p.  26. 
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the  chloride  of  silver  covers  up  particles  of  gold,  it  is  best  to  leach 
before  and  after  chlorination,  otherwise  only  after  the  chloride  of  gold 
has  been  dissolved  out.  If  the  calcined  ore  contains  much  chloride  of 
lead,  it  is  best  removed  before  chlorination  by  leaching  with  hot 
water. 

The  quantity  of  salt  to  be  added,  the  time  required  for  calcination, 
and  the  temperature  to  be  maintained,  so  as  to  ensure  the  minimum 
loss  of  gold,  have  to  be  determined  experimentally  for  each  individual 
kind  of  ore. 

The  appliances  used  for  calcination  are  reverberatory  furnaces  of 
the  most  varying  kinds,  continuous  acting  furnaces  with  one  bed,  with 
several  beds  one  over  the  other,  with  several  beds  arranged  stepwise, 
with  elliptical  beds,  as  also  rotating  cylinders,  and  finally  Spence 
furnaces. 

The  best  form  of  furnaces  with  fixed  beds  are  the  continuous  re- 
verberatories  with  one  bed,  and  working  doors  on  either  side,  as  also 
those  with  stepped  beds,  the  latter  being  much  used  in  California. 

Furnaces  with  elliptical  beds,  such  as  are  also  used  in  California, 
are  diflficult  to  construct  and  are  unable  to  show  any  corresponding 
advantage  over  the  rectangular  bed. 

When  large  quantities  of  ore  have  to  be  put  through,  rota  ting- 
cylinders,  improved  O'Hara  furnaces  and  Spence  furnaces  may  be 
recommended. 

Continuous-acting  reverberatory  furnaces  are  best  made  55  feet 
to  66  feet  long  ;  such  a  furnace  will  put  through  on  the  average  3 
tons  of  ore  in  the  24  hours. 

At  the  Tread  well  Mine  ^  in  Alaska  the  pyrites  are  calcined  in  a 
Spence  furnace  Avith  4  shelves ;  the  crushed  concentrates,  which 
contain  $40  to  $50  in  gold,  are  mixed  with  3  per  cent,  of  salt  on  the 
third  hearth.  They  remain  16  hours  in  the  furnace,  which  roasts 
8  tons  in  24  hours. 

At  the  works  at  Sutter  Creek,  Amador  County,  California,-  a 
long-bedded  calcining  furnace  {FortschaufelungsGfcii),  80  feet  long  and 
12  feet  wide,  is  used.  The  ore  is  charged  in  lots  of  1^  to  1|  tons  ;  each 
furnace  takes  3  charges  at  a  time,  which  are  worked  and  drawn 
separately.  In  24  hours,  3  charges,  weighing  together  3f  to  4i-  tons, 
are  put  through.  The  charge  nearest  the  flue  is  being  dried,  whilst 
the  middle  one  is  being  freed  from  the  greater  part  of  its  sulphur, 
and  the  one  nearest  the  fire  bridsre  is  beinsf  roasted  dead.  The  salt 
(f  per  cent,  of  the  charge)  is  added  as  soon  as  no  more  sulphur 
flames  appear. 

1  Egleston,  oj).  fit.,  p.  606.  -  Ibid.,  p.  607. 
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At  the  Amador  Reduction  Works,  near  Amador  City,  California, 
long-bedded  calciners,  75  feet  long  and  12  feet  wide  inside,  with  G 
working  doors  on  either  side,  are  used.  In  24  hours,  3  tons  of  ore  are 
roasted  with  a  fuel  consumption  of  1  cwt.  of  wood.  Salt  amounting 
to  1  per  cent,  of  the  weight  of  the  charge  is  added.  Only  one  man  is 
required  per  8  hour  shift. 

At  the  Eureka  Works  in  Grass  Valley,  California,  there  was 
formerly  a  fortschaiifclungs  furnace  with  2  hearths,  one  above  the 
other,  of  which  the  upper  one  was  80  feet  long  and  G  feet  wide  ;  the 
lower  hearth  was  as  wide,  but  much  shorter.  Of  the  crushed  ore, 
9  tons  were  always  on  the  upper  hearth  and  only  1  ton  on  the  lower. 
After  the  lower  hearth  was  emptied,  1  ton  was  pushed  down  from  the 
upper  hearth  and  spread  out,  and  1  ton  of  fresh  ore  charged  on  to 
the  upper  hearth.  In  24  hours  3  tons  were  calcined  ;  the  furnace 
required  2  men  to  the  8  hour  shift. 

At  the  Providence  Works,  near  Nevada  City,  in  California, 
furnaces  with  2  elliptical  hearths  one  above  the  other,  are  in  use  ; 
the  longer  axis  of  the  hearths  is  15  feet,  the  shorter  12  feet.  The 
ore,  which  contains  S120  in  gold  and  $12  in  silver  per  ton,  is  first 
dried  in  5  ton  charges  on  the  roof  of  the  upper  bed,  and  is  then 
dropped  through  openings  on  to  the  bed,  where  it  is  spread  out  and 
rabbled  every  10  or  15  minutes.  Every  12  hours,  2  tons  are  passed 
from  the  upper  to  the  lower  bed  through  openings  in  the  former, 
and  is  replaced  by  a  similar  quantity  of  dried  ore.  After  the  ore  has 
been  4  hours  on  the  lower  hearth,  the  temperature  is  reduced  and  1 
per  cent,  of  salt  is  rabbled  into  the  ore  ;  the  temperature  is  raised 
and  rabbling  is  continued  for  4  hours  more,  when  the  charge  is 
drawn. 

At  the  Deloro  Mine,  Ontario,^  Canada,  the  ore  is  dried  in  a 
revolving  cylinder,  and  then  roasted  in  2  revolving  cylinders  placed 
one  above  the  other ;  the  upper  one  is  30  feet  long  and  5  feet  in 
diameter,  and  its  lower  end  communicates  by  means  of  a  pipe  with 
the  lower  cylinder,  which  is  20  feet  long  and  4  feet  in  diameter.  The 
products  of  combustion  traverse  first  the  lower  and  then  the  upper 
cylinder,  the  ore  travelling  in  the  opposite  direction.  Ten  tons  of 
ore  are  calcined  in  24  hours. 

As  already  stated,  the  calcination  takes  place  at  a  low  tempera- 
ture, which  is  only  raised  at  the  finish  in  order  to  decompose  the 
sulphates  formed  as  far  as  jDossible. 

After  the  ore  has  been  drawn  from  the  furnace,  it  is  first  piled  up 
in  heaps  to  produce  an  after-chlorination,  and  then  spread  out  on  a 
^  Titans.  Amer.  Inst.  Min.  Eiuj.,  vol.  xi.,  p.  193. 
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cooling  floor.  When  completely  cool  it  is  moistened  with  4  per  cent, 
to  5  per  cent,  of  water  and  chlorinated.  In  case  of  need  the  soluble 
salts  and  the  chloride  of  silver  are  leached  out  before  chlorination. 

Chlorination  of  the  Gold  and  Leachixg  out  the  Chloride 

OF  Gold 

Chlorination  is  effected  either  with  the  ore  at  rest  in  fixed  vessels 
or  in  vessels  suspended  on  trunnions,  or  with  the  ore  kept  in  a  state 
of  agitation  in  rotating  vessels,  usually  cylindrical. 

The  chlorine  can  either  be  generated  in  separate  producers,  washed 
and  passed  into  the  ore,  or  may  be  generated  inside  the  chlorination 
vessels  by  adding  to  the  ore  reagents  capable  of  evolving  chlorine.  In 
closed  rotating  vessels  chlorination  can  be  performed  under  pressure, 
which  is  not  possible  in  open  vessels  or  vats. 

Chlorination  in  rotating  vessels  is  more  rapid  than  in  vessels 
where  the  ore  is  at  rest,  and  will  extract  a  higher  proportion  of  gold. 
By  the  movement  of  the  ore  the  particles  are  broken  up  and  thus  the 
separate  particles  of  gold  better  exposed  to  the  action  of  the  chlorine  ; 
any  coating  on  the  gold  is  also  apt  to  be  removed  by  the  friction  of  the 
particles  of  ore  against  each  other.  Chlorination  proceeds  especially 
well  when  the  chlorine  is  generated  in  the  revolving  vessels  them- 
selves from  chloride  of  lime  and  sulphuric  acid,  as  it  has  a  powerful 
chloridisiug  action  on  the  gold  in  the  nascent  state,  and  is  brought 
into  intimate  contact  with  the  particles  of  the  gold  owing  to  the 
rotation  of  the  vessels. 

The  application  of  jDressure  favours  the  chlorination  of  the  gold 
but  has  not  produced  all  the  advantages  that  were  expected  of  it. 
Accordingly  it  is  nowhere  in  use  at  present,  as  far  as  it  includes  these 
methods,  in  which  chlorine  was  forced  into  the  chlorination  vessel  by 
artificial  pressure. 

Sutton  has  proposed  to  chlorinate  in  an  iron  vessel  lined  with 
lead  and  provided  with  two  stirrers. 

Chlorination  without  Agitation  of  the  Ore 
(a.)    When  Chlorine  is  generated  outside  the  Chlorinating  Vessel 

In  this  process  the  vessels  used  on  a  small  scale  are  made  of  stone 
ware,  on  a  large  scale  of  tarred  planks. 

At  Reichenstein  in  Silesia,  where  the  Plattner  process  was  intro- 
duced, stoneware  vessels  were  used.  Calcined  arsenical  pyrites 
containing  0*0022  per  cent,  to  0*0024  per  cent,  of  gold,  the  residues 
from  arsenic  manufacture,  were  there  submitted  to  chlorination. 
The  vessels  were  stoneware  cylinders  24f  inches  high  and  16|  inches 
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in  diameter,  terminating  in  a  cone  below,  iron  hooped,  and  hung  on 
trunnions.  Inside  each  was  a  filter  composed  of  pieces  of  quartz 
resting  on  a  perforated  tile.  The  vessel  was  closed  air-tight  by  means 
of  a  wooden  cover  that  was  luted  on  ;  through  it  a  leaden  tube 
reached  nearly  to  the  bottom  of  the  vessel  and  served  for  the  intro- 
duction of  the  chlorine.     The  charge  of  ore  amounted  to  165  lbs. 

The  chlorine  generator  was  of  stoneware  and  was  provided  with 
a  leaden  cover  luted  on  by  means  of  dough.  It  was  heated  on  a 
sand  bath.  There  were  two  openings  in  the  cover ;  one  for  the 
introduction  of  the  necessary  chemicals,  the  other  provided  with  a 
leaden  tube,  through  which  the  chlorine  was  led  to  the  wash-bottle. 
The  generator  was  charged  with  16^  lbs.  of  hydrochloric  acid,  7f  lbs. 
of  dilute  sulphuric  acid  (25°  B.)  and  7f  lbs.  of  black  oxide  of 
manganese.  The  chlorine  gas  was  first  washed  in  the  wash-bottle 
to  remove  hydrochloric  acid,  and  then  led  through  the  bottom  of  the 
chlorination  vessel  under  the  slightly  moistened  ore  ;  after  6  or  7 
hours  the  chlorine  gas  was  shut  off.  The  vessel  was  then  allowed  to 
stand  another  12  to  15  hours,  so  as  to  admit  of  the  complete  absorption 
of  the  chlorine,  and  the  chloride 
of  gold  was  then  dissolved 
out  with  water  at  20°  C,  until 
the  ore  was  exhausted.  An 
objection  to  the  process  arose 
from  the  fact  that  these  resi- 
dues absorbed  large  quantities 
of  water,  so  that  the  complete 
washing  out  of  the  dissolved 
gold  was  a  matter  of  crreat 
difficulty. 

In  Freiberg  imported  gold 
ores  are  at  present  treated  by 
the  Plattner  process  in  stone- 
ware vessels. 

Wooden  vats,  such  as  are 
used  for  operations  on  a  large 
scale,  are  either  fixed  or  sus- 
pended on  trunnions.  They 
receive  inside  and  out  3  coats 
of  tar,  asphalt  varnish  or  paraffin,  which  renders  them  both  proof 
against  chlorine  and  impervious  to  liquids. 

Fixed  vats  are  cylindrical,  5  to  9  feet  in  diameter  and  2  feet  6 
inches  to  3  feet  deep,  inside  measurements.     According  to  their  size 


Fig.  550. 
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they  will  take  2  to  5  tons  of  ore.  Some  distance  (about  1|  inch) 
above  the  true  bottom  is  a  false  bottom  of  perforated  planks,  upon 
which  there  is  a  layer  of  pieces  of  quartz  6  to  8  inches  deep  ;  at  the 
bottom  these  pieces  are  of  the  size  of  hens'  eggs  and  gradually 
decrease  in  size  towards  the  top  of  the  layer  ;  upon  it  there  is  a  layer 
of  sand  2  inches  deep  ;  upon  this  a  filter  of  sailcloth  is  laid,  which  is 
sometimes  replaced  by  a  layer  of  wooden  boards.  The  construction 
of  such  a  vat  is  shown  in  Fig.  550.  Chlorine  is  led  in  through  the 
horizontal  pipe  ;  the  solution  is  run  off  through  the  bent  up  hose-pipe. 
The  dimensions  of  some  of  these  vats  and  their  capacities  are 
shown  in  the  following'  table  :  ^  — 


Name  of  Works. 

Diameter.               Depth. 

Capacity. 

Tread  well  Mine,  Alaska        .... 
Amador  Mine,  California      .... 
Plymoutli  ^Mine,  California  .... 
Sierra  Buttes  Mine,  California  . 
Caillots  Mine,  California       .... 
Providence  Mine,  California     . 
Maltmans  Mine,  California  .... 

Feet.  in.              Feet.  in. 
9    -                 3    - 

8  6                 3     6 

9  -                 3     - 

5  -                 3     2 
8     -                 3     6 

6  -                 2    6 
,•)     -                  4     - 

Tons. 
5 

4 
2 

3 
2 

The  arrangement  of  a  vat  suspended  on  trunnions  is  shown  in  Fig. 
551 ;  a  are  the  trunnions,  and  &  is  a  perforated  stoneware  slab,  below 
which  there  are  fragments  of  quartz.  Chlorine  gas  is  passed  in 
through  a  lead  tube  beneath  the  false  bottom,  provided  with  a  tap. 
Such  vats  are  in  use  at  Grass  Valley,  California.  They  are  3  feet  3 
inches  high,  5  feet  in  diameter  at  the  centre  and  hold  3  tons  of  ore. 

The  ore  to  be  charged  must  be  moistened  to  the  right  degree  ;  ore 
that  is  too  dry  is  not  sufficiently  attacked  by  chlorine,  whilst  ore 
that  is  too  moist  prevents  the  chlorine  gas  from  rising.  As  soon  as 
the  vat  has  been  filled  a  foot  high,  chlorine  is  passed  into  the  space 
between  the  double  bottoms,  whilst  the  charging  continues  until  the 
vat  is  filled  with  ore  up  to  2  inches  to  4  inches  from  the  top.  It  is 
then  closed  with  a  cover  in  which  there  are  holes  to  allow  the  air  to 
escape  and  the  gases  to  be  observed.  The  cover  is  luted  down  by 
means  of  a  clay  puddle,  which  is  kept  moist  by  being  covered  with 
wet  rags.  Chlorine  is  allowed  to  enter  the  vat  for  5  to  12  hours, 
according  to  the  fineness  of  the  gold ;  the  admission  pipe  is  then 
closed  and  the  vat  is  allowed  to  stand  for  24  to  40  hours  with  the 
cover  on. 

The  finer  the  gold,  the  more  rapidly  does  it  chlorinate. 

^  Egleston,  op.  cit.,  p.  628. 
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The  chlorine  is  generally  produced  from  black  oxide  of  manganese, 
salt  and  sulphuric  acid.  The  chlorine  generator  is  a  vessel  of  heavy 
sheet  lead  or  of  iron,  lead-lined,  with  a  water-sealed  cover.  Its 
construction  is  shown  in  Fig.  552.  Its  dimensions  (for  chlorinating 
a  3  ton  charge)  are  20  to  24  inches  in  diameter  and  12  inches  in 
depth.  The  solid  chemicals  are  charged  in  by  lifting  off  the  cover ; 
the  fluids  are  added  through  the  doubly  bent  tube  a.  The  ap- 
paratus stands  on  a  sandbath,  by  which  it  is  raised  to  the  tempera- 
ture of  50°  C,  which  is  the  best  for  chlorine  generation,  and  is 
fitted  with  a  wooden  stirrer  which  is  turned  by  hand  from  time  to 
time.  The  wooden  shaft  of  the  stirrer  passes  through  a  hydraulic 
seal,  and  is  lifted  during  the  time  it  is  not  in  use.     The  sandbath 


Fig.  551. 


rests  on  a  brick  arch,  which  stands  above  a  firegrate.  Water-  and 
steam-baths  are  prefei'able  to  the  sand-bath,  because  they  produce  a 
uniform  temperature  and  thus  prevent  the  formation  of  hard  crusts 
in  the  generator ;  this  makes  it  possible  to  dispense  with  the  stirrer. 
Through  the  tube  h  the  chlorine  gas  is  led  into  the  wash  bottle  by 
means  of  an  india-rubber  pipe. 

More  recently  the  hydraulic  seal  to  the  cover  has  been  done  away 
with  at  some  works,  and  the  cover  is  then  luted  tight  to  the  generator 
by  means  of  dough. 

For  the  chlorination  of  3  tons  of  ore,  the  charge  consists  of  20  lbs. 
to  24  lbs.  of  salt,  15  lbs.  to  20  lbs.  of  binoxide  of  manganese,  30  lbs. 
to  45  lbs.  of  sulphuric  acid  of  QQi°  B.,  and  18  lbs,  to  25  lbs.  of  water 

When  the  charge  has  remained  48  hours,  on  the  average,  in  the 
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vats,  the  chloride  of  gold  is  leached  out  with  water.  For  this 
purpose  the  cover  is  removed,  the  ore  is  covered  with  sacking  and 
water  is  run  on  to  the  latter,  by  which  means  the  water  is  uniformly 
distributed  throughout  the  ore.  In  many  works  the  sacking  is  put 
over  the  ore  before  the  cover  is  put  on,  and  water  is  run  in  through 
holes  in  the  closed  cover.  As  soon  as  the  water  stands  3  inches  above 
the  surface  of  the  ore,  and  no  longer  settles  into  it,  it  is  allowed  to 
flow  off.  The  solution  of  chloride  of  gold  is  allowed  to  escape 
through  an  opening  in  the  true  vat  bottom,  and  water  is  run  in  at  the 
top  as  fast  as  the  gold  chloride  solution  flows  out,  so  that  the  water 
level  in  the  vat  remains  constant.  The  Avater  is  not  cut  off  until  the 
escaping  solution  no  longer  shows  any  gold  reaction. 

The  solution  of  chloride  of  gold  is  run  out  through  an  indiarubber 
pipe,  the  bent  up  hose  (shown  in  Fig.  550)  being  let  down  when  the 
solution  is  to  be  run  off.  It  runs  through  a  wooden  launder  into 
wooden  settling  vats,  or  into  filtering  bags,  and  finally  to  the  precipi- 
tating vats.  The  mechanical  impurities  of  the  solution  are  retained 
on  the  filters  or  in  the  settling  vats  ;  any  lead  present  is  also  retained 
the  soluble  chloride  of  lead  being  converted  into  insoluble  sulphate 
by  the  sulphates  present. 

The  composition  ^  of  a  clear  solution  of  gold  chloride  from 
chlorinating  a  3-ton  charge  of  ore,  yielding  $163  to  the  ton,  is  given 
by  Deetken  as  follows,  the  sample  being  taken  1  minute  after  the 
discharge  cock  was  opened  : — 

Aluminium  sulphate 698  grains 

Magnesium  sulphate 132'55  „ 

Lead  sulphate 416  „ 

Sodium  sulphate 426"62  „ 

Gold  chloride 10-44  „ 

Ferric  chloride 0'32  „ 

Cupric  chloride 8*95  „ 

Sodium  chloride 536"00  „ 

Silica 0-24  „ 

Free  chlorine  by  difference     ....  101*02  „ 

1227-28      „ 

The  leached  and  washed  ore  is  shovelled  into  special  vats  for 
leaching  out  the  silver  when  it  contains  any ;  otherwise  it  is  removed 
as  barren  tailings. 

The  leaching  of  the  chloride  of  silver  from  the  residues  of  gold 

^  Egleston,  oj).  cit.  p.  642. 
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chlorination  is  performed  by  means  of  sodic  or  calcic  hyposulphite  as 
described  under  silver.  The  silver  is  precipitated  from  the  solution 
as  sulphide  by  sodic  or  calcic  sulphide. 

For  example,  at  the  Sierra  Buttes  Mine,  California,  the  ore  after  it 
is  freed  from  chloride  of  gold,  is  leached  for  48  hours  in  vats  5  feet 
high  and  8  feet  6  inches  in  diameter,  with  a  3  per  cent,  solution  of 
sodic  hyposulj^hite,  the  solution  being  afterwards  precipitated  with 
sodic  sulphide.  The  precipitate  of  silver  sulphide  thus  formed  is 
roasted  and  sold.  The  solution  vats  at  the  Providence  Works, 
California,  are  6  feet  6  inches  high  by  3  feet  6  inches  in  diameter, 
and  at  Meredith's  Works  are  6  feet  in  diameter  and  3  feet  3  inches 
high. 

(6)  Chlorination  without  Agitation  of  the  Ore,  when  Chlorine  is 
Generated  inside  the  Chlorination  Vat 

This  method,  devised  by  the  Swedish  engineer  Munktell,  and 
known  as  the  Munktell  process,  consists  in  charging  the  ores,  which 
if  necessary  are  first  submitted  to  a  chloridising  roast,  into  vats,  and 
allowing  dilute  solutions  of  calcic  hypochlorite  and  of  an  acid,  which 
are  allowed  to  mix  immediately  above  the  layer  of  ore,  to  percolate 
slowly  through  the  latter.  By  the  union  of  these  reagents  chlorine  is 
evolved,  which  converts  the  gold  into  chloride,  the  salt  being  dis- 
solved by  the  liquid.  The  latter  escapes  from  the  vats  free  from 
chlorine  and  the  gold  is  precipitated  out  of  it,  as  will  be  presently 
explained.  The  solution  of  calcic  hypochlorite  must  not  contain  over 
1  per  cent.,  and  the  acid  which  acts  on  it  must  be  so  dilute  that  the 
volumes  of  the  two  solutions  shall  be  equal. 

In  a  well  arranged  plant  two  small  vats  are  disposed  over  the 
leaching  vat,  to  be  filled  respectively  with  calcium  hypochlorite 
solution  and  acid.  These  vats  deliver  into  two  launders  that  meet 
above  the  main  vat.  After  these  small  vats  have  been  filled  and  the 
supply  pipes  are  closed,  equal  quantities  of  the  two  solutions  can  be 
allowed  to  run  out  together. 

This  process,  which  was  recently  used  at  Kolm  Saigurn  in  the 
Salzburg  Alps,  and  is  still  in  operation  at  Brad,  in  Siebenbiirgen,  is 
inferior  to  the  process  on  similar  principles  conducted  in  revolving 
barrels  (Miers  and  Thies  processes). 

Chlorination  with  Agitation  of  the  Ore 

This  method  has  hitherto  only  been  carried  out  in  rotating 
barrels.  (Sutton  proposed  fixed  vessels  provided  with  two  stirrers, 
which  were  tried  experimentally  at  Mount  Morgan,  Queensland ;  no 
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statements  as  to  their  efficiency  have  as  yet  been  forthcoming.) 
High  pressures  have  been  employed  in  this  method,  but  have  been 
again  abandoned. 

Mears  produced  such  pressure,  both  by  the  employment  of  con- 
siderable quantities  of  chloride  of  lime  and  sulphuric  acid  in  the 
chlorinating  vessel,  and  by  forcing  in  chlorine  which  was  generated 
in  separate  apparatus  outside  the  chlorinating  vessels.  Newbery  and 
Vautin  employed  liquid  chlorine  generated  inside  the  chlorinating 
vessel.  Both  methods  have  been  abandoned,  since  it  has  been  shown 
that  chlorination  proceeds  equally  well  at  low  pressures.  Pollock's 
method,  too,  of  employing  hydrostatic  pressure,  never  appears  to 
have  come  into  regular  use.  The  universal  prg-ctice  now  is  to  generate 
the  chlorine  in  the  chlorinating  vessel,  as  in  the  methods  of  Thies 
and  Davis,  from  chloride  of  lime  and  sulphuric  acid  ;  the  chemicals 
are  charged  by  small  quantities  at  a  time,  so  that  no  high  pressures, 
capable  of  rapidly  damaging  the  lead  lining,  can  be  produced. 

Mears's  process  was  used,  for  example,  at  Deloro,  in  Canada ;  the 
ores,  calcined  arsenical  pyrites,  carried  $79  to  $90  gold  per  ton. 
The  rotating  barrels  contained  1  to  3  tons  of  ore.  The  chlorine  was 
first  generated  in  these  barrels  from  chloride  of  lime  and  sulphuric 
acid,  which  substances  were  charged  in  large  excess,  but  it  was  after- 
wards found  preferable  to  generate  the  chlorine  outside  the  barrels 
from  salt,  oxide  of  manganese  and  sulphuric  acid,  and  to  force  it  in 
through  a  hollow  axis  of  the  barrel.  The  pressure  in  either  case  was 
30  to  40  lbs.  to  the  square  inch,  and  the  time  occupied  in  chlorination 
was  2  to  2-h  hours.  The  chief  disadvantage  of  the  process  lay  in 
the  lead  lining  becoming  leaky,  and  in  the  difficulty  of  repairing  the 
same. 

The  Newbery-Vautiu  process  was  used  for  a  time  at  Mount 
Morgan,  Queensland.  It  consists  in  the  use  of  liquid  chlorine  for 
chlorinating,  and  in  leaching  the  chloride  of  gold  out  of  the  ores 
under  a  partial  vacuum.  Chlorine  was  supposed  to  act  very  rapidly 
and  energetically  in  the  liquid  state,  whilst  the  vacuum  pump  made 
rapid  leaching  and  filtration  possible.  The  latter  point  was  con- 
sidered especially  important  in  the  case  of  tenacious  and  slimy  ores 
on  which  the  ordinary  Plattner  process  could  not  be  employed,  on 
account  of  the  difficulty  of  washing  and  filtering.  The  chlorinating 
vessel  was  a  horizontal  rotating  barrel,  made  of  iron  and  lined  with 
lead.  The  chlorine  was  generated  in  the  cylinder  from  chloride  of 
lime  and  sulphuric  acid.  Compressed  air  at  a  pressure  of  4  atmo- 
spheres was  forced  in,  which  liquefied  the  chlorine  in  the  barrel 
previously  charged  with  ore ;  the  barrel  was  then  caused  to  rotate, 
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and  the  chlorination  of  the  pai'ticles  of  gold  was  completed  in  from 
1  to  4  hours,  according  to  their  size.  The  air  was  then  allowed  to 
escape  together  with  the  chlorine,  which  again  assumed  the  gaseous 
form  under  the  diminished  pressure,  and  passed  through  a  vat  con- 
taining lime-water,  in  which  the  chlorine  was  retained.  The  contents 
of  the  chlorinating  barrel  were  then  emptied  into  a  leaching  vessel 
provided  with  a  filter  and  suspended  on  trunnions,  which  was  placed 
below  the  barrel.  A  vacuum  pump  was  applied  below  the  filter, 
so  that  filtration  and  washing  could  be  performed  rapidly.  The 
solution  was  passed  through  a  filter  of  charcoal  on  which  the  gold  was 
precipitated. 

This  process  has  been  abandoned  and  replaced  by  chlorination 
in  wooden  lead-lined  barrels,  in  which  the  chlorine  is  generated  from 
chloride  of  lime  and  sulphuric  acid. 

Chlorination  in  horizontal  rotating  barrels  at  low  pressure  is 
nowadays  employed  by  preference,  as  it  works  nearly  as  well  as 
under  high  pressure,  and  possesses  the  advantage  that  the  leaden 
lining  of  the  barrels  is  but  little  attacked.  The  chlorine  is  best 
generated  inside  the  chlorinating  vessel,  as  it  acts  more  energetically 
in  the  nascent  state  than  when  it  is  led  in  from  the  outside. 

This  method,  known  in  the  United  States  as  the  Thies  process,  is, 
e.g.,  used  at  the  Bunker  Hill  Mine  near  Amador  City,  California,  at  the 
Phoenix  and  Haile  Mines  in  North  Carolina,  in  the  Black  Hills,  Dakota, 
and  the  Mount  Morgan  Mine,  Queensland.  The  barrels  are  made  of 
cast  iron,  wrought  iron,  or  more  rarely  of  wood  as  at  Mount  Morgan. 
Cast  iron  is  generally  employed.  The  sheet  lead,  with  which  the  barrels 
are  lined,  is  0'25  inch  in  thickness,  and  is  bolted  to  the  sides  of  the 
barrels.  In  America  the  outside  diameter  is  4  feet,  the  inside  3  ft. 
4  in. ;  the  length  over  all  is  6  feet,  and  in  the  clear  4  ft.  6  in.  Ribs 
were  at  one  time  used  inside  the  barrel  to  raise  the  ores  and  allow 
them  to  fall  again  as  the  barrel  revolved,  but  have  been  removed 
because  chlorination  was  not  improved  by  them.  The  heads  of  the 
barrels  are  always  of  cast  iron,  provided  with  trunnions  cast  in  one 
piece  with  them.     Each  barrel  holds  1  ton  of  ore. 

The  necessary  quantity  of  water  (135  to  140  gallons  of  water  to 
the  ton  of  ore)  is  first  poured  in,  and  then  the  ore  charged.  The 
chemicals  for  generating  the  chlorine  are  charged  in  two  portions, 
the  first  as  soon  as  the  ore  is  in,  the  second  when  the  process  is  half 
finished ;  the  time  occupied  is  4  to  8  hours,  according  to  the  nature 
of  the  ores.  More  chemicals  must  be  used  when  copper  is  present. 
Sulphuric  acid  must  be  added  in  excess,  so  as  to  be  sure  that  the 
chloride  of  lime  is  completely  converted  into  sulphate.     For  1  ton  of 
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ore,  if  it  contains  no  copper,  the  usual  charge  is  25  to  80  lbs.  of 
chloride  of  lime  and  30  lbs.  of  sulphuric  acid  at  66"  B.  At  the  Haile 
Mine,  in  South  Carolina,  the  charge  was  only  17  lbs.  of  chloride  of 
lime,  and  20  lbs.  of  acid  at  66°  B.  At  the  Phoenix  Mine,  where  the 
ore  is  cupriferous,  it  was  40  lbs.  of  chloride  of  lime  and  50  lbs.  of 
sulphuric  acid  at  66°  B.  The  water,  ore  and  chemicals  are  charged 
through  a  manhole,  the  door  of  which  is  closed  air  tight  by  means  of 
an  indiarubber  rin^  bearing  against  its  flange.  After  this  door  is 
closed,  the  barrel  is  rotated  at  the  rate  of  12  revolutions  per  minute. 
As  soon  as  free  chlorine  can  be  detected  by  the  smell,  the  barrel  is 
allowed  to  revolve  for  1  hour  longer,  and  the  charge  is  then  emptied 
on  to  a  filter.  A  hole  is  provided  in  the  barrel  closed  with  a  leaden 
valve,  so  as  to  enable  the  gases  produced  to  be  examined.  Two 
charges  are  worked  off  in  a  day. 

The  charge  falls  out  through  the  manhole,  which  is  turned  down- 
wards, on  to  a  filter  placed  beneath  it.  The  latter  consists  in  California 
of  8  divisions  side  by  side,  18  inches  high,  rectangular  in  cross  section  ; 
these  divisions  are  of  wood  lined  with  sheet  lead.  The  filter  consists 
of  a  bottom  layer  of  coarse  quartz  jjebbles,  a  middle  one  of  coarse 
sand,  and  an  upper  one  of  fine  sand.  From  the  filter  the  chloride  of 
gold  runs  into  a  settling  tank  ;  the  residue  is  then  washed  with  water 
until  the  escaping  filtrate  carries  no  gold.  The  solution  is  allowed  to 
stand  16  hours  in  the  settling  vats,  which  are  8  feet  in  diameter  and 
4  feet  high,  and  is  then  run  into  the  precipitating  vessels.  The 
yield  by  the  Thies  process  is  92  per  cent. 

In  the  Black  Hills  the  barrels  are  -of  cast  iron,  lined  with  lead, 
and  hold  from  5  to  10  tons;  the  larger  ones  have  two  charging 
doors  ;  a  filtering  diaphragm  is  placed  inside  the  barrel,  which  may 
consist  of  a  grating  or  of  a  corrugated  or  perforated  leaden  plate, 
covered  with  a  sheet  of  asbestos  cloth  ;  the  gold  solution  is  thus 
filtered  off  and  the  ore  is  leached  inside  the  barrel.  The  filtered 
solution  is  run  into  settling  tanks. 

At  Mount  Morgan,  the  chlorinating  barrels  are  made  of  eucalyptus 
wood,  with  iron  heads,  lead  lined  ;  their  inside  diameter  is  8  feet  6 
inches.  The  ores  carry  4  to  5  ounces  of  gold  to  the  ton,  and  the 
charge  is  one  ton  ;  90  gallons  of  water,  40  to  48  lbs.  of  sulphuric  acid 
at  66°  B.,  and  85  lbs.  of  chloride  of  lime  are  added.  The  barrels 
make  6  revolutions  per  minute,  and  chlorination  is  complete  in  2 
hours.  From  the  barrels  the  charge  is  transferred  to  vats  with  filters 
of  the  above  kind,  capable  of  holding  2|  to  8  tons  of  ore.  The 
filtrate  containing  the  chloride  of  gold  is  run  into  the  precipitating 
vessels.     As  above  mentioned,  experiments  are  now  being  tried   at 
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Mount  Morgan  on  chlorinating  in  fixed  oval  iron  vessels  lined  with 
lead.  Each  contains  2  stirrers,  so  set  that  the  upper  one  pushes  the 
ore  towards  the  lower.  Chlorine  is  generated  outside  the  vessel,  and 
is  passed  in  continuously.  Nothing  is  yet  known  as  to  the  results 
attained. 


Precipitation  of  Gold  from  the  Solution  of  its  Chloride 

As  already  explained,  the  chloride  of  gold  is  dissolved  in  the 
chlorinating  vessels  themselves,  when  the  ore  is  at  rest  during 
chlorination,  and  on  filters  either  in  these  or  in  separate  vessels  when 
the  ore  is  kept  in  motion  during  chlorination. 

Sutton  has  proposed  to  separate  the  solution  from  the  residues 
centrifugally.  His  machines,  as  erected  experimentally  at  Mount 
Morgan,  are  furnished  with  a  lining  of  asbestos  cloth.  The  residues 
then  remain  in  the  central  compartment,  whilst  the  solution  of  gold 
chloride  is  thrown  out ;  water  or  steam  is  admitted  to  wash  the 
residues.     Nothing  is  yet  known  of  the  efficiency  of  this  method. 

The  solution  of  chloride  of  gold  and  the  washings  are  often  run 
into  settling  tanks  before  they  pass  to  the  precipitating  tanks. 

The  gold  is  generally  precipitated  by  ferrous  sulphate  or  by 
charcoal.  Recently  also  sulphuretted  hydrogen  has  been  used  with 
good  results,  the  remaining  free  chlorine  being  first  converted  into 
hydrochloric  acid  by  means  of  sulpl  urous  acid.  Other  precipitants 
such  as  sulphide  of  copper  have  been  suggested,  but  have  never  come 
into  regular  use. 

E'errous  sulphate  is  usually  prepared  at  the  works  by  dissolving 
iron  in  sulphuric  acid. 

When  this  salt  is  used,  the  precipitating  vessels  are  wooden  vats, 
painted  like  the  chlor- 
inating vats.  They  are 
wider  at  the  bottom 
than  at  the  top,  their 
diameters  being  5  feet 
6  inches  to  6  feet  6 
inches  at  the  top,  and 
6  feet  6  inches  to  7  feet 
at  the  bottom,  and 
their  height  2  to  8  feet. 
The  bottom  is  made  of 
Portland  cement  or  of  a  mixture  of  asphalt  and  cement  heated  together. 

The  construction  of  such  a  vat  is  shown  in  Fig.  553.  After  the 
gold  has  been  precipitated  and  has  been  allowed  to  settle,  the  solution 
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is  run  off  through  the  indiarubber  hose  n,  the  upper  part  of  which  is 
so  fastened  to  a  wooden  float  M,  that  the  top  end  of  the  hose  always 
remains  in  the  fluid,  and  therefore  falls  as  the  level  of  the  solution 
descends.  In  order  to  prevent  any  precipitated  gold  from  escaping, 
the  float  M  is  made  of  such  a  size  that  the  open  end  of  the  hose  can 
never  get  down  to  the  bottom  of  the  vat.  After  the  vat  is  cleaned 
out,  any  gold  together  with  the  solution  still  remaining  in,  it  is  run  out 
through  the  tap  o. 

Whilst  the  ferrous  sulphate  solution  is  being  added,  the  solution  is 
stirred  with  wooden  poles.  The  vat  is  then  covered  up,  and  the  gold 
allowed  to  settle  for  at  least  12  hours  and  sometimes  48  to  72  hours. 
At  the  end  of  this  time,  the  supernatant  solution  is  run  off,  as  above 
described,  into  large  settling  vats,  in  which  it  deposits  a  certain 
amount  of  gold,  and  is  then  filtered  through  layers  of  sawdust  or 
sand  contained  in  wooden  vessels,  so  as  to  collect  the  last  particles  of 
gold  on  these  filters.  The  sawdust  is  burnt  and  the  gold  collected  in 
the  ashes ;  the  sand  is  chloridised  with  the  ores. 

The  precipitated  gold  is  washed  and  treated  with  salt  and 
sulphuric  acid  to  remove  the  salts  of  iron  still  retained  by  it.  In 
order  to  free  it  from  water,  it  is  wrapped  in  cloth  and  pressed,  or 
filtered  through  paper ;  finally  it  is  melted  with  salt,  borax  and  nitre 
in  graphite  crucibles.  The  fineness  of  the  gold  thus  obtained  averages 
800  to  960  per  thousand,  the  impurities  being  usually  iron  and  lead. 

The  precipitation  with  ferrous  sulphate  has  the  disadvantage  that 
the  precipitated  gold  only  settles  slowly  from  the  solution,  the  latter 
still  showing  a  purple  colour,  due  to  the  presence  of  gold,  for  days 
after  the  precipitation.  Solutions  of  gelatine  and  tannin,  which 
accelerate  the  deposition  of  other  precipitates,  are  inoperative  in  this 
case. 

Sutton  uses  petroleum  for  the  rapid  collection  of  the  precipitated 
gold  and  separates  the  latter  from  the  solution  centrifugally.  Pre- 
cipitation is  performed  in  an  iron  vessel  lined  with  lead,  and  provided 
with  two  stirrers.  The  solution  of  chloride  of  gold  is  stirred  for  only 
a  few  minutes  with  ferrous  sulphate  and  petroleum,  and  solution  and 
precipitate  are  then  transferred  together  to  small  centrifugal  separa- 
tors. The  residues  remain  in  the  central  compartment,  whilst  the 
solution  is  flung  out  of  it  ;  the  latter  passes  to  a  vessel  in  which  the 
petroleum  is  separated  from  the  iron  solution  and  used  over  again  to 
collect  a  fresh  quantity  of  gold.  Experiments  on  this  method  of 
precipitation  are  in  progress  at  Mount  Morgan,  but  nothing  is  known 
as  to  the  results. 

To   obviate  the   above-mentioned  disadvantage  of  slow  deposi- 
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tion,  charcoal  was  suggested  by  Davis  as  a  precipitant  for  gold,  and 
this  method  has  been  adopted  in  a  number  of  works.  The  solution 
is  allowed  to  run  at  the  rate  of  20  gallons  per  hour  through  a  layer 
of  charcoal  powder  28  inches  deep,  supported  by  a  quartz  filter.  To 
collect  the  last  portions  of  the  gold,  the  escaping  solution  is  run 
through  a  second  vat  similarly  arranged.  According  to  Davis, 
240  grains  of  charcoal  are  required  to  precipitate  19^  grains  of  gold. 
In  order  to  determine  what  proportions  of  gold  were  precipitated  at 
different  heights  in  the  charcoal  filter,  5,400  gallons  of  solution  were 
allowed  to  run  through  a  filter  20  inches  deep  ;  after  precipitation  of 
the  gold,  this  was  divided  into  4  horizontal  layers,  each  5  inches  deep, 
and  the  quantity  of  gold  in  each  was  determined.  The  results  were 
as  follows  : — 

Topmost  layer 23 '95  grains  gold 

Second  ......       2-99 

Third  , 1-22 

Bottom         ., 1'62  ,, 

At  Mount  Morgan  the  filtering  vessels  are  conical  in  shape ;  the 
layer  of  charcoal  is  2  feet  deep,  and  each  filter  holds  9  to  14  bushels 
of  charcoal. 

The  charcoal  containing  the  gold  is  dried  in  the  air  and  burnt  in 
a  muffle  furnace  ;  the  ashes  are  treated  with  hydrochloric  acid  to 
remove  soluble  salts,  washed,  dried  and  melted  in  crucibles.  At 
Mount  Morgan,  for  instance,  the  ashes  contain  75  per  cent,  of  gold. 

Both  the  methods  of  precipitation  with  ferrous  sulphate  and  with 
charcoal,  as  hitherto  practised,  take  much  time.  Sulphuretted 
hydrogen  has  recently  been  used  at  several  works  in  order  to  precipi- 
tate and  collect  the  gold  more  raj)idly. 

This  method,  for  example,  is  being  used  with  success  at  the 
Golden  Reward  Chlorination  Works,^  near  Dead  wood.  South  Dakota, 
U.S.A.  It  consists  in  first  neutralising  the  free  chlorine  contained 
in  the  gold  chloride  solution  by  passing  in  sulphur  dioxide,  in 
accordance  with  the  following  equation  :■ — 

CI2  +  SO, + '2H2O  =  H2SO4  +  2HC1. 

Sulphuretted  hydrogen  is  then  passed  into  the  solution  and  the  gold 
precipitated  as  auric  sulphide,  thus  : — 

2AuCl3+3H,S=Au,S3+6HCl. 

The  precipitation  is  rapid,  and  the  precipitate  is  separated  from  the 
solution  by  means  of  a  filter  press. 

1  Trans.  Amer.  I.  M.  E.,  1892,  p.  314.     Oesferr.  Zeitschr.,  1893,  p.  148. 
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The  sulphur  dioxide  is  produced  by  burning  sulphur,  and  is 
forced  into  the  gold  chloride  solution  by  means  of  compressed  air  ; 
the  sulphuretted  hydrogen  is  generated  by  the  action  of  dilute 
sulphuric  acid  on  sulphide  of  iron  or  coarse  matte,  and  is  forced  in  in 
the  same  way.  The  precipitate  of  sulphide  of  gold  contains  a  certain 
amount  of  sulphur,  together  with  sulphides  of  arsenic,  antimony, 
copper  and  silver.     It  is  roasted  in  a  muffle  furnace  and  melted  in 
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crucibles  with  nitre  and  borax.     The  gold  so  obtained  has  a  fineness 
of  900  to  950  parts  per  thousand. 

The  arrangement  of  the  precipitating  jjlant  is  shown  in  Fig.  554. 
The  precipitating  tank,  10  ft.  x  12  ft.  and  12  ft.  high,  made  of  wood, 
lined  with  sheet  lea.d,  is  shown  at  x.  A  is  an  opening,  provided  with 
a  cover,  through  which  the  solution  of  chloride  of  gold  (about  7,000 
gallons)  is  run  in,  whilst  at  B  is  an  outlet  pipe  for  air  and  gases. 
The    sulphur    dioxide    and    sulphuretted    hydrogen    are    admitted 
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through  the  lead  pipe  r,  the  lower  horizontal  portion  of  which  is 
perforated  by  numerous  holes,  and  which  is  coupled  at  E  to  the  iron 
pipe  V.  The  solution  is  run  through  the  pipe  vj  into  the  filter 
press  T;  ^  is  a  pipe  tliat  can  be  closed  with  a  wooden  plug,  through 
which  the  precipitated  sulphide  of  gold  can  be  run ,  out.  .^  is  a 
pressure  tank  made  of  boiler  plate,  4  ft.  in  diameter  and  4  ft.  6  in. 
high,  capable  of  standing  a  pressure  of  150  lbs.  to  the  square  inch  ; 
it  receives  the  precipitated  sulphide  of  gold  through  the  manhole  L 
by  means  of  the  indiarubber  hose  pipe  y.  Compressed  air  is  forced 
in  through  the  pipe  t,  and  the  precipitate  is  thus  forced  into  the 
filter  press  T  through  the  pipe  u. 

H  is  the  sulphur  dioxide  generator,  which  is  also  made  of  boiler 
plate  and  capable  of  standing  a  pressure  of  150  lbs.  per  square  inch. 
It  is  2  ft.  3  in.  high  and  4  ft.  in  diameter.  Sulphur  is  burnt  in  it  by 
means  of  compressed  air.  The  sulphur  is  contained  in  the  cast  iron 
pan  F,  whilst  compressed  air  is  admitted  by  the  pipe  n.  The 
sulphur  dioxide,  together  with  the  excess  of  air,  pass  through  the 
pipe  0,  when  the  valve  h  is  opened,  into  the  tubes  v  and  r,  and  thence 
into  the  solution  of  chloride  of  gold. 

The  sulphuretted  h^'-drogen  is  produced  in  the  generator  G,  of  the 
same  make  and  dimensions  as  the  former,  but  lead  lined  as  a  protec- 
tion against  the  action  of  the  sulphuric  acid.  Two  inches  above  the 
bottom  is  a  perforated  false  bottom  made  of  sheet  lead  ;  this  carries 
the  sulphide  of  iron,  which,  together  with  the  sulphuric  acid,  is 
charged  through  a  manhole.  The  valve  cl  being  open  and  h  closed, 
the  sulphuretted  hydrogen  passes  through  the  pipes  v  and  r  into  the 
precipitating  tank.  By  drawing  out  a  plug  at  the  side,  the  liquid  in 
the  generator  is  run  out  into  the  asphalted  wooden  discharge  trough 
p.  To  promote  the  evolution  of  sulphuretted  hydrogen,  compressed 
air  is  forced  into  the  generator  through  the  pipe  n,  the  valve  c  beino- 
opened  and  a  closed.  The  air  escapes,  charged  with  sulphuretted 
hydrogen,  into  the  solution  of  chloride  of  gold. 

The  neutralisation  of  the  free  chlorine  and  the  precipitation  of  the 
gold  take  place  rapidly.  After  the  precipitation,  the  precipitate  is 
allowed  to  settle  for  2  hours,  and  the  supernatant  solution  is  drawn  off 
through  the  pipe  lu  into  the  filter  press,  by  means  of  its  own  hydrostatic 
pressure,  the  precipitating  tank  being  placed  25  feet  above  the  press. 
In  3  to  4  hours  after  precipitation  the  tank  is  ready  to  receive  a  fresh 
charge  of  gold  chloride  solution.  The  precipitated  sulphide  of  gold 
collects  on  the  bottom  of  the  precipitation  tank ;  every  two  months  it 
is  run  into  the  pressure  tank  and  thence  forced  into  the  press. 

Freshly  precipitated  sulphide  of  copper  has  also  been  proposed  as 
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a  precipitant  for  the  gold  ;  this  substance  is  to  be  contained  in  a 
series  of  filters  placed  one  below  the  other,  through  which  the  gold 
solution  would  have  to  percolate.  Sulphide  of  copper  (Cu  S)  pi'eci- 
pitates  gold,  with  the  formation  of  sulphate  of  copper,  from  which 
latter  salt  sulphide  of  copper  is  to  be  regenerated  by  means  of  sul- 
phuretted hydrogen,  and  to  be  again  used  as  a  precipitant. 

The  general  arrangement  of  a  certain  number  of  works,  notable 
as  being  well  laid  out,  is  shown  in  Figs.  555  to  559. 


Fig.  555. 


Fig.  556. 

Fig.  555  is  the  ground  plan  of  a  works  designed  by  Aaron  to  treat 
argentiferous  gold  ores.  On  the  one  side  is  the  plant  for  the  dry,  on 
the  other  for  the  wet  processes.  The  calcining  furnace  is  shown  at  B, 
with  its  charging  hopper  yl  ;  i^and  G  are  arrangements  for  drying  the 
ore.  There  is  a  furnace  at  L  for  melting  the  gold,  and  the  stack  is  shown 
at  K.  R  are  the  chlorination  vats  ;  after  the  gold  has  been  leached 
out  in  these,  the  silver  is  leached  out  by  means  of  hyposulphites. 
The  gold  precipitating  vats  are  shown  at  V,  those  for  silver  aX  Q;  N 
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is  a    tank  for    holding    hyposulphite    solution,    and  Z  the  chlorine 
generator. 

Fiofs.  556  and  557  show  the  works  at  Providence  Mine  in  Nevada 
City,  California ;  here  the  plant  is  arranged  in  terraces.     The  calcin- 


ing  furnaces  with  oval  hearths  are  shown  at  «  ;  h  are  the  chlorine 
generators  standing  on  the  same  level ;  C  are  chlorinating  vats,  the 
covers  of  which  can  be  lifted  by  a  travelling  set  of  pulley  blocks ;  0  is 


826 


METALLURGY 


a  vat  for  hyposulphite  sohition  ;  J)  the  vats  in  which  the  chloride  of 
silver  is  dissolved  out  by  means  of  it ;  E  are  gold  precipitating  vats, 
and  F  vats  for  throwing  down  the  silver. 

Figs.  558  and  559  represent  a  plant  for  treating  gold  ores  that  do 
not  carry  silver.  ,4  is  a  Briickner  calciner ;  a  are  chlorinating  vessels 
carried  on  trunnions ;  h  is  the  chlorine  generator ;  d  are  the  precipi- 
tating vats  ;  e  is  a  vat  filled  Avith  sawdust,  through  Avhich  the  liquor 
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from  the  precipitating  vats  is  filtered.  The  exhausted  residues  are 
dumped  out  of  the  chlorinating  vessels  a  into  the  car  c. 

With  the  Plattner  process,  the  extraction  of  gold  is  between  90  and 
94  per  cent.,  according  to  the  nature  of  the  ores.  By  leaching  out 
the  chloride  of  silver  with  hyposulphites,  the  extraction  of  silver  is 
at  least  60  per  cent. 

Of  other  methods  for  chlorinating  gold  that  have  not  come  into 
use,  that  of  Patera  may  be  mentioned,  who  employs  a  cold  solution  of 
common  salt  saturated  with  chlorine,  as  also  that  of  Rossner,  who 
submits  the  ores  to  a  chloridising  roasting,  extracts  the  silver  by 
means  of  a  hot  solution  of  salt,  and  finally  the  gold  with  a  cold 
solution  of  salt  containing  chlorine.  Kiss's  proposal  has  already  been 
referred  to.  Attempts  have  also  been  made  to  extract  the  gold  from 
ores  by  means  of  aqua  regia,  but  had  to  be  given  up  on  account  of  the 
high  price  of  the  solvent. 
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Extraction  of  Gold  by  Means  of  Bromine 

This  method  was  proposed  by  Wagner,  Fohr,  and  others,  but  has 
not  received  any  extended  application  on  account  of  the  high  price  of 
this  solvent.  Wagner  ^  has  treated  calcined  iron  and  arsenical  pyrites 
with  bromine  water,  filtered  otf  the  solution,  and  passed  sulphur 
dioxide  into  the  filtrate.  By  this  means  the  ferric  bromide  contained 
in  the  solution  was  reduced  to  ferrous  bromide,  which  latter  substance 
precipitated  the  gold  on  boiling,  after  the  excess  of  sulphur  dioxide 
had  been  got  rid  of. 

The  bromine  method  has  been  used  at  Eapid  City,  Dakota,  where 
barrels  similar  to  those  used  in  chloriuation  are  employed.  After 
ore  and  water  are  charged  into  the  barrel,  bromine,  in  the  proportion 
of  2  to  -i  lbs.  to  the  ton  of  roasted  ore,  is  poured  in,  and  is  allowed  to 
act  for  half  an  hour  to  an  hour  and  a  half,  according  to  the  nature  of  the 
ores,  the  barrel  being  revolved  all  the  time.  The  bromide  of  gold  is 
then  dissolved  out  and  filtered  in  a  separate  leaching  vessel,  and  the 
gold  precipitated  by  means  of  sulphuretted  hydrogen. 

In  an  experimental  works  at  Denver,  Colorado,  managed  by 
E.  C.  Engelhardt,  bromine  is  used  in  a  hydrochloric  acid  solution, 
which  acts  much  more  energetically  than  does  an  aqueous  one, 
revolving  barrels  being  employed. 

According  to  a  method  recently  suggested  by  C.  Lossen,  which  is 
to  be  applied  at  a  works  in  Oregon,  the  ore,  raw  or  calcined,  is  mixed 
in  a  revolving  barrel  with  an  alkaline  solution  of  bromine,  which  is 
allowed  to  act  until  all  the  gold  is  dissolved.  When  the  mixture  is 
no  longer  alkaline,  a  fresh  quantity  of  bromine  solution  is  added,  and  it 
is  then  filtered.  The  gold  thus  passes  into  solution  as  an  aurate,  whilst 
the  iron  and  other  metals  remain  behind  as  hydrates,  and  the  bromine 
is  dissolved  as  bromide  of  potassium.  The  filtrate  is  passed  through 
vessels  containing  a  mixture  of  pieces  of  iron  and  charcoal  or  coke,  by 
which  the  gold  is  completely  precipitated  ;  the  resulting  liquor,  con- 
taining chiefly  bromide  of  potassium,  is  run  through  long  troughs, 
where  it  is  decomposed  by  an  electric  current.  This  jDroduces  an 
alkaline  solution  of  hypobromite,  which  cannot  of  course  contain  free 
bromine,  but  which  has  the  property  of  dissolving  fine  gold,  and  can 
accordingly  be  used  as  a  solvent  for  leaching  fresh  quantities  of  ore. 

Treatment  of  Telluride  Gold  Ores 

These   ores  are  now  being  treated  at  Sclieraaitz  with  hot  con- 
centrated   sulphuric    acid,    and    the    mixture    dropped    into    water 
^  Diwjhr^s  Journal,  218,  253. 


828  METALLURGY 

containing  hydrochloric  acid.  The  tellurium  is  thus  obtained  in 
solution  and  is  precipitated  by  means  of  zinc.  The  gold  remains  in 
the  residues,  which  are  smelted  with  lead  ores. 

The  MacArth UK-Forrest  Process^ 

This  process,  the  so-called  cyanide  process,  depends  upon  the 
solution  of  the  gold  as  auro-potassic  cyanide  (KAuCyo)  by  means  of  a 
dilute  solution  of  potassic  cyanide,  and  the  precipitation  of  the  gold 
by  means  of  zinc.  It  was  proposed  in  1890  by  MacArthur  and 
Forrest,  and  introduced  into  a  number  of  works  in  the  Transvaal, 
South  Africa,  and  has  also  been  employed  in  New  Zealand,  Queens- 
land, and  other  Australian  colonies,  Mexico,  the  United  States, 
India,  &c. 

Although  the  process  is  apparently  simple,  the  readiness  with 
which  cyanide  of  potassium  is  decomposed  and  the  difficulties  in  the 
way  of  regenerating  it  from  the  zinc-bearing  solutions  after  the  gold 
has  been  precipitated,  are  obstacles  that  have  prevented  its  employ- 
ment in  a  number  of  cases. 

As  far  as  experience  has  gone  hitherto,  it  is  best  adapted  for  free 
milling  ores,  that  is  to  say  such  ores  as  readily  give  up  their  gold 
contents  to  mercury.  But  if  these  ores  carry  coarse  gold,  or  are  rich, 
the  process  cannot  be  employed  to  advantage,  because  coarse  gold  is 
but  slowly  attacked  by  the  cyanide  solution,  whilst  rich  ores  would 
retain  too  much  gold  in  the  residues. 

Many  pyritic  ores  are,  however,  also  adapted  for  this  process, 
though  in  many  cases  the  cost  of  treatment  is  greater  than  by  the 
Plattner  process. 

Whether,  and  to  what  extent,  it  may  be  possible  to  overcome  the 
obstacles  that  have  prevented  the  adoption  of  this  process  at  many 
works,  cannot  be  stated  decisively  at  the  present  time. 

The  process  has  been  employed  most  successfully  in  the  Transvaal. 
The  ores  there  are  said  to  average  about  9  dwt.  of  ojold  to  the  short 
ton  of  2,000  lbs.  They  are  stamped  and  amalgamated  by  means  of 
inside  amalgamation  and  copper  tables ;  the  pyrites  in  the  pulp  is 
concentrated  generally  by  means  of  Frue  vanners,  and  chlorinated. 
The  resulting  tailings,  which  are  said  still  to  contain  on  the  average 

^  MacArthur,  Journal  Soc.  Chem.  Ind.,  March  .31,  1890.  Memorandum,  on  the. 
Treatment  of  Refractory  Ores  by  the  MacArthur-Forred  process,  Adelaide,  Fi-earson 
and  Bros.,  1891.  Jaiiin,  The  Mineral  InduMry,  1892.  Butters  and  Clennell,  i7Mr/.  and 
Min.  Joiirn.  1892,  pp.  341,  36.5,  392,  416.  Molloy,  New  Cyanide  process  Eng.  and 
Min.  Journ.  1892,  p.  155.  Dr.  A.  Scheidel,  The  Cyanide  2^^'ocess,  Sacramento, 
1894.  Butters  and  Smart,  Plant  for  the  Cyanide  process,  Traws.  hist.  C.  E.,  1895, 
Pt.  iii. 
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3^  dwts.  of  gold  to  the  ton,  form  the  material  chiefly  treated  by  the 
Mac  Arthur-Forrest  process,  which  extracts  the  gold,  leaving  only 
1  dwt.  4  grs.  to  the  ton  behind.  It  must  be  noted  that  not  the  whole 
of  the  tailings  can  be  treated,  but  only  the  coarser  portions,  which  is 
allowed  to  settle  in  large  reservoirs,  the  finer  portions,  known  as 
slimes  which  amount  to  rather  over  one-third  of  the  tailings,  offer- 
ing too  great  an  obstacle  to  the  passage  of  solution  through  them. 
In  some  cases  the  pyrites  are  not  separated  from  the  tailings,  but  are 
subjected  together  with  them  to  the  cyanide  process. 

The  process  may  be  divided  into  : — 1.  Solution  of  the  gold. 
2.  Precipitation  of  the  gold.     3.  Treatment  of  the  precipitated  gold. 

I.  Solution  of  the  Gold 

Bagration  ^  first  announced  the  solubility  of  gold  in  potassium 
cyanide  in  1843.  and  Faraday  also  proved  this  fact. 

Various  views  have  been  put  forward  as  to  the  chemical  changes 
that  take  place  when  the  gold  is  dissolved.  According  to  Eisner,^ 
gold  will  only  dissolve  in  cyanide  of  potassium  in  the  presence  of 
oxygen,  according  to  the  reaction  : 

Au, -H  4KCy -1- O -h  H.O  =  2K  AuCy^  +  2KH0. 

Rcessler  also  enumerated  gold  and  silver  in  1866^  amongst  the 
metals  which  require  the  oxygen  of  the  air  in  order  to  dissolve  in 
cyanide  of  potassium,  whereas  palladium,  zinc,  iron  and  copper  can 
abstract  oxygen  from  the  water  of  the  aqueous  solution  of  potassium 
cyanide,  and  evolve  hydrogen  on  dissolving. 

According  to  MacArthur  and  Janin,^  oxygen  is  not  necessary  for 
the  solution  of  gold,  which  takes  place  in  accordance  with  the  follow- 
ing equation : 

Au -t- 2KCy -f  H^O  =  KAuCy2  +  KHO  4- H. 

As,  however,  very  small  quantities  of  oxygen  are  required,  namely, 
15*96  parts  of  oxygen  for  396-6  parts  of  gold,  or  1  part  of  oxygen  for 
approximately  25  parts  of  gold,  it  may  be  assumed  that  in  the 
absence  of  air  sufficient  oxygen  would  be  contained  in  the  powdered 
ore  and  in  the  solution  to  assist  in  dissolving  the  gold  as  above. 
There  is,  therefore,  no  reason  at  all  for  denying  the  action  of 
oxygen. 

1  Journ.  f.  Prakt.  Chem. ,  xxxi.  367.  "  Ibid. ,  xxxvii. ,  333. 

'■*  Inaugural  Dissertation,  Gottingen,  1866.  ■»  The  Mineral  Industry,  1892. 
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This  question  has  practically  been  set  at  rest  by  the  very  search- 
ing investigation  of  Maclaurin,^  who  has  confirmed  the  correctness  of 
Eisner's  reaction  by  careful  quantitative  experiments. 

Moldenhauer  has  based  a  process  upon  the  part  played  by  oxygen 
in  the  solution  of  gold,  which  has  given  very  good  results  in  the 
experiments  hitherto  tried  with  it.  He  (for  the  Frankfort-on-the- 
Maine  Parting  Works)  uses  an  aqueous  solution  of  ferricyanide  of 
potassium  and  potassic  cyanide,  which  acts  as  follows  : — 

2K3re2Cy,  +  4KCy  +  Au,  =  2  AuKCy,  +  2K,FeCy6. 

At  the  experimental  station  of  the  above  company  at  Battigio,  on 
Monte  Rosa,  this  solution  was  found  to  extract  some  10  dwt.  11  ens. 
per  ton  of  gold  from  arsenical  pyrites  containing  13  dwt.  2  grs. 
per  ton. 

Messrs.  Sulmau  and  Teed  have  proceeded  upon  somewhat  similar 
lines  in  the  process  patented  by  them  ;  this  depends  upon  the  employ- 
ment of  a  haloid  compound  of  cyanogen,  together  with  cyanide  of 
potassium  as  a  solvent.  Preference  is  given  to  the  bromide  of 
cyanogen,  which  is  stated  to  be  easily  prepared  and  convenient  for 
practical  use.  With  chloride  of  cyanogen  the  reaction  is  stated 
to  be  : — 

CyCl+  3KCy  +  Au,  =  2KAuCy2-FKCl. 

The  process  does  not  yet  seem  to  have  come  into  practical  use,  but  is 
being  tried  on  a  woiking  scale  at  the  Day  Dawn  Mine,  Western 
Australia,  where  the  first  trial  on  a  300  ton  parcel  of  tailings  assaying 
4  dwt.  7  grs.  to  the  ton  showed  that  only  12  grs.  to  the  ton  escaped 
extraction.- 

According  to  theory  the  quantity  of  cyanide  of  potassium  required 
for  the  MacArthur-Forrest  process  should  be  180"04  parts  by  weight 
for  196'8  parts  of  gold,  so  that  2  parts  of  cyanide  should  suffice  for 
3  parts  of  gold.  Actually,  however,  with  ores  of  low  and  medium 
gold  contents,  some  40  parts  of  potassium  cyanide  are  consumed  to 
one  of  gold.  The  cause  of  this  enormous  consumption  lies  in  the 
readiness  with  which  potassic  cyanide  is  decomposed,  and  in  the 
decomposing  action  which  the  constituents  of  many  ores  exert 
upon  it. 

Thus  cyanide  of  potassium  is  decomposed  by  the  carbon  dioxide 
and  the  oxygen  of  the  air,  as  also  by  caustic  alkalies,  by  sulphuric 
acid,  and  by  sulphates  of  iron. 

1  Journ.  Chem.  Soc,  1893,  Ixiii.,  p.  724, 

"  Western  Australia,  Bejjort  of  the  Department  of  Mines  for  1895,  p.  36. 
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Carbon  dioxide  and  oxygen  act  respectively  as  follows  : — 

2KCy  +  CO,  +  H,0  =  2HCy  +  K^COg. 
KCN+b  =  KCNO. 

2KCNO  +  30  =  K2C03  +  CO,  +  N,. 

Free  alkalies,  which  are  generally  contained  in  commercial  potas- 
sium cyanide,  and  which  are  added  to  neutralise  acids  and  to  decom- 
pose the  iron  salts  contained  in  the  ores,  bring  about  a  decomposition, 
mainly  due  to  water,  whilst  the  alkalies  themselves  remain  unchanged. 
This  decomposition  takes  place  especially  when  gold  is  precipitated 
by  zinc,  and  is  as  follows  according  to  Butters  and  Clennell :  ^ — 

KCN-}-2H.,0  =  NH3  +  KHC02. 
H  ,0  -f  KCy  =  HCy  +  KHO. 

Pyritic  gold  ores  that  have  been  exposed  for  any  considerable  period 
to  atmospheric  action,  contain  sulphates  of  iron  and  free  sulphuric 
acid,  as  decomposition  products  of  the  iron  pyrites. 

Ferrous  sulphate  forms  with  potassic  cyanide,  first,  ferrocyanide  of 
potassium,  and  then  Prussian  blue  in  accordance  with  the  following 
equations  : — 

FeSO,  +  2KCy  =  FeCy,  +  K,SO,. 

FeCy.-l-4KCy  =  K,Feryg. 

SK.FeCye  +  6FeS0,  -f-  30  =  Fe.Og  +  GK.SO, + FcyCyig. 

Ferric  sulphate  produces  with  potassic  cyanide,  hydrocyanic  acid, 
sulphate  of  potash  and  ferric  hydrate,  thus  : — - 

Fe^CSO  Jg  -f  6KCy  =  FegCy^  +  3K,S0,. 
FegCyg-f  3H2O  =  Fe,(OH)g-f  6HCy. 

A  mixture  of  ferrous  and  ferric  sulphates  produces  with  potassic 
cyanide  either  Prussian  or  Turnbull's  blue,  according  as  the  former 
or  the  latter  salt  predominates,  thus : — 

18KCy  +  3FeS04-|-  2Fe2(SO,)3  =  9K,S0,+ Fe4(FeCy6)3. 
12KCy  +  SFeSO^-h  FegCSO  J3  =  6K./S0,+ Fe3(FeCye)2. 

Free  sulphuric  acid  converts  potassic  cyanide  into  the  sulphate  with 
the  evolution  of  hydrocyanic  acid. 

Silver  and  base   metals  (zinc   and  copper)   are  also  dissolved  by 
potassic    cyanide.     MacArthur    and    Forrest    maintain    that    dilute 
solutions  of  potassic  cyanide  (0"2  to  0'8  per  cent,  of  KCy)  only  dis- 
solve gold  and  silver,  whilst  attacking   but  slightly    any  base  metal 
1  Eng.  and  Min.  Journ.,  1892,  p.  392.. 
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that  may  also  be  present.  According  to  Butters  and  Clennell,^  how- 
ever, base  metals  are  attacked  to  such  an  extent  that  ores  containingf 
them  in  considerable  quantity  are  not  suited  to  this  process,  as  has 
indeed  been  shown  by  experiments  in  California  and  Australia. 
Sulphide  of  silver^  is  not  attacked,  but  metallic  silver  is  dissolved  by 
potassic  cyanide,  as  shown  in  the  following  equation  : — 

Ag2  +  4KCy  +  O  +  H.,0  =  2KAgCy2  +  2  KHO. 

Sulphide  of  copper  is  dissolved  as  a  sub-sulpho-cyanate.^ 

The  loss  of  cyanide  may  be  controlled  by  using  pure  cyanide  and 
pure  water,  by  suitably  preparing  the  ores  beforehand,  and  by  exclud- 
ing air  during  the  process  of  solution. 

The  ore  to  be  treated  is  crushed  by  rolls  or  stamps  to  ^^ass  a  sieve 
of  -10  to  60  meshes  to  the  linear  inch.  Tailings  from  the  stampTmills, 
such  as  are  treated  in  South  Africa  and  other  places,  are  in  a  suitable 
state  of  division  for  the  process.  Certain  surface  ores  in  the  Transvaal 
have  been  treated  successfully  when  crushed  quite  coarsely.  Wet 
ore  is  dried  before  being  leached. 

Cyanidation  is  performed  in  tanks  with  the  ore  at  rest ;  the  treat- 
ment with  agitation  of  the  ore  (in  barrels)  necessitates  the  consump- 
tion of  a  good  deal  of  power,  and  causes  more  rapid  decomposition  of 
the  cyanide.     Most  works  have  therefore  abandoned  this  method. 

Circular  vats  are  mostly  employed  at  present.  They  are  generally 
constructed  of  deal  staves^  4|-  inches  to  9  inches  wide  by  S  inches 
thick,  held  together  by  hoops  of  round  iron  1  inch  to  ]  |  inch  in 
diameter  with  screwed  ends  to  allow  of  their  being  drawn  up  tight. 
Some  vats  are  fitted  with  doors  secured  like  man-hole  doors  in  the 
bottom  or  the  sides,  for  discharging  the  exhausted  tailings.  The  bottom 
is  made  of  9  inch  by  3  inch  deal  planks  checked  into  the  staves.  The 
false  bottom  consists  of  a  filter  of  cocoanut  matting,  sometimes 
protected  by  a  top  filter  of  jute  cloth ;  it  rests  upon  a  frame  of 
wooden  slats  3  inches  deep  and  about  1  inch  wide ;  the  space 
between  the  true  bottom  and  the  filter  is  sometimes  filled  with  a 
layer  of  pebbles  and  coarse  sand.  The  solution  is  drawn  off  through 
an  iron  pipe  in  the  bottom  of  the  vat ;  all  pipes  and  cocks  are  of 
iron,  and  direct  acting  steam  pumps  and  centrifugal  pumps  have 
both  been  used.  Exceptionally  square  brick  vats  and  circular  pits 
in  solid  ground  lined  with  cement  have  been  employed,  but  wooden 
vats  are  preferred. 

1  W.  Bettel,  Enij.  and  Min.  Journ.,  1892,  p.  416. 
-  Rid.  3  pyi(i_ 

'  Butters  and  Smart,  Trans.  Inst.  C.  E. 
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The  capacity  of  the  first  tanks  erected  in  South  Africa,  which 
were  square  and  about  3  feet  G  inches  deep,  was  35  to  50  tons. 
Those  now  used  at  the  Robinson  Works,  20  feet  in  diameter  and  8  feet 
deep,  hold  75  tons,  those  at  Langlaagte  Estate,  40  feet  in  diameter 
and  14  feet  deep,  400  tons,  and  those  at  the  Xew  Primrose  Mine 
600  tons. 

For  the  reasons  above  given,  when  ores  contain  free  sulphuric 
acid  and  sulphate  of  iron,  these  substances  must  first  be  removed 
before  cyanidatiun.  For  this  purpose  they  are  first  treated  with 
water  in  the  leaching  tanks  to  remove  free  sulphuric  acid  and  neutral 
iron  salts.  To  neutralise  the  basic  salts  they  are  next  leached  with 
caustic  soda  solution  or  lime  water,  which  convert  the  ferric  sulphate 
into  hydrate,  thus  : — 

Fe.OgSOs  +  2NaH0  +  2H,0  =  Fe,(HO)e  +  Na^SO^. 
Fe^Og,  2SO3  +  4NaH0  +  H.O  =  Fe^(HO),  +  2Na,S0,. 

Lime  is  preferable  to  caustic  soda  because  it  does  not  decompose 
the  potassic  cyanide  so  readily,  and  has  less  action  on  the  zinc  in  the 
precipitating  tanks. 

Freshly  precipitated  ferrous  hydrate  is  able  to  convert  potassium 
cyanide  into  ferrocyanide  : — 

Fe(OH)2  +  6KCy  =  K,FeCy,.  +  2KH0. 

This  reaction  also  causes  losses  of  cyanide.  Brown  haematite  does 
not  affect  cyanide  of  potassium. 

Leaching  is  performed  first  with  strong,  then  with  weak  cyanide 
solution.  The  former  contains  0"6  to  0'8  per  cent,  potassic  cyanide ; 
it  is  allowed  to  act  for  12  hours,  is  then  run  off,  and  another  solution 
of  equal  strength  run  on.  This  is  allowed  to  remain  for  G  to 
12  hours,  according  to  the  richness  of  the  ore.  For  each  ton  of  ore, 
about  I  ton  of  cyanide  solution  of  the  above  strength  is  required. 
The  weak  solution,  which  is  run  on  after  the  strong  solution  has  been 
run  off,  contains  0'2  to  0*4  per  cent,  of  potassium  cyanide.  The 
solution  used  for  this  purpose  is  the  spent  liquor  after  the  gold  has 
been  precipitated  by  zinc,  and  which  can  be  used  as  long  as  it  does 
not  contain  too  much  zinc  salt  and  still  carries  sufficient  free  cyanide, 
being  always  made  up  to  the  strength  required.  It  is  allowed  to  act  for 
8  to  10  hours  on  the  ore ;  about  h  ton  of  this  solution  is  required  to 
the  ton  of  ore.  The  consumption  of  cyanide  is  less  on  ores  consist- 
ing only  of  quartz  and  brown  hsematite ;  thus  at  the  Robinson  Mines 
20  tons  of  solution  sufficed  to  extract  75  ozs.  of  gold  from  40  tons 
of  ore. 

3   H 
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The  leaching  is  followed  by  washing  with  water,  and  then  the 
residues  are  emptied  out  of  the  vats.  This  is  done  in  various  ways. 
They  may  be  simply  shovelled  out  of  small  vats ;  from  larger  ones 
they  are  sometimes  emptied  through  side  or  bottom  doors  into  trucks 
running  on  rails  below  the  vats.  Sometimes  the  vats  are  fitted  with 
large  doors,  which  can  be  drawn  up,  and  trucks  run  into  the  vats 
themselves  ;  or  the  tailings  may  be  hoisted  out  by  cranes.  Where 
water  power  is  abundant  and  the  grade  of  the  ground  suitable,  they 
may  be  sluiced  out  and  washed  away. 

With  suitable  ores,  the  process  has  been  so  arranged  that  the 
same  solution  circulates  successively  through  several  vats  filled  with 
ore.  A  solution  richer  in  gold  is  thus  obtained  than  in  the  other 
method  of  cyanidation,  and  as  less  solution  comes  in  contact  with  the 
zinc  during  the  precipitation,  less  cyanide  is  wasted  ;  at  the  same 
time  the  precipitated  gold  is  also  purer. 

The  solution  of  cyanide  used  for  leaching  is  prepared  in  most 
works  by  dissolving  commeicial  potassium  cyanide  (containing  72  to 
78  per  cent,  of  pure  potassic  cyanide)  in  the  least  possible  quantity 
of  water,  and  by  diluting  this  concentrated  solution  with  wash  water 
or  with  spent  liquor  to  the  required  degree.  At  some  works  {e.g., 
Robinson  Mine)  potassium  cyanide  in  lumps  is  added  during  the 
leaching  in  such  quantity  as  to  keep  the  solution  at  its  original 
strength. 

II.  Precipitation  of  the  Gold 

The  best  precipitant  so  far  tried,  has  been  found  to  be  zinc  in  the 
form  of  bright  turnings.  The  precipitation  of  the  gold  occurs  in 
accordance  with  the  following  equation  :  — 

2KAuCy.3  +  Zn  =  K.ZnCy^ + Au^. 

According  to  this,  65'1  parts  of  zinc  should  precipitate  393'6 
parts  of  gold,  or  1  part  of  zinc  to  6  parts  of  gold.  Actually  in  work- 
ing on  a  large  scale,  453  parts  of  zinc  will  only  precipitate  32  parts 
of  gold.  The  cause  of  this  enormous  zinc  consumption  lies  in  a 
number  of  subordinate  reactions  that  take  place  during  precipitation. 
According  to  Butters  and  Clennell,^  the  contact  of  the  zinc  with  the 
precipitated  gold  produces  an  electrical  current  which  decomposes 
water,  zinc  being  oxidised  by  the  oxygen  generated,  and  zinc  hydrate 
being  produced  according  to  the  following  reaction : — 

Zn  +  2H,0  =  H,  +  Zn(0H),. 

^  Enij.  uiitl  Min.  Joirrn.,  1S92,  p.  410. 
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The  hydrate  of  zinc  is  dissolved  by  potassic  cyanide  with  the 
formation  of  caustic  potash,  thus  : — 

Zn(OH),  +  4KCy  =  K,ZnCy,  +  2K0H. 

The  caustic  alkaUes  contained  in  the  solution  convert  a  part 
of  the  zinc  into  potassio-zincic  oxide  with  the  evolution  of  hydrogen  ; 
this  compound  precipitates  zinc  cyanide  as  a  white  precipitate 
from  the  potassio-zincic  cyanide.  With  caustic  soda  the  reactions 
are  as  follows : — 

Zn  +  2NaOH  =  Zn(ONa)2  +  H,. 
2H2O  +  Zn(ONa),  +  K.ZnCy,  =  2ZnCy.3  +  2NaOH  +  2K0H. 

These  renctions  limit  the  accumulation  of  zinc  in  the  solutions. 

Potassio-zincic  cyanide  is  incapable  of  dissolving  gold.  As  all 
attempts  to  regenerate  potassium  cyanide  from  this  compound  have 
hitherto  failed,  the  potassic  cyanide  contained  in  it  is  lost,  as  far  as 
gold  extraction  is  concerned. 

The  zinc  turnings  are  prepared  by  turning  a  number  of  discs  of 
zinc,  fastened  together  so  as  to  form  a  cylinder,  in  a  lathe  with  an 
ordinary  chisel ;  these  turnings  are  prepared  immediately  before 
being  used  to  prevent  any  oxidation  of  their  surface.  Granulated 
and  sheet  zinc  do  not  present  sufficient  surface,  whilst  zinc  dust  and 
zinc  amalgam  possess  the  necessary  surface,  but  choke  up  as  soon  as 
the  current  of  solution  through  them  is  interrupted.  Sulman  and 
Teed  have  suggested  the  use  of  zinc  fume. 

The  precipitation  boxes  or  zinc  boxes  are  made  of  wood  as  a 
general  rule,  though  steel  boxes  have  been  used  in  California.  The 
boxes  are  set  on  an  incline,  and  are  divided  by  transverse  partitions 
so  as  to  form  a  number  of  alternately  wide  and  narrow  compartments, 
through  which  the  solution  flows  alternately  upwards  and  downwards. 
In  each  of  the  wider  divisions,  in  which  the  solution  flows  upwards, 
is  set  a  deep  sieve  with  its  bottom  made  of  wire  sieving,  with  4  holes 
to  the  linear  inch.  These  sieves  rest  on  cleats  and  can  be  lifted 
out.  The  zinc  turnings  are  charged  into  them;  the  gold  solution 
flowing  upwards  deposits  the  gold  underneath  the  shavings,  whence 
it  can  fall  through  the  sieve  on  to  the  bottom  of  the  precipitating 
box.  Zinc  boxes  are  18  to  40  feet  in  length,  about  1  foot  6  inches 
to  3  feet  wide,  and  2  feet  to  2  feet  G  inches  deep.  Butters  and 
Smart  {loc.  cit.)  give  as  a  rule  that  for  each  ton  of  solution  to  be 
precipitated  per  hour,  21  cubic  feet  should  be  allowed  in  the  zinc 
box,  and  as  the  average  rate  of  flow  of  the  solution  26  feet  per  hour. 

3  H  2 
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A  cubic  foot  of  zinc  shavings^  Aveiglis  from  3  to  6  lbs.,  and  it  exposes 
about  40  square  feet  of  surface  to  the  pound  weight. 

At  the  Robinson  Works  the  zinc  boxes  are  20  fee;t  long  and  2 
feet  square  in  cross  section;  they  are  divided  into  10  compartments, 
1  foot  9  inches  long.  The  first  is  left  empty  as  a  settling  box  ;  the 
next  7  are  charged  each  with  1^  cubic  feet  of  shavings,  weighing 
altogether  4-0  lbs. ;  the  last  two  divisions  serve  to  catch  particles  of  gold 
that  might  otherwise  be  carried  oil  by  the  solution.  The  strong  and 
weak  solutions  are  passed  through  separate  zinc  boxes,  and,  after  the 
gold  has  been  precipitated,  are  run  into  separate  storage  tanks,  whence 
they  are  pumped  back  into  the  solution  vats. 

The  zinc  boxes  lie  at  a  lower  level  than  the  leaching  vats.  The 
o-old-bearinff  solution  is  allowed  to  run  slowlv  through  the  zinc 
shavings,  which  precipitate  the  gold  as  a  black  slime.  Besides  gold, 
silver  and  any  base  metals  in  the  solution  that  are  more  electro- 
negative tiian  zinc  are  precipitated  by  it.  The  proportion  of  cyanide 
in  the  escaping  liquor  is  far  less  than  in  the  entering  solution,  on 
account  of  the  reactions  above  described.  However  rich  in  gold  the 
entering  solution  may  be,  it  should  only  contain  a  few  grains  to  the 
ton  at  the  outflow. 

Gold  is  precipitated  most  rapidly  in  the  first  divisions  of  the  zinc 
boxes;  the  zinc  in  these  is  consumed  with  proportionate  rajsidity, 
and  is  then  replaced  by  shavings  from  the  following  divisions,  all 
being  moved  up  and  fresh  zinc  shavings  added  in  the  last  com- 
partments. 

The  precipitated  gold  is  cleaned  up  once  or  twice  a  month.  Any 
gold  adhering  to  the  shavings  is  rubbed  off  as  far  as  possible,  and  then 
the  sieves  with  the  undissolved  zinc  turnings  lifted  out.  The  gold 
that  remains  is  either  allowed  to  settle  in  the  zinc  boxes,  the  solution 
above  it  drawn  or  syphoned  off  and  the  slimes  scraped  out,  or  else 
gold  and  solution  are  drawn  off  together  through  plug-holes,  and  the 
gold  allowed  to  settle  outside  the  zinc  box.  The  residual  slim}"  mass 
is  rubbed  with  sticks  tipped  with  indiarubber  on  a  sieve  of  40  holes 
to  the  linear  inch ;  pieces  of  zinc  are  thus  left  on  the  sieve,  and  these 
are  returned  on  top  of  the  zinc  shavings  in  the  first  divisions  of 
the  zinc  box.  The  gold  and  a  part  of  the  zinc  in  a  state  of  fine 
division,  are  forced  through  the  sieve,  together  with  the  remaining 
solution. 

This  slime  is  drained  as  far  as  possible,  and  is  ready  for  further 
treatment ;  it  consists  of  finely  divided  gold  and  silver,  considerable 
quantities  of  zinc,  also  lead,  tin,  coj^per,  antimony,  arsenic,  mercury 
^  Scheidel,  o^>.  cit.  p.  53. 
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according  to  Scheidel,  organic  matters  and  other  impurities  from  the 
zinc  and  the  ores. 

The  composition  of  slimes  at  the  Merciir  mines,  Utah/  is  : — 

Zn  391 

CaCOg 36-7 

Au  -t"4 

Cy  3-5 

S  2-G 

Fe  2-4 

Residue 6*0 


94-7 


III.  Treatment  of  the  Precipitated  Gold 

The  gold  precipitate  is  dried,  and  may  be  simply  melted  with 
sa,nd,  borax  and  carbonate  of  potash.  A  crucible  filled  with  the  fused 
mass  contains  100  to  150  ounces  of  gold  alloy.  The  zinc  volatilises 
to  a  considerable  extent  on  melting,  and  carries  off  notable  quantities 
of  gold.  Dust  chambers  to  collect  the  flue  dust  are  used  at  some 
mines. 

The  slags  produced  in  smelting,  Avhich  are  rich  in  zinc,  also  carry 
gold  and  must  be  retreated  separately — best  by  smelting  with  lead 
ores.  The  bar  guld  thus  obtained  is  650  to  800  fine,  and  contains 
silver,  lead,  zinc,  and  often  small  quantities  of  copper.  In  South 
Africa,  where  the  slimes  average  about  33  per  cent,  of  gold,  they  are 
generally  heated  in  trays  with  nitre  before  fusion  with  the  above 
fluxes. 

"  Another  method  that  is  much  used  consists  in  calcitiiog  the  gold 
slime  in  a  small  flat-bedded  reverberatory  furnace,  by  which  means 
most  of  the  zinc  is  oxidised  before  fusion. 

Treatment  with  acid  is  not  unusual  in  South  Africa ;  it  is  pre- 
ferred by  Scheidel,-  who  ti-eats  the  gold  slime  at  the  Utica  Mine, 
California,  in  tubs  with  dilute  sulphuric  acid.  The  bullion  is  then 
allowed  to  settle,  the  liquid  syphoned  off,  and  the  bullion  slimes 
washed  till  all  soluble  salts  are  removed.  The  slimes  are  then  dried 
in  a  small  muffle  furnace,  and  fused  with  borax  and  carbonate  of  soda 
in  a  graphite  crucible.     The  resulting  bullion  is  946  fine. 

Bisulphate  of  soda  and  fluor  spar  have  also  been  used  as  fluxes  in 
melting. 

1  Eng.  and  Min.  Journ.,  1891,  p.  440.  -  Op.  cil.  p.  93. 
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Other  Methods  of  Precipitation 

The  employment  of  zinc  as  a  precij)itant  is  open  to  a  number  of 
objections ;  cyanide  of  potassium  cannot  be  regenerated  from  the 
potassio-zincic  cyanide,  so  that  it  becomes  necessary  to  discharge  this 
substance  from  time  to  time,  a  ver}^  objectionable  proceeding  on 
account  of  its  poisonous  properties ;  zinc  Avhen  used  as  a  precipitant 
causes  considerable  loss  of  potassic  cyanide ;  the  consumption  of  zinc 
is  veiy  heavy,  and  it  can  only  be  used  in  the  form  of  bright  turnings, 
which  have  to  be  prepared  at  the  works  themselves  directly  before 
use ;  the  zinc-bearing  gold  slimes  are  difficult  of  treatment,  and  this 
always  entails  considerable  loss  of  gold. 

It  is  therefore  natural  that  attempts  have  been  made  to  replace 
zinc  by  other  precipitants,  but  so  far  without  success.  The  usual 
precipitants  for  gold,  like  ferrous  sulphate,  oxalic  acid,  sulphuretted 
hydrogen  and  sulphide  of  sodium,  cannot  be  employed.  MoUoy  has 
proposed  an  amalgam  of  potassium  or  sodium,  and  the  Gold  and  Silver 
Parting  Works  of  Frankfort-on-the-Maine  recommend  aluminium. 
Potassium  or  sodium  amalgam  precipitates  gold  from  the  auro- 
potassic  cyanide  solution,  with  the  formation  of  gold  amalgam  and 
regeneration  of  potassic  or  sodic  cyanide,  the  latter  being  as  effective 
as  the  former  as  a  solvent  for  gold.  Hitherto  it  has  not  been 
possible  to  prepare  these  alloys  cheaply  enough. 

Molloy  prepares  the  sodium  by  the  electrolysis  of  sodic  carbonate.^ 
He  allows  the  gold  solution  to  flow  through  a  shallow  vessel,  the 
bottom  of  which  is  covered  by  a  layer  of  mercury.  In  this  vessel 
there  is  a  cylindrical  vessel  without  bottom,  so  placed  that  its  lower 
edge  dips  below  the  surface  of  the  mercury.  The  latter  vessel  is 
filled  with  sodic  carbonate  and  contains  a  leaden  rod,  which  forms  one 
of  the  poles  of  an  electric  circuit,  the  quicksilver  forming  the  other. 
When  the  circuit  is  closed  the  sodic  carbonate  is  decomposed,  the 
sodium  being  separated  at  the  mercury  pole  and  alloying  with  it. 
The  sodium  of  the  sodium  amalgam  thus  formed  precipitates  the  gold 
from  its  solution  and  replaces  it ;  the  gold  is  taken  up  by  the  mercury 
and  amalgamated  by  it. 

With  respect  to  the  use  of  aluminium.  Dr.  Roessler  finds  that  sheet 
aluminium  has  the  advantage  of  precipitating  gold  from  feebly 
alkaline  solutions  at  a  comparatively  rapid  rate,  regenerating  the 
cyanide  of  potassium  at  the  same  time,  as  shown  by  the  following 
equation : 

eCAuKCy.)  +  6KH0  +  Al,  =  6Au  + 1 2KCy  +  Al.O^  +  3H,0. 

1  Eitfj.  and  Min.  Jouni.,  1892,  pp.  155,  365. 
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Should  either  of  these  methods  prove  applicable  in  practice,  a 
great  step  will  have  been  made  in  the  cyanide  process. 

Electrolytic  precipitation  has  been  introduced  by  Messrs.  Siemens 
and  Halske,  was  first  used  at  the  Worcester  Gold  Mining  Company's 
Works  in  the  Transvaal,  and  is  now  being  used  successfully  at  several 
others.  The  solution  is  passed  through  a  tank  about  7  feet  wide  and  3 
feet  deep,  containing  a  series  of  anodes  of  plate  iron  and  of  cathodes 
of  thin  sheet  lead,  a  current  density  of  about  006  ampere  per  square 
foot  of  surface  being  used.  With  cathodes  1^  inches  apart,  a  current 
strength  of  4  volts  is  sufficient,  and  5  I.H.P.  will  work  a  plant  treating 
3,000  tons  per  month.  When  the  current  passes,  the  gold  is  precipi- 
tated on  the  lead  cathodes  ;  a  certain  amount  of  Prussian  blue  is  at 
the  same  time  formed  ^t  the  anodes,  which  is  retained  in  the  canvas 
bags  that  cover  the  latter.  The  lead  foil  cathodes,  with  a  film  of 
gold  adhering  to  them,  are  removed  when  they  have  to  be  cleaned  up, 
replaced  by  fresh  sheets,  and  smelted  into  bars,  the  base  lead  bullion 
thus  formed,  which  contains  2  to  12  per  cent,  of  gold,  being  cupelled  ; 
the  result  is  very  pure  gold  bullion  alloyed  only  with  a  certain 
amount  of  silver.  The  lead  consumption  is  about  750  lbs.  per  month, 
and  iron  1,080  lbs.  in  a  plant  treating  3,000  tons.  When  this  method 
is  adopted,  it  is  found  practicable  to  leach  the  ores  with  much  w^eaker 
solutions  than  are  otherwise  employed,  the  strong  solution  containing 
0*05  to  0-08  per  cent,  of  potassic  cyanide,  and  the  weak  O'Ol  per  cent. 
By  this  means  a  considerable  saving  in  the  cyanide  consumption  is 
effected,  and  the  process  seems  to  be  well  spoken  of  in  many  respects. 
Its  cost  is  said  to  be  about  equal  to  that  of  zinc  precipitation. 

Direct  Cyanidation 

A  method  has  recently  been  introduced  at  the  George  and  May 
Mines,  and  is  being  tried  in  West  Australia  and  in  Queensland,  for 
treating  ores  direct  with  cyanide.  It  is  only  applicable  to  porous 
ores  where  the  gold  is  free  but  very  fine. 

At  the  George  and  May  Mines  the  ore  is  crushed  in  a  Gates 
crusher  to  about  ^  inch  mesh.  This  is  then  charged  without  any 
screening  into  the  cyaniding  vats  and  treated  with  four  washes  of 
cyanide  solution  of  the  following  strengths  : 

1st  wash  006  per  cent,  of  potassium  cyanide. 
2n(1     „     0-28 
3rd     „     0-1(1        „ 
4tli     „     0-05 
The  ore  carries  about  5  dwts.  to  .") }  dwts.  of  gold,  and  yields  about 
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4  dwts,  to  the  ton  by  this  treatment,  so  that  an  extraction  of  about 
75  per  cent,  is  obtained.  The  ore  is  a  surface  ore,  very  friable  and 
porous,  and  completely  oxidised.  The  applicability  of  the  method  to 
ores  of  more  usual  character  has  not  yet  been  proved. 

General  Remarks 

Although  cyanide  of  potassium  taken  internally  is  one  of  the 
deadliest  poisons,  the  number  of  accidents  in  carrying  out  the  cyanide 
process  appears  to  be  very  small.  The  men  engaged  in  clearing  up 
the  precipitating  boxes  and  in  smelting  the  precipitate  complain 
of  headache,  giddiness,  and  lassitude,  and  suffer  from  sores  that  gene- 
rally break  out  on  the  arms.  • 

The  MacArthur-Forrest  process  has  been  used  successfully  in  the 
gold  mining  districts  of  the  Transvaal,  especially  on  ores  from  the 
upper  levels  of  the  gold  deposits,  which  contain  gold  in  a  state  of 
extremely  fine  division,  and  consist  chiefly  of  quartz  and  brown  iron 
ore ;  also  upon  the  tailings  of  these  ores  after  they  have  been  amalgam- 
ated, and  either  with  or  without  previous  removal  of  the  sulphides 
by  concentration  ;  opinions  are  greatly  divided  on  the  utility  of  this 
operation.  The  extraction  averages  70  to  80  per  cent.  As  already 
pointed  out,  only  the  coarser  portions  of  the  tailings  are  in  a  condi- 
tion suitable  for  treatment  by  cyanidation  ;  the  ver}^  finely  divided 
portion  or  slimes  has  to  be  separated  out  first,  and  hitherto  no 
process  has  been  devised  for  successfully  treating  the  slimes.  One 
of  the  points  at  present  under  discussion  is  whether  the  cyanidation 
vats  should  be  filled  direct  from  the  batteries,  spitzkasten  or  spitz- 
lutten  being  used  to  separate  out  the  slimes,  or  whether  the  sands 
should  first  be  run  into  a  settling  tank  and  filled  by  hand  into  the 
cyaniding  vats.  In  the  latter  case  the  sands  do  not  pack  so  tight, 
and  percolation  is  more  readily  effected.  This  method  has  a  good 
many  advocates  ;  where  it  is  used,  the  system  of  filling  the  settling- 
tank  by  means  of  Butter's  and  Mein's  distributor  seems  to  have 
been  largely  adopted. 

In  Australia,  at  the  Ravenswood  works  in  Queensland,  an  extrac- 
tion of  84  to  89  per  cent,  was  obtained  on  ores  Avith  7  to  12  ounces  of 
gold  to  the  ton.  Similar  results  were  obtained  at  the  Freehold 
L^nited  Mine,  near  Daylesford,  in  Victoria. 

In  New  Zealand,  at  the  Karangahake  Works  near  Auckland,  80  to 
91  per  cent,  of  gold  and  28  to  83  per  cent,  of  silver  were  extracted 
from  various  kinds  of  ores. 

The  process  is  also  being  used  in  the  United  States,  notably  at  the 
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Mercur  Mines  in  Utah,  the  Utica  Mine  in  California,  Cripple  Creek 
district  in  Colorado,  and  a  few  other  localities. 

Results  obtained  experimentally  are  as  a  rule  markedly  more 
favourable  than  those  obtained  on  a  laroe  scale,  because  in  the  former 
case  relatively  small  amounts  of  ores  or  tailings  are  treated  with 
relatively  large  quantities  of  cyanide  solutions  of  equal  strength. 

As  the  cyanide  method  is  yet  in  its  infancy,  and  its  improvement 
and  perfection  open  a  wide  field  for  metallurgical  research,  it  remains 
still  to  be  seen  how  it  will  develop  and  to  what  extent  it  can  be 
used  with  advantage  on  the  various  kinds  of  gold  ore.  The  first 
points  to  determine  are  how  the  solution  of  gold  in  a  solvent  con- 
taining ferricyanide  of  potassium  as  well  as  cyanide  compares  with 
the  use  of  pure  cyanide,  and  what  advantages  the  employment  of 
aluminium  or  of  sodium  and  potassium  amalgam  as  precipitants 
presents  over  that  of  zinc  upon  a  working  scale. 

C.  The  Extraction  of  Gold  by  the   Formation   of  Alloys 

FROM    WHICH    THE    GoLD  IS    OBTAINED    BY    PARTING 

This  method  of  gold  extraction  coincides  as  regards  the  formation 
of  the  alloys  with  the  already  described  smelting  processes,  and  as 
regards  the  separation  of  gold  therefrom  with  gold  parting  to  be 
described  presently. 

IV.  The  Electrometallurgical  Extraction  of  Gold 

Electrolytic  methods  have  so  far  only  been  used  to  advantage  in 
separating  gold  from  its  alloys,  as  will  be  described  under  the  head 
of  parting. 

Methods  of  gold  extraction  from  ores,  such  as  have  been  proposed 
by  Ca.ssel  and  Barker,  have  never  come  into  use.  Cassel's  ^  method 
consisted  in  treating  the  ore  in  a  revolving  drum  w'ith  a  solution  of 
salt,  through  which  an  electric  current  is  passed.  The  chlorine  thus 
set  free  was  supposed  to  dis.solve  the  gold,  whilst  the  acids  formed  by 
secondary  reactions  were  neutralised  with  lime. 

Barker's  method,  which  was  in  use  for  a  short  time  only  at  Curra 
Rossi,  in  Hungary,  consisted  in  amalgamating  ores  crushed  between 
rolls  in  revolving  cylinders,  the  greater  part  of  the  amalgam  pro- 
duced being  then  separated  from  the  residues  by  discharging  the 
mass  from  the  cylinders  on  to  large  tables,  and  finally  the  rest  of  the 
amalgam  was  collected  on  amalgamated  plates  by  the  aid  of  the 
electric  current. 

1  D'uKjIt-r'-i  Jonrn^il,  vol.  •2."i4.  |).  29(;. 
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Molloy's  hydrogen-amalgam  method  similarly  consisted  in  keeping 
the  surface  of  mercury  used  in  amalgamation  bright  by  means  of  an 
electric  current ;  it  has  never  come  into  successful  use. 

Parting 

As  the  greater  part  of  the  gold  j^roduced  carries  silver  and  the 
greater  part  of  the  silver  carries  gold,  the  parting  of  gold  from  silver 
in  the  alloys  of  these  metals  is  an  important  metallurgical  process. 
These  gold-silver  alloys  often  contain,  besides  gold  and  silver,  other 
metals  that  affect  the  properties  of  the  first-named  injuriously,  such 
as  lead,  bismuth,  tin,  antimony  and  arsenic,  and  these  must,  there- 
fore, be  removed  as  far  as  possible  before  parting,  by  means  of  cupelling 
or  refining.  It  is,  however,  but  rarely  possible  to  get  rid  of  these 
substances  down  to  the  last  traces  before  parting.  The  process  of 
parting  has,  therefore,  for  its  object  the  removal  of  the  last  traces  of 
foreign  elements  in  addition  to  separating  silver  and  gold. 

Parting  can  be  performed  in  the  dry  way,  in  the  wet  way,  and 
electrolytically. 

The  diy  method  of  parting  depends  on  the  conversion  of  the 
silver  into  sulphide  or  chloride,  whilst  gold  is  attacked  by  neither 
sulphur  nor  chlorine  at  high  temperatures. 

The  wet  method  depends  on  the  solubility  of  silver  and  the 
insolubility  of  gold  in  nitric  acid  and  in  boiling  concentrated  sulphuric 
acid. 

The  electrolytic  method  depends  upon  the  property  of  silver  to 
pass  from  anodes  of  gold-silver  alloys  to  the  cathode,  whilst  the  gold 
remains  at  the  anode,  when  a  suitable  current  density  and  electrolyte 
(acidulated  solution  of  nitrate  of  silver)  are  employed. 

The  methods  of  parting  that  are  preferred  nowadays  are  parting 
by  means  of  hot  concentrated  sulphuric  acid,  known  as  rejining,  and 
parting  by  means  of  electrolysis,  the  latter  method  having  replaced 
refining  at  several  works. 

A.  Parting  in  the  Dry  Way 

The  methods  of  gold  parting  in  the  dry  way  are  by  means  of 
sulphide  of  antimony,  by  litharge  and  sulphur,  or  by  sulphur  alone, 
by  means  of  salt  (cementation),  and  by  Miller's  chlorine  method. 

Of  these,  the  last-named  alone  is  still  in  use ;  the  other  methods 
were  often  used  in  former  times,  but  have  been  replaced  universally 
by  wet  and  electrolytic  processes,  and  therefore  only  possess  historic 
interest. 
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Paeting  by  Sulphide  of  Antimony  or  by  Guss  vkd  Flush 

This  method  depends  upon  the  fact  that  Avhen  a  gold-silver  alloy 
is  melted  with  sulphide  of  antimony,  the  silver  combines  with  the 
sulphur,  whilst  the  gold  alloys  with  the  antimony. 

From  this  alloy,  antimony  can  be  removed  by  oxidation  or 
volatilisation  by  the  employment  of  a  high  temperature,  whilst  the 
silver  can  be  recovered  from  the  sulphide  in  various  ways,  most 
readily  by  treatment  with  lead,  with  the  addition  of  iron.  It  is  not, 
however,  possible  to  obtain  by  a  single  fusion  pure  antimonial  gold 
and  sulphide  of  silver,  the  latter  being  known  as  jjlaclimal.  On  the 
contrary,  it  is  necessary  to  repeat  several  times  the  fusion  of  the 
antimonial  gold  with  fresh  quantities  of  sulphide  of  antimony  in 
order  to  remove  all  the  silver  from  the  former.  On  tho  other  hand, 
the  plachmal  still  carries  gold  and  contains  undecomposed  sulphide 
of  antimony  ;  it  is  remelted  several  times  in  order  to  remove  the  gold 
as  far  as  possible  from  it  in  the  form  of  antimonial  gold.  Small 
quantities  of  gold,  however,  remain  with  the  pJachmal,  and  collect  in 
the  silver  reduced  from  it ;  to  separate  these,  this  silver  is  parted  by 
means  of  nitric  acid. 

This  process  can  only  be  applied  when  the  alloy  to  be  parted 
contains  not  less  than  50  per  cent,  of  gold.  It  used  to  be  frequently 
employed,  and  has  been  described  exhaustively  by  Schlliter  in  1788. 

Up  to  the  year  1846  it  was  practised  at  the  mint  at  Dresden, 
where  alloys  containing  64  per  cent,  of  gold  were  parted  by  it. 
These  alloys  ^  were  there  melted  in  Hessian  crucibles  in  an  air 
furnace  with  three  times  their  weight  of  sulphide  of  antimony.  As 
soon  as  the  molten  mass  commenced  to  emit  sparks,  it  was  poured 
into  either  a  conical  iron  mould  or  an  old  crucible ;  in  these  vessels 
a  lump  of  gold  alloyed  with  antimony  formed  at  the  bottom  and 
above  it  the  placlimal.  The  gold  was  then  melted  in  the  same  way 
a  second  time  with  twice  its  weight,  and  a  third  time  with  its  own 
weight  of  sulphide  of  antimony.  If  it  still  retained  notable  quantities 
of  silver,  it  was  remelted  with  twice  its  weight  of  sulphide  of  anti- 
mony until  the  gold  in  the'  alloy  had  attained  the  desired  degree  of 
fineness. 

The  alloy,  containing  about  40  per  cent,  of  antimony,  was  then 
melted  in  a  covered  Hessian  crucible,  coated  internally  with  borax. 
As  soon  as  fusion  had  occurred,  air  was  blown  on  to  the  surface  of  the 
bath  of  metal  with  a  bellows,  Avhereby  the  antimony  was  oxidised 
and  volatilised  as  antimonious  oxide.  When  the  antimony  had  been 
1  Percy,  Silver  and  Gold,  p.  373. 
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removed  the  gold  solidified  ;  nitre  and  borax  were  added,  and  the 
temperature  raised  up  to  the  melting  point  of  gold,  when  it  was 
poured. 

The  ^:)/«c/i«?«/  was  melted  in  a  Hessian  crucible  with  iron,  lead 
and  fluxes,  producing  work-lead  and  regulus. 

The  work-lead  was  cupelled  and  the  auriferous  silver  thus  ob- 
tained treated  with  nitric  acid.  The  silver  was  precipitated  from  the 
solution  by  means  of  copper  and  melted  with  carbonate  of  soda- 
The  residual  gold  was  melted  with  borax  and  nitre. 

The  regulus,  which  still  contained  considerable  quantities  of  silver, 
was  smelted  together  with  mint  sivccp. 

Parting  by  Means  of  Sulphur  and  Litharge 

This  method,  known  as  the  Pfcmnen-schmiecl  process,  has  for  its 
object  the  concentration  of  gold  in  a  gold-silver  alloy  to  such  an 
extent  that  it  can  advantageously  be  submitted  to  parting  by  nitric 
acid.  It  depends  upon  the  transformation  of  the  silver  of  the  alloy 
into  sulphide  of  silver  by  means  of  sulphur,  and  the  decomposition  of 
a  portion  of  this  sulphide  of  silver  by  litharge  into  sulphide  of  lead, 
lead  and  silver,  which  latter  collects  the  particles  of  gold  scattered 
throvigh  the  mass,  and,  together  with  the  lead,  forms  a  mass  of  hottoms 
at  the  bottom  of  the  crucible,  whilst  the  sulphides  of  lead  and  silver 
form  the  i^lachmal.  The  latter  is  first  freed  from  gold  by  means  of 
repeated  fusions  with  litharge,  and  then  smelted  wdth  iron,  producing 
work-lead  and  an  arcrentiferous  resfulus  or  matte. 

This  lengthy  and  complicated  process  was  formerly  in  use  at  Oker, 
wdiere  it  has  been  replaced  by  parting  by  sulphuric  acid. 

The  Blicksilhcr,^  which  contained  0  26  to  1'38  per  cent,  of  gold,"^ 
was  first  granulated,  mixed  whilst  still  damp  with  §  of  its  weight 
of  sulphur,  and  cliarged  in  small  quantities  into  a  blacklead  crucible. 
By  gradually  heating  the  latter  the  sulphur  was  first  caused  to  frit 
and  then  to  melt  with  the  silver,  which  was  thereby  converted  into 
sulphide,  whilst  the  gold  remained  as  metal,  finely  divided  and 
disseminated  through  the  molten  mass  of  sulphide  of  silver.  In  order 
to  obtain  hottoms  consisting  of  gold  and  silver,  after  the  fusion  was 
complete,  litharge  to  the  extent  of  yV  was  sprinkled  in  small  qunnti- 
ties  upon  the  molten  mass,  thus  reducing  a  portion  of  the  sulphide  ot 
silver  to  metal  with  the   evolution  of  sulphur  dioxide.     The  lead 

^  See  ante,  p.  580. 

-  Jordan,  Jonrn.  f.  Prart.  Chtm.  1836,  9,  pj:).  74-84.  Lampadius,     (! rimdriss  einer 
allyemehieii  Hiittenkumh,  Gottingen,  1827,  p.  269. 
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reduced  from  the  litharge  in  part  displaced  more  silver  from  the 
sulphide  and  in  part  alloyed  with  the  separated  silver.  The  silver- 
lead  alloy  thus  produced  took  up  the  disseminated  gold  and  settled 
down  to  the  bottom  of  the  pot,  whilst  the  sulphides  of  lead  and  silver 
formed  a  layer  of  'pldclimal  above  it.  After  the  crucible  had  been 
allowed  to  cool  in  the  furnace,  the  alloy  was  separated  from  the 
'plo.chndl  by  breaking  off  the  latter,  the  lead  was  cupelled  off  and  the 
residual  silver-gold  alloy  parted  by  nitric  acid. 

The  plachmal  still  retained  gold,  to  extract  which  it  was  melted 
four  or  five  times  wdth  sulphur  and  litharge.  The  liottoiaa  containing 
gold  thus  produced,  were  melted  wdth  litharge  until  their  gold  content 
was  sufficient  for  a  satisfactory  parting  with  nitric  acid ;  as  they  con- 
tained much  lead  in  consequence  of  this  treatment,  they  had  to  be 
cupelled  before  being  parted. 

The  plachmal,  from  which  the  gold  had  thus  been  removed,  was 
smelted  in  graphite  crucibles  with  -}  its  weight  of  iron,  producing 
work-lead  and  regulus.  This  regulus  was  roasted  in  a  reverberatory 
furnace  and  smelted  in  graphite  pots  with  20  per  cent,  of  iron 
and  30  per  cent,  of  litharge,  producing  Avork-lead  and  a  second  regulus. 
The  latter  was  smelted  in  a  graphite  crucible  with  various  silver- 
bearing  residues  and  broken  up  old  crucibles,  forming  work-lead  and  a 
third  regulus,  the  operation  being  known  as  Kratzschmehcn.  The 
third  matte  was  smelted  with  various  by-products  containing  lead 
and  silver  in  low  blast  furnaces  {Krummofen),  producing  work-lead, 
slag  and  a  matte,  which  still  contained  certain  amounts  of  lead  and 
iron,  this  operation  being  called  Krdtzfrischen.  This  last  matte  was 
calcined  and  added  in  the  previous  operation.  The  various  work- 
leads  were  cupelled  and  the  auriferous  hlicksilbcr  so  obtained  was 
parted  with  nitric  acid. 

Parting  by  Sulphur  Alone 

The  object  of  this  method  of  parting,  which  is  referred  to  by  the 
monk  Roger^  as  early  as  the  11  th  century,  is  to  produce  alloys  of 
silver  rich  in  gold  from  silver  poor  in  gold. 

The  silver  was  granulated,  mixed  w^hile  damp  witli  ^  its  weight 
of  sulphur,  and  the  mixture  transferred  to  a  crucible  in  which  it  was 
heated  gradually  up  to  its  melting  point.  Auriferous  silver  was  then 
added  to  collect  the  gold,  and  the  molten  mass  was  poured  into  a 
conical  mould.  An  alloy  of  gold  and  silver  collects  at  the  bottom, 
and  above  it  the  sulphide  of  silver  [plachmal).     If  the  alloy  was  still 

*  An  Essay  upon  various  Arts  in  three  books,  by  Theophilus,  called  also  Paigerus, 
Priest  and  Monk.     Translated  with  notes  by  Robert  Hendrie,  1847,  pp.  31(i-319.  ; 
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too  poor  to  be  advantageously  parted  by  nitric  acid,  it  was  treated 
again  with  sulphur  in  the  same  way.  The  enriched  alloy  was  melted 
with  lead  and  cupelled,  and  then  parted  by  nitric  acid.  The  2'>^CLc]imal 
was  melted  with  iron  to  recover  the  silver. 

This  process  was  in  use  in  the  last  century  at  the  St.  Petersburg 
mint.^ 

Instead  of  adding  silver  to  collect  the  disseminated  particles  of 
gold,  iron  has  also  been  employed.  This  separated  out  some  silver 
from  the  phichinal  with  the  formation  of  suljDhide  of  iron ;  the  silver 
collected  the  gold  as  before. 

In  the  16th  century,  gold  was  separated  from  silver  at  the  Delhi- 
mint  by  melting  the  alloy  with  copper  and  then  with  sulphur.  The 
alloy  was  melted  three  times  with  copper  and  then  three  times  with 
sulphiu",  whereby  the  gold  was  separated.  The  argentiferous  copper 
thus  produced  was  converted  into  a  lead-silver-copper  alloy  from  which 
the  silver  was  extracted. 

Quite  recently  sulphur  has  been  used  successfully  by  Roessler  to 
remove  the  copper  from  silver-gold  alloys  before  submitting  these  to 
wet  parting. 

Parting  by  Means  of  Salt  or  "  Cementation  " 

Parting  by  means  of  common  salt,  known  as  cementation,  depends 
upon  the  conversion  of  the  silver  of  the  alloy  into  chloride  of  silver  by 
heating  with  salt  and  clay,  or  salt  and  green  vitriol  or  alum  and  sand, 
whilst  the  gold  remains  unchanged.  Chloride  of  silver  was  produced 
both  by  the  direct  action  of  salt  upon  silver  (H.  Pose,  Winkler, 
Plattner)  and  by  the  action  of  the  chlorine,  metallic  chlorides  and 
hydrochloric  acid,  which  may  be  formed  in  the  process.  The  chlorine 
might  have  been  produced  both  by  the  action  of  sulphur  trioxide 
upon  salt  and  by  the  decomposition  of  hydrochloric  acid  in  the  pre- 
sence of  air  by  means  of  contact  action  (Oxland),  whilst  the  hydro- 
chloric acid  might  have  been  formed  by  the  action  of  sulpliuric  acid 
upon  salt,  or  by  that  of  silica  in  the  presence  of  water  vapour.  The 
chloride  of  silver  was  absorbed  by  the  sand  or  the  brickdust  used  in 
its  place. ^ 

Cementation  is  one  of  the  oldest  metallurgical  processes,  and  has 
been  described  by  Geber,  Albertus  Magnus,  Beringuccio  and  Agricola. 

'  Crells'  Chemische  Annalen,  1797,  Part  I.  p.  115. 

-  Percy,  Silver  and  Gold,  p.  374. 

*  For  a  fuller  account  of  the  reactions  during  cementation,  see  Percy,  Silver  and 
Gold,  p.  384.  Boussingault,  Ann.  Chem.  et  Phy.,  1833,  54,  pp.  253-263.  Pogrjen- 
dorf.  Annal.,  32,  99  (1834). 
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It  is  probably  no  longer  in  use  anywhere.  It  was  used  as  recently  as 
1833  in  Santa  Fe  de  Bogota,  Columbia,  S.  America,  to  remove  so 
much  of  the  silver  from  native  gold  as  to  fit  it  for  coinage. 

According  to  Boussingaulti,the  argentiferous  gold,  which  contained 
up  to  35"07  per  cent,  of  silver,  was  granulated,  and  heated  to  redness 
in  porous  clay  pots  filled  with  a  mixture  of  1  part  of  salt  and  2  parts 
of  brick-dust.  After  heating  for  24  to  36  hours,  the  operation  was 
complete.  The  gold  was  found  in  grains  in  the  cementing  powder, 
whilst  the  silver,  in  the  form  of  chloride,  had  been  absorbed  by  the 
latter.  The  gold  was  separated  from  the  cementing  powder  by  wash- 
ing, and  was  found  to  be  87"5  to  91"7  per  cent.  fine.  The  silver  was 
extracted  from  the  cementing  powder  by  amalgamation  with  ten  times 
as  much  mercury  as  it  contained  silver,  together  with  one-tenth  of 
its  total  weight  of  common  salt.  The  amalgam  so  obtained  was  re- 
torted and  yielded  silver  that  only  retained  a  few  thousandths  of 
gold. 

Parting  by  Chlorine  Gas  or  the  Miller  Process 

This  method  depends  on  the  property  of  chlorine  gas,  of  converting 
the  silver  contained  in  molten  gold-silver  alloys  into  chloride,  whilst 
not  attacking  the  gold.  When  chlorine  gas  is  passed  through  such 
alloy.s,  the  base  metals  present  (lead,  arsenic,  antimony,  bismuth, 
copper)  are  the  first  to  be  converted  into  chlorides,  and  such  of  the 
latter  as  are  volatile  (lead,  arsenic,  antimony)  are  vaporised.  The 
process  can  therefore  also  be  used  for  the  removal  of  base  metals 
from  gold-silver  alloys,  before  parting  the  latter.  Hitherto  it  has 
found  only  a  limited  application  for  getting  rid  of  base  metals  and  of 
silver  from  argentiferous  gold. 

The  method  was  proposed  in  1838  by  Lewis  Thompson  -  but  was 
not  practically  applied.  It  was  not  till  1867  that  it  was  introduced 
by  Francis  Bowyer  Miller  with  various  important  improvements 
(amongst  which  may  be  reckoned  the  fusion  of  the  alloy  under  a 
cover  of  borax,  and  the  treatment  of  the  auriferous  chloride  of  silver) 
at  the  Sydney  mint  ^  on  a  large  scale  for  refining  and  desilverising 
gold,  and  it  has  therefore  received  the  name  of  Miller's  process. 

Besides  the  Sydney  mint,  it  has  also  been  employed  in  the 
London  mint  by  Roberts-Austen  for  refining  gold.* 

The  alloy  is  melted  in  clay  crucibles,  enclosed  within  plumbago 
crucibles  so  as  to  avoid  loss  of  metal  in  case  of  the  crucible  cracking. 
The  clay  crucibles  are  glazed  internally  with  borax  to  prevent  the 

1  Loc.  rit.  -  Percy,  Silcer  and  Gold,  1880,  p.  402.  ^  ji,;,/^  p    ^Qo,  et  seq. 

*  Eissler,  The  Metalhmjy  of  Gold,  London,  1889,  p.  2,57. 
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chloride  of  silver  penetrating  into  them.  Through  the  loosely  fitting 
clay  cover  chlorine  gas  is  passed  into  the  molten  alloy  by  means  of 
a  clay  pipe,  reaching  almost  to  the  bottom  of  the  crucible.  The 
crucibles  are  heated  in  air  furnaces.  The  chlorine  gas  is  generated 
from  oxide  of  irianganese  and  hydrochloric  acid  in  a  stoneware  vessel 
heated  on  a  waterbath.  The  generator  is  furnished  with  a  stoppered 
aperture,  by  means  of  which  the  necessary  materials  can  be  charged, 
an  escape  pipe  for  the  chlorine  gas,  and  a  long  safety  tube  reaching 
to  the  bottom  of  the  vessel.  The  upper  end  of  this  safety  tube  opens 
into  a  vessel  into  which  the  fluids  in  the  generator  can  be  forced  by 
a  high  pressure  inside  the  generator.  It  also  admits  of  the  pressure 
being  observed  by  means  of  the  height  of  the  fluid  column,  the 


Fig.  560. 


pressure  being  necessary  in  order  to  force  the  chlorine  gas  into  the 
molten  alloy.  The  hydrochloric  acid  requisite  for  generating  the 
chlorine,  can  also  be  introduced  tbrough  this  safety  tube. 

The  arrangement  of  a  plant  for  parting  by  chlorine  gas  is  shown 
in  Fig.  560. 

The  inner  crucible  is  made  of  white,  fine  clay ;  it  is  glazed  in- 
ternally by  being  filled  with  a  boiling  solution  of  borax  in  water, 
which  is  allowed  to  stand  in  it  for  some  ten  minutes,  after  which  it 
is  poured  out,  and  the  crucible  allowed  to  dry.  The  glaze  forms  as 
soon  as  the  crucible  is  heated  in  the  course  of  the  process.  A  clay 
tube  (that  used  in  London  was  22  inches  long,  I  inch  outside,  -^V  inch 
inside  diameter)  passes  through  the  loose  cover,  which  is  also  pierced 
by  several  apertures  to  allow  the  fumes  to  escape. 


GOLD  849 

The  chlorine  generator  is  shown  at  a,  c  being  a  leaden  tube  for 
conveying  the  gas,  h  is  the  glass  safety  tube  8  to  10  feet  long, 
terminating  at  its  upper  end  in  a  vessel  not  shown  in  the  figure,  to 
receive  the  fluid  driven  up  when  the  eduction  tube  is  closed.  A 
column  of  liquid  of  16  to  18  inches  in  height  balances  1  inch  of  gold 
in  the  crucible.  The  tubes  are  inserted  into  the  generator  through 
indiarubber  stoppers.  The  chlorine  eduction  tubes  are  coupled 
together  by  means  of  indiarubber  tubes  or  flanges;  they  can  be 
closed  by  compression  clamps.  The  larger  opening  for  the  intro- 
duction of  the  requisite  materials  is  not  shown  in  the  figure  ;  it  is 
closed  by  means  of  a  leaden  plug  covered  with  indiarubber.  The 
chlorine  generator  has  a  capacity  of  26  gallons,  and  stands  in  a  water- 
bath.  On  the  bottom  of  the  former  there  is  a  layer  of  small  pieces 
of  quartz  upon  which  rests  the  oxide  of  manganese,  in  quantities  of 
90  to  100  lbs.,  broken  into  small  pieces,  say  about  \  inch  cube.  At 
the  Sydney  mint  the  chlorine  passes  from  the  generator  into 
a  leaden  main  that  serves  a  row  of  furnaces,  and  from  which  two 
branches  lead  to  each  crucible,  one  of  the  two  being  used  for  a 
reserve  tube. 

The  gold  that  is  thus  parted  at  Sydney  contains  silver  and  small 
quantities  of  lead,  arsenic  and  antimony,  very  small  proportions  of 
which  suffice  to  render  the  gold  unfit  for  coinage ;  the  average  pro- 
portion of  silver  is  5  per  cent. 

The  process  is  there  conducted  as  follows : — The  gold  is  charged 
into  the  crucible,  previously  heated  to  redness,  in  two  ingots  of  740 
ounces  each,  and  is  slowly  heated  to  the  melting  point ;  as  soon  as 
it  is  fluid  2  to  3  ounces  of  molten  borax  are  added.  The  clay  pipe, 
the  end  of  which  has  first  been  heated,  is  then  lowered  into  the 
molten  metal,  and  the  chlorine  admitted.  The  volatile  chlorides  of 
the  base  metals  contained  in  the  gold  are  immediately  evolved  in 
the  form  of  vapours,  which  appear  denser  the  more  lead  they  contain. 
They  disappear  as  soon  as  the  base  metals  have  been  removed,  the 
chlorine  now  combining  with  the  silver.  If  there  is  only  a  small 
quantity  of  the  latter  metal  in  the  gold,  dark  vapours  and  a  brownish 
yellow  flame  then  make  their  appearance.  As  soon  as  the  latter 
produces  a  reddish  or  brownish  deposit  upon  a  clay  tube  held  in  it 
(which  occurs  in  the  case  of  gold  containing  10  per  cent,  of  silver  in 
1  to  1^  hours),  the  operation  of  parting  is  completed.  The  crucible 
is  lifted  out  of  the  furnace,  allowed  to  cool  for  a  few  minutes,  and 
the  still  fluid  chloride  of  silver  is  poured  off  into  previously  heated 
moulds,  after  which  the  crucible  is  inverted  and  the  solidified  gold 
drops    out.      It    is   washed  with   salt  solution  to    remove  adhering 
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chloride  of  silver  and  re-inelted.  Its  fineness  is  then  991  to  997  per 
mil.  By  repeating  the  operation  yet  more  silver  can  be  removed. 
Of  the  gold  present  in  the  alloy,  98  per  cent,  is  collected  in  the  fine 
gold,  whilst  2  per  cent,  passes  into  the  chloride  of  silver. 

The  latter  is  first  freed  from  gold  and  then  reduced.  The  former 
process  was  at  first  performed  by  a  fusion  with  metallic  silver,  which, 
Avhen  molten,  collected  the  gold  and  formed  a  metallic  mass  at  the 
bottom  of  the  crucible.  This  process,  which  only  removed  the  gold 
imperfectly,  has  been  replaced  by  melting  the  chloride  of  silver  with 
carbonate  of  soda  under  a  borax  cover,  accordiog  to  the  method 
suggested  by  Leibius.^  In  order  to  avoid  loss  of  metal  through 
ebullition,  the  chloride  of  silver  was  first  covered  with  a  layer  of 
borax  to  a  depth  of  0'4  inch,  and  then  carbonate  of  soda  (about 
1  lb.  to  16  lbs.  of  chloride  of  silver)  was  sprinkled  in  small  quantities 
upon  the  borax  cover.  By  treating  it  twice  in  this  way  the  gold  is 
said  to  be  pretty  completely  removed.  The  gold  is  obtained  as  an 
alloy  with  a  portion  of  the  silver. 

The  silver  is  extracted  from  the  chloride  electrolytically  by  a 
method  also  proposed  by  Leibius.  Plates  of  zinc  or  silver  are 
employed  as  electrodes,  the  electrolyte  consisting  of  a  solution  of 
chloride  of  silver  dissolved  in  salt  or  in  chloride  of  zinc;  the  silver 
obtained  is  melted  in  graphite  crucibles.  If  the  gold  to  be  parted 
contains  copper  the  latter  passes,  for  the  most  part,  into  the 
silver. 

The  argentiferous  residues  from  the  above  processes  are  ground 
in  Chilian  mills  and  then  amalgamated.  The  loss  of  gold  by  the 
above  process  is  given  by  Miller  for  100,000  parts  of  alloy  containing 
89  parts  gold,  10  parts  silver,  1  part  base  metals,  as  19  parts  =  0'21 
per  mil,  and  of  silver  for  the  same  amount  of  alloy  as  240  parts  =  24 
per  mil. 

The  method  of  parting  by  chlorine  is  inferior  economically  to  that 
of  parting  by  sulphuric  acid  and  by  electrolysis. 


B.  Parting  of  Gold  by  the  Wet  Method 

The  wet  methods  of  gold  parting  are  parting  by  means  of  nitric 
acid  or  inqiuirtation,  and  parting  by  sulphuric  acid  or  refining.  Aqua 
regia  is  only  used  as  an  auxiliary  in  parting  by  sulphuric  acid. 
Parting  by  nitric  acid  is  now  only  employed  in  exceptional  cases,  on 
account  of  the  high  price  of  this  acid. 

^  Dinyl.  Journ.,  vol.  197,  p.  oo. 
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PARTING   BY   NITRIC    ACID 

According  to  Albertus  Magnus  this  process  was  in  use  at  Goslar 
as  early  as  1433.  It  was  universally  employed  formerly  till  it  was 
supplanted  in  1802  by  the  cheaper  method  of  parting  by  sulphuric 
acid,  introduced  by  d'Arcet.  It  is  now  used  in  but  few  places,  e.g., 
the  mints  of  Philadelphia  and  San  Francisco. 

It  is  called  inquartation  because  it  used  to  be  held  that  for  its 
success  the  proportion  of  gold  in  the  alloy  should  not  exceed  \. 
Pettenkofer  has,  however,  shown  that  parting  can  be  performed  suc- 
cessfully when  the  proportion  of  gold  to  silver  in  the  alloy  is  1  :  If. 
If  more  gold  than  this  is  present,  some  silver  remains  with  the  gold. 
Alloys  too  rich  in  gold  must  therefore  be  melted  with  the  requisite 
quantity  of  silver  before  being  parted. 

If  the  alloy  is  too  poor  in  gold,  parting  is  indeed  possible,  but 
entails  a  heavy  consumption  of  nitric  acid.  Poor  alloys  were  there- 
fore formerly  enriched  by  treatment  with  sulphur  and  litharge  (see 
page  844).  Parting  is  performed  in  vessels  of  glass,  stoneware  or 
platinum. 

The  alloy  may  not  contain  any  metal  other  than  silver  and  gold, 
except  palladium,  copper  and  lead.  When  tin,  antimony  and  arsenic 
are  present,  it  must  be  refined  before  being  parted,  by  fusion  with 
oxidising  agents  or  by  cupellation  with  lead. 

The  alloy  is  granulated  and  then  treated  with  nitric  acid,  whereby 
the  silver  is  dissolved  whilst  the  gold  remains  in  the  residues.  By 
repeated  treatment  of  the  latter  with  nitric  acid  or  with  boiling  con- 
centrated sulphuric  acid,  the  silver  still  remaining  in  it  may  be 
removed  down  to  a  very  small  residual  quantity. 

The  nitrate  of  silver  solution  may  be  evaporated  to  dryness  to 
form  lunar  caustic,  or  this  salt  may  be  ignited  with  the  production 
of  metallic  silver,  or  the  solution  may  be  precipitated  by  means  of 
common  salt,  forming  chloride  of  silver,  which  can  then  be  reduced. 

Percy  ^  describes  as  follows  the  process  of  parting  by  nitric  acid 
as  practised  by  Johnson,  Matthey  and  Co.,  of  Hatton  Garden,  London. 
The  gold,  refined  if  necessary,  is  melted  in  graphite  crucibles  with 
so  much  silver  that  an  alloy  containing  gold  and  silver  in  the  pro- 
portion of  1  :  3  is  produced.  The  granulated  alloy  is  treated  with 
nitric  acid  in  vessels  of  stoneware  or  platinum. 

The  platinum  vessels  have  a  capacity  of  about  9  gallons,  and  are 
fitted  with  stoneware  lids  ;  their  charge  is  800  ounces  of  granulated 
metal;    each   vessel   is   heated   by  a   separate   furnace.      The   acid 

1  Op.  cit.,  p.  446. 
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vapours  that  escape  on  heating  are  condensed  as  far  as  possible  in 
suitable  chambers,  the  uucondensable  part  being  conveyed  into  the 
ash-pits  of  the  furnaces.  The  nitric  acid  employed  has  a  specific 
gravity  of  1  '4,  and  is  diluted  with  an  equal  volume  of  water.  The 
granulated  metal  is  boiled  three  times  Avith  nitric  acid.  The  first 
boiling  lasts  4  hours ;  the  solution  is  then  poured  off,  and  fresh  acid 
is  poured  on,  which  is  boiled  for  3  hours,  to  be  followed  by  a  third 
boiling  of  2  hours'  duration  with  fresh  acid.  The  last  acid  takes  up 
but  little  silver,  and  is  accordingly  used  for  dissolving  a  fresh  charge 
of  granulated  metal.  The  residual  gold  is  washed  with  hot  water, 
dried  and  melted  in  graphite  crucibles ;  the  melted  gold  is  998  per 
mil  fine. 

Chloride  of  silver  is  precipitated  from  the  solution  of  nitrate  of 
silver  by  means  of  salt.  It  is  washed  with  hot  water  and  then  treated 
with  granulated  zinc  and  very  dilute  sulphuric  acid,  whereby  the 
silver  is  separated  as  metal.  It  is  washed,  dried,  and  melted,  and  is 
then  998  parts  per  mil  fine. 

In  the  mints  of  Philadelphia  and  San  Francisco  the  parting  by 
nitric  acid  is  combined  with  that  by  sulphuric  acid,  this  method 
having  been  introduced  in  1866  by  A.  Mason.^  The  alloy  is  so 
adjusted  as  to  contain  100  parts  of  gold  in  285  of  alloy.  It  is  first 
treated  with  nitric  acid  until  the  silver  contents  of  the  residue  are 
reduced  to  6  per  cent.  The  latter  is  then  boiled  twice  with  concen- 
trated sulphuric  acid,  whereby  gold  998  parts  per  mil  fine  is  obtained. 
Chloride  of  silver  is  precipitated  from  the  nitrate  solution  by  means 
of  salt,  and  is  reduced  to  metal  by  zinc  and  sulphuric  acid. 

The  bullion  received  at  the  mint  is  first  refined,  if  it  is  impure."^ 
The  gold  is  melted  in  Hessian,  the  silver  in  blacklead  crucibles. 
Antimony  is  removed  from  the  silver  by  stirring  the  molten  metal 
with  an  iron  rod,  with  the  addition  of  some  nitre ;  by  this  means  the 
antimony  is  very  rapidly  removed,  generally  in  two  to  three  minutes. 
Tin  is  removed  from  silver  and  gold  by  the  addition  of  salammoniac 
or  potash,  iron  and  sulphur  by  a  mixture  of  nitre  and  sand,  lead  and 
arsenic  by  boneash  and  nitre. 

The  gold  and  silver  are  melted  together  for  inquartation  in  black- 
lead  crucibles,  and  the  alloy  is  granulated.  The  granulations  are 
treated  with  nitric  acid  in  pots  of  glazed  earthenware  set  in  a  water- 
bath  heated  by  steam.  The  pots  are  between  21  and  24  inches  in 
diameter,  and  21  to  22  inches  deep,  and  are  provided  with  handles. 
The  charge  is  135  lbs.  of  granulations,  and  125  lbs.  of  nitric  acid  of 
40°  B. ;  the  pots  are  not  covered.  To  keep  the  granulations  from 
1  Egleston, op.  ciL,  vol.  ii.,  p.  698.  -  Ibid.,  p.  700. 
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clotting  together  they  are  stirred  every  20  minutes.  After  boiling 
for  12  hours,  and  settling  for  another  12,  the  silver  nitrate  solution 
is  diluted  with  water  and  drawn  ofif  by  a  gold  syphon ;  75  lbs.  of  fresh 
acid  are  then  poured  on  to  the  residue,  heated  for  12  hours,  allowed 
to  settle  for  12,  and  drawn  off  again.  As  it  contains  but  little  silver 
this  acid  is  employed  to  dissolve  a  fresh  batch  of  granulations. 

The  residual  gold  is  washed  on  a  filter  with  hot  water,  and  boiled 
twice  Avith  concentrated  sulphuric  acid.  This  boiling  is  performed 
in  cast-iron  pots,  22  inches  in  diameter  at  the  top  and  12  inches  deep 
in  the  centre.  They  are  heated  by  means  of  anthracite  coal,  and  are 
covered  with  conical  leaden  hoods  terminating  above  in  a  leaden 
tube ;  in  order  to  be  able  to  stir  the  contents  the  hood  is  provided 
with  an  opening,  which  can  be  closed  by  a  piece  of  sheet  lead.  The 
gold  is  boiled  twice  for  1|  hours  with  sulphuric  acid  of  66'  B.,  each 
charge  of  sulphuric  acid  weighing  32  lbs.  The  pot  must  be  stirred 
every  10  or  1-5  minutes,  to  keep  the  gold  from  agglomerating.  After 
the  second  boiling  the  gold  is  996  to  998  per  mil  fine  ;  by  a  third 
boiling  it  can  be  brought  up  to  999'5  fine.  The  gold  is  thoroughly 
washed  on  a  filter,  dried,  and  melted. 

Sulphate  of  silver  is  precipitated  from  the  solution  by  diluting  it. 

The  silver  nitrate  solution  is  treated  in  wooden  tanks  with  salt 
solution,  which  precipitates  the  silver  as  chloride ;  the  latter  is 
filtered  off,  washed  with  cold  water,  and  then  reduced  by  granulated 
zinc.  The  reduction  is  performed  by  the  addition  of  sulphuric  acid 
in  lead-lined  tanks.  For  every  3  parts  of  silver  chloride,  1  part  of 
zinc  and  1^  parts  of  sulphuric  acid  of  60°  B.^  are  consumed.  The 
silver  is  washed  with  hot  water  on  cloth  filters,  pressed  in  hydraulic 
presses,  dried  in  iron  trays,  melted  and  cast  into  bars.  The  gold  is 
dried  without  being  pressed,  melted,  and  cast  into  bars. 

PARTING   BY  SULPHURIC   ACID,   OR   REFINING 

This  process  was  first  employed  upon  a  working  scale  by  d'Arcet 
in  Paris  in  1802.  It  depends  on  the  solubility  of  silver  in  boiling- 
concentrated  (QQ°  B.)  sulphuric  acid,  in  which  gold  is  insoluble.  The 
solution  of  silver  takes  place  in  accordance  with  the  following 
equation : — 

Ag2  -f-  2H.,S0,  =  Ag^SO,  +  SO,  +  2H2O. 

The  silver  sulphate  thus  formed  dissolves  in  the  excess  of  acid.     The 

residue  rich  in  gold  is  treated  in  various  Avays  to  obtain  fine  gold, 

whilst  the  silver  is  precipitated  as  metal  from  the   solution  of  the 

sulphate. 

1  Percy,  oj).  cit.,  p.  444. 
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Refining  is  applicable  to  alloys  of  all  degrees  of  fineness,  and  has 
the  advantage  of  cheapness  over  all  other  forms  of  gold  parting, 
except  electrolysis,  since  by  its  means  alloys  containing  0'05  per  cent, 
of  gold,  and  even  less,  can  be  parted  with  advantage ;  for  this  reason 
it  has  replaced  the  older  methods  of  parting,  and  is  still  extensively 
used.  A  rival  method  has,  however,  arisen  in  electrolytic  parting, 
which  has  already  displaced  it  in  some  of  the  larger  works ;  in 
smaller  works  it  will  probably  continue  to  hold  its  own. 

According  to  Pettenkofer^  refining  gives  the  best  results,  and 
yields  the  finest  gold,  when  alloys  with  19  to  25  per  cent,  of  gold  are 
operated  on.  When  the  proportion  is  higher  the  sulphuric  acid  does 
not  readily  penetrate  the  a\\oj^  whilst  when  it  is  lower  it  becomes 
difficult  to  separate  the  silver  from  the  gold  in  the  last  stages  of  the 
process.  It  is,  however,  not  possible  to  remove  the  last  traces  of 
the  silver  even  by  repeated  treatment  of  the  alloy  with  sulphuric 
acid.  If  the  gold  is  required  quite  fine  and  free  from  silver,  it  has 
to  be  treated  by  special  methods. 

The  action  of  hot  sulphuric  acid  upon  the  components  of  the 
alloy  is  as  follows,  according  to  a  communication  of  Roessler  to  Percy.^ 

The  silver,  as  already  stated,  is  converted  into  sulphate,  the  latter 
being  soluble  in  |-  its  weight  of  boiling  sulphuric  acid  of  66°  B.  (One 
part  of  silver  sulphate  is  soluble  in  180  parts  of  cold,  and  30  parts 
of  boiling  sulphuric  acid  of  10°  B.,  in  20  parts  boiling  acid  of  20°  B., 
in  4  parts  of  cold  and  0*25  of  boiling  acid  of  66°  B.) 

According  to  theor}^,  216  parts  of  silver  require  for  their  solution 
196  parts  of  sulphuric  acid  ;  actually,  2  to  2^  parts  of  acid  are 
required  to  1  part  of  silver.  An  excess  of  acid  is  required  to  keep 
the  sulphate  of  silver  in  solution,  to  promote  energetic  solution  of 
the  silver,  and  to  convert  any  other  metals  contained  in  the  alloy 
into  sulphates.  Platinum,  osmium  and  iridium  remain  with  the 
gold,  whilst  palladium  is  somewhat  attacked  by  sulphuric  acid. 
In  the  presence  of  large  quantities  of  silver  even  palladium  is  not 
attacked. 

Copper  is  converted  into  sulphate  by  the  sulphuric  acid.  This 
salt  is  but  feebly  soluble  in  concentrated  sulphuric  acid,  and  remains 
for  the  most  part  as  a  white  anhydride  with  the  gold.  As  this 
anhydride  encrusts  portions  of  the  alloy,  the  solution  of  the  latter  is 
rendered  more  difficult,  and  needs  a  larger  quantity  of  acid.  When 
the  hot  silver  solution  cools,  the  small  quantity  of  sulphate  of  copper 
dissolved  in  it  separates  out  completely.  According  to  Roessler, 
alloys  containing  more  than  10  per  cent,  of  copper  should  be  freed 
^  Diny/.  Journ.,  vol.  104,  p.  118.  ^  q^^^  ^ j^^  p   453^ 
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from  the  latter  before  being  parted.  The  best  process  for  this  purpose 
is  that  of  Roessler,  to  be  given  below. 

Lead  softens  and  its  particles  cake  together  at  the  temperature 
required  for  parting  ;  it  can  therefore  only  be  converted  with  difficulty 
into  sulphate  by  boiling  concentrated  sulphuric  acid.  When  alloyed 
with  silver  it  is  more  readily  converted  into  sulphate.  As  lead  sul- 
phate is  but  slightly  soluble  in  hot  sulphuric  acid,  and  still  less  in 
cold,  it  separates  out  with  the  gold  as  a  white  powder.  When  the 
solution  is  diluted  with  water  the  whole  of  the  lead  dissolved  in  the 
acid  is  precipitated. 

Tin  is  in  part  dissolved,  and  in  part  remains  with  the  residue, 
which  it  colours  purple. 

Zinc  is  with  difficulty  converted  by  the  hot  concentrated  acid 
into  sulphate,  which  is  insoluble  in  the  concentrated  acid,  and 
remains  with  the  residual  gold. 

Iron,  when  cast-iron  pots  are  used,  is  gradually  converted  into 
ferrous  sulphate  ;  this,  in  its  anhydrous  form,  is  insoluble  in  the 
concentrated  acid,  and  remains  with  the  gold.  Grey  cast-iron  is 
attacked  a  good  deal  more  strongly  than  white  ;  experience  has 
shown  that  iron  pots  are  much  less  attacked  when  the  alloy  under 
treatment  contains  copper. 

The  complete  process  of  parting  by  sulphuric  acid  embraces  the 
following  operations : — 

1.  The  preparation  of  an  alloy  suitable  for  parting,  and  its 
granulation. 

2.  The  solution  of  the  silver  of  the  alloy  by  means  of  sulphuric 
acid. 

3.  Obtainiuo-  the  gold  from  the  auriferous  residue. 

4.  Treatment  of  the  silver  sulphate  solution  for  the  extraction  of 
the  silver. 

1.    The  preparation  of  an  Alloy  suitable  for  Parting,  and  its 

Granulation 

Impurities,  small  quantities  of  which  affect  injuriously  the 
malleability  of  gold  and  the  valuable  properties  of  silver,  such  as  lead, 
bismuth,  tin,  antimony,  arsenic  and  tellurium,  should  be  removed  as 
far  as  possible  before  parting,  by  melting  the  alloy  with  oxidising 
agents,  such  as  air,  nitre  or  sulphate  of  silver.  It  is,  however,  im- 
possible to  prevent  very  small  quantities  of  the  above  substances  from 
remaining  behind  in  the  alloy,  and  these  have  to  be  removed  from 
the  gold  or  silver  after  parting. 
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The  substances  are  removed  from  gold-bearing  silver  before 
parting  in  the  manner  described  under  silver  refining,  From 
argentiferous  gold  they  may  be  removed  by  fusion  with  nitre.  It  is 
better  to  melt  the  gold  with  its  corresponding  quantity  of  silver,  and 
to  treat  the  alloy  like  auriferous  silver. 

Copper  only  acts  injuriously  in  that  it  forms  anhydrous  copper 
sulphate,  which  in  part  incrusts  the  alloy  and  makes  the  parting- 
more  difficult,  besides  increasing  the  consumption  of  acid.  If  the 
copper  in  the  alloy  exceeds  10  per  cent,  parting  can  no  longer  be 
conducted  with  advantage ;  in  this  case  the  copper  must  be  partially 
or  completely  removed.  The  proportion  of  copper  may  be  decreased 
by  melting  the  alloy  with  silver  free  from  copper,  but  the  costs  of 
parting  are  thus  increased  again. 

It  is  therefore  better  to  remove  the  copper  by  Roessler's  method. 
This  consists  in  melting  the  alloy  with  excess  of  sulphur  in  a 
crucible,  whereby  the  copper  and  a  portion  of  the  silver  are  sul- 
phurised ;  air  is  then  blown  upon  the  molten  mass,  which  reduces 
the  greater  part  of  the  sulphide  of  silver,  whilst  the  copper  and  a 
little  silver  remain  combined  with  sulphur.  The  alloy  of  gold  and 
silver  collects  at  the  bottom  of  the  pot,  and  above  it  a  layer  of  sul- 
phide of  copper  still  containing  a  portion  of  the  silver.  By  melting 
this  layer  in  a  second  crucible  and  directing  an  air-blast  into  it  when 
molten,  an  alloy  of  copper  and  silver  is  produced  from  which  the 
silver  can  readily  be  recovered  by  electrolysis,  by  treatment  with 
dilute  sulphuric  acid,  or  by  smelting  with  lead. 

The  sulphur  dioxide  produced  in  this  process  can  be  conveyed  to 
a  condensing  chamber  by  means  of  a  Korting's  injector,  and  passed 
through  aqueous  solutions  containing  copper  or  argentiferous  copper. 
The  copper  is  gradually  converted  into  sulphate,  whilst  any  silver 
contained  in  it  remains  behind.  At  the  parting  establishment  at 
Frankfort-on-the-Maine,  660  lbs.  of  metallic  sulphides  are  treated 
as  above  in  a  graphite  crucible  heated  in  an  air-furnace,  using  coke 
as  fuel. 

Of  the  metals  of  the  platinum  group,  osm-iridium  and  iridium 
render  gold  brittle,  whereas  platinum  only  affects  the  malleability  of 
gold  when  present  in  large  proportion,  but  causes  silver  to  be 
retained  by  the  gold. 

At  the  New  York  mint/^  grold  containino^  osm-iridium  is  melted 
in  crucibles  with  4  to  5  times  its  weight  of  silver.  The  molten  mass 
is  allowed  to  stand  at  rest  for  15  minutes  in  the  furnace,  when  the 
heavy  platinoid  metals  settle  at  the  bottom  of  the  crucible.     The 

^  Egleston,  op.  cit.,  p.  751. 
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alloy  is  then  poured  off  till  it  begins  to  run  -pasty.  The  residue 
consists  of  silv^er  containing  the  whole  of  the  platinoid  metals ;  any 
gold  contained  in  it  is  removed  by  melting  again  with  silver  and 
allowing  the  platinoid  metals  to  settle  as  before. 

As  these  operations  increase  considerably  the  cost  of  parting, 
the  platinoid  metals  which  remain  with  the  gold  during  the  process 
of  parting  are  removed  afterwards  by  means  of  aqua  regia  or  by 
electrolysis.  Platinum  alone  may  be  removed  from  gold  by  fusion 
with  nitre,  when  it  goes  into  the  slag  as  platinate  of  potash. 

After  the  alloy  has  been  purified,  it  is  granulated ;  it  may  be 
noted  that  in  some  works  in  the  United  States,  the  alloy  is  not 
granulated  but  is  parted  in  the  form  of  thin  slabs. 

If  the  alloy  does  not  need  purifying,  it  is  merely  melted  and 
granulated.  In  many  cases  however  the  alloy  does  not  possess  the 
composition  requisite  for  advantageous  parting ;  in  places  where 
alloys  rich  in  silver  and  others  rich  in  gold  are  available,  these  are 
therefore  melted  together  in  such  proportions  that  the  resulting  alloy 
shall  contain  them  in  a  ratio  suitable  for  parting.  For  instance,  at 
Kremnitz,  in  Hungary,  the  alloys  are  made  ujd  to  contain  y^  silver 
and  yV  gold. 

At  the  New  York  mint^  the  mixing  of  gold  and  silver,  the  so- 
called  inquartation,  is  so  arranged  that  the  alloy  sliall  contain  from  2 
to  4  parts  of  silver  according  to  the  amount  of  copper  present,  for 
each  part  of  gold,  and  that  the  proportion  of  copper  shall  if  possible 
not  exceed  6  per  cent. ;  under  no  circumstances  is  it  allowed  to 
exceed  10  per  cent,  of  the  weight  of  the  alloy.  At  the  assaying  and 
refining  works  at  San  Francisco,  argentiferous  gold  bars  from 
California  used  to  be  so  inquartated  as  to  contain  2  parts  of  gold  to  3 
of  silver.     The  alloys  thus  produced  are  directly  granulated. 

Refining  the  alloys,  inquartation  and  fusion  for  granulation  are 
usually  performed  in  graphite  pots  heated  in  an  air  furnace.  Only 
the  refining  of  auriferous  hlichsilver  is  often  conducted,  as  explained 
under  Silver,  in  reverberatory  furnaces  or,  in  rare  instances,  in  muffles. 

The  air  furnaces  are  fired  either  by  coke  or  by  coal-gas.  They  are 
best  made  circular  in  horizontal  section,  and  leaving  but  little  space 
between  the  crucible  and  the  furnace  walls  for  the  fuel.  The  height 
from  the  floor  to  the  mouth  is  about  3  feet,  that  of  the  shaft  body 
above  the  firebars  18  inches.  They  are  preferably  constructed  Avith 
outer  plates  of  cast  iron  surrounding  the  furnace  body,  which  is  built 
of  firebrick. 

The  capacity  of  the  crucible  ranges  up  to  about  20,000  ounces  of 

1  Egleston,  oj).  cif.,  p.  750. 
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alloy.  For  example;  the  coke-fired  air  furnaces  at  Lautenthal  take 
charges  of  10,250  ounces  of  auriferous  blicksilver  for  refining,  at  the 
Schemmitz  mint  16,000  ounces  for  inquartatiou  and  granulation, 
whilst  in  the  New  York  mint  charges  of  about  2,300  ounces  are 
granulated. 

The  granulation  of  the  alloy  is  performed  by  ladling  it  out  from 
the  reverberatory  furnace  or  crucible  and  pouring  it  in  a  thin  stream 
into  cold  water  kept  in  agitation  by  means  of  a  wooden  stick.  The 
water  is  contained  in  a  copper  pan.  In  order  to  facilitate  the  stirring, 
this  pan  has  a  loose-lying  movable  false  bottom  with  a  central  hole, 
above  the  true  bottom.  The  granulations  drop  through  this  opening 
into  the  true  bottom  of  the  pan.  The  consumption  of  coke  amounts 
to  40  to  60  per  cent,  of  the  weight  of  alloy. 

Before  being  treated  with  sulphuric  acid,  the  granulations  are 
dried  on  heated  iron  plates  or  in  copper  trays. 

2.  Solution  of  the  Silver  in  the  Alloy  hy  means  of  Sulphuric  Acid 

The  silver  in  the  alloy,  which  is  either  in  the  form  of  granulations 
or  of  thin  slabs,  is  dissolved,  as  a  rule,  in  cast-iron  pots.  Porcelain 
vessels  are  only  employed  when  very  small  quantities  of  bullion  have 
to  be  parted.  Platinum  vessels  used  formerly  to  be  employed,  but  on 
account  of  their  high  price  and  of  the  gradual  action  of  the  sulphuric 
acid  upon  them,  they  have  been  replaced  by  cast-iron  pots. 

Cast-iron  pots  are  best  made  of  white  iron,  as  being  less  attacked 
than  gray  by  the  acid ;  the  same  effect  is  produced  by  a  high  propor- 
tion of  silicon  or  phosphorus  in  the  iron.  If  kept  from  the  air,  such 
pots  may  last  for  several  years.  As  the  presence  of  copper  diminishes 
the  action  of  the  acid  upon  the  iron,  in  some  works  copper  is  thrown 
into  the  pots  during  parting.  The  pots  are  made  large  enough  to 
hold  13,000  to  16,000  ounces  of  bullion.  For  instance,  the  charge  at 
Freiberg  is  12,000  to  16,000  ounces,  at  Lautenthal  about  6,400  ounces, 
at  Kremnitz  8,000,  at  Balbach  in  Newark  8,000,  at  the  New  York 
United  States  mint  3,600  to  4,800  ounces,  accordins  to  the  fineness 
of  the  alloy.  The  pots  at  Freiberg  are  40  inches  in  diameter  and 
40  inches  deep,  those  at  Kremnitz  are  of  the  same  size,  those  at 
Lautenthal  33  inches  deep  and  33  inches  in  diameter,  at  New  York 
45  inches  in  diameter  and  26  inches  deep.  The  castings  are  about 
IJ  to  If  inches  thick. 

Below  the  pot  is  a  vessel  or  tray  of  cast  iron,  so  disposed  as  to  catch 
the  fluid  contents  of  the  former  in  case  it  should  crack,  and  to  conduct 
them  to  a  leaden  tank  sunk  in  the  floor  in  front  of  it. 
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The  setting  of  the  pots  at  Lautenthal,  the  fireplaces  and  flues, 
as  well  as  the  arrangement  for  catching  any  fluid  that  may  escape, 
are  shown  in  Figs.  561  and  562. 

In  these  A  is  the  dissolving  pot,  d  the  cast-iron  plate  for  con- 
ducting any  escaping  fluid  to  the  tank  S,  B  is.  o.  pot  for  receiving  the 
silver  solution  produced  in  ^4,  P  is  a  small  pot  for  boiling  up  the  gold 
residue. 

The  pots  are  covered  with  leaden  hoods  or  lids,  or  with  wooden 
lids  lined  with  lead,  in  which  there  are  openings  for  introducing  the 


Fig.  562. 


bullion  and  the  acid,  and  a  leaden  tube  for  leading  away  the  sulphur 
dioxide.  The  opening  for  introducing  the  alloy  serves  also  for  stir- 
ring up  the  contents  of  the. pot,  for  ladling  out  the  silver  solution  and 
for  removing  the  gold. 

At  the  New  York  mint,  the  pots  are  covered  with  hemispherical 
leaden  hoods  strengthened  by  internal  iron  ribs ;  they  have  also  the 
above-named  opening,  and  are  connected  by  a  water  seal  with  a 
leaden  pipe  for  carrying  off  the  fumes.  The  acid  vapours  evolved 
during  parting  pass  first  to  a  condensing  chamber,  in  which  any 
particles  of  sulphate  of  silver  that  are  carried  over,  may  be  deposited, 
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and  thence  into  various  arrangements  for  rendering  the  sulphur 
dioxide  innocuous.  It  may  be  converted  into  sulphuric  acid  in  lead 
chambers,  or  collected  in  lead  towers  filled  with  wet  coke,  as  at  New 
York,  or  employed  in  Roessler's  apparatus  for  dissolving  the  copper 
from  silver-copper  alloys,  as  at  Frankfort,  or  led  into  a  leaden  tower 
filled  with  scrap  iron,  down  which  water  trickles,  as  at  Freiberg. 

In  this  latter  process,  devised  by  Winkler,  a  solution  is  obtained 
containing  ferrous  sulphate  and  hyposulphite,  which,  on  boiling  with 
steam,  is  converted  into  ferrous  sulphate,  with  the  formation  of 
sulphur  and  sulphur  dioxide,  which  latter  ig  led  back  into  the  tower. 

The  vapours  containing  sulphur  dioxide  and  sulphuric  acid  can 
only  be  allowed  to  escape  directly  into  stacks,  when  there  is  no  fear 
of  complaints  on  the  score  of  nuisance  from  the  neighbours  of  the 
parting  establishment. 

Porcelain  vessels  are  used  when  small  lots  of  bullion  only  are 
treated,  e.g..^  at  Oker  in  the  Hartz,  where  the  charge  amounts  to  190 
to  22.5  ounces.  The  operation  in  these  vessels  is  cleanly,  and  entails 
only  very  small  mechanical  losses. 

The  arrangement  of  such  a  porcelain  dissolving  vessel  as  used  at 
Oker,  is  shown  in  Figs.  563  and  564. 

The  porcelain  pot  is  shown  at  a  ;  it  is  134  inches  high,  13'4  inches 
in  diameter  at  its  widest  part,  11  inches  at  the  bottom,  and  9'25 
inches  at  the  top,  and  takes  a  charge  of  200  ounces.  To  keep  it  from 
cracking,  it  is  enclosed  in  a  netting  of  iron  wire,  and  is  coated  with  a 
mixture  composed  of  clay  and  hammerscale.  It  is  set  in  an  iron 
frame  h,  with  handles  c,  which  in  its  turn  is  placed  inside  the  cast- 
iron  pot  d,  which  is  heated  over  a  fire  grate.  It  is  closed  by  the  lid,  </, 
which  is  provided  with  a  water-seal.  In  this  lid  there  is  a  working 
hole,  f,  and  another  aperture  into  which  fits  the  porcelain  tube,  e,  to 
lead  off  the  fumes.  Both  these  openings  are  provided  with  water- 
seals,  and  the  porcelain  tube  communicates  with  a  leaden  pipe  by 
means  of  a  similar  seal. 

The  bullion  is  charged  into  the  dissolving  pot  either  in  the  form 
of  granulations,  or  of  thin  slabs,  as  at  Balbach  in  Newark,  and  at  San 
Francisco.  The  latter  shape  has,  according  to  Gutzkow,^  the  advantage 
that  there  is  but  little  foaming,  so  that  the  pots  can  be  kept  in  con- 
tinuous ebullition,  and  the  operation  is  performed  more  rapidly  than 
with  granulations,  which  cause  the  sulphuric  acid  to  foam  up  violently. 

After  the  bullion  has  been  charged,  an  amount  of  acid  equal  to 
twice  the  weight  of  the  alloy  is  introduced,  and  the  temperature  is 
cautiously  raised. 

1  Dingl.  Journ.,  vol.  225,  p.  303. 


GOLD 


861 


In  dissolving  granulations,  violent  effervescence  and  a  tumultuous 
evolution  of  sulphur  dioxide  take  place,  so  that  the  acid  is  often  added 
in  several  lots,  and  not  all  at  once.  If  the  bullion  contains  copper,  it  must 
be  repeatedly  stirred  to  prevent  the  sulphate  of  copper  settling  down  and 
encrusting  portions  of  the  bullion.  According  to  the  size  of  the  charge 
and  its  richness  in  silver,  4  to  12  hours  are  required  for  dissolving  out 
the  silver.  When  the  solution  is  complete,  which  may  be  known  by 
all  hissing  sound  having  ceased,  and  by  no  hard  lumps  being  felt  in 
the  bottom  of  the   pot  when  an  iron  rod  is  introduced  into  it,  the 
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Fig.  563. 


Fig.  564. 


solution  is  in  most  works  allowed  to  cool  and  settle.  The  anhydrous 
sulphates  of  copper,  iron  and  lead  are  then  deposited  with  the  gold. 
The  solution  is  pale  green,  when  rich  in  silver,  brownish,  Avhen 
poorer.  In  many  cases  it  is  white  and  turbid,  due  to  sulphate  of 
silver  separating  out  when  the  solution  has  been  cooled  too  far,  or  to 
suspended  ferrous  or  lead  sulphate. 

The  clarified  and  cooled  fluid  is,  in  the  case  of  iron  pots,  ladled 
out  with  iron  or  copper  ladles  into  a  second  pot  or  a  leaden  tank,  or 
syphoned  off  by  a  leaden  syphon.  In  some  parting  establishments  (in 
France  and  England)  the  entire  contents  of  the  pot  are  drawn  off. 
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without  having  been  allowed  to  settle,  by  a  platinum  syphon,  into  a 
leaden  vessel  containing  a  certain  quantity  of  water.  In  this  vessel 
the  mass  is  heated  to  boiling  by  means  of  steam,  whereby  the 
sulphates  are  dissolved,  while  the  gold  settles  ;  the  solution  is  then 
drawn  off.  When  porcelain  vessels  are  employed,  the  silver  solution 
is  poured  off  into  leaden  vessels. 

The  further  treatment  of  the  silver  solution  will  be  subsequently 
described. 

The  fuel  consumption  varies  with  the  length  of  time  employed  in 
solution.  For  instance,  at  Kremnitz,  in  dissolving  8,000  ounces  of 
granulations  containing  10  per  cent,  of  gold,  the  consumption  of  wood 
is  70  to  106  cubic  feet. 

3.  Treatment  of  the  Residue  for  Gold 
The  gold-bearing  residue  still  retains  some  silver,  and  is  therefore 
boiled  up  repeatedly  (up  to  seven  times)  with  concentrated  sulphuric 
acid  in  dissolving  vessels  or  smaller  pots.  It  is  then  boiled  with 
water  to  remove  anhydrous  sulphates.  In  many  places,  e.g.  Lauten- 
thal,  it  is  then  again  treated  in  small  cast-iron  pots  to  remove 
further  portions  of  silver.  It  is  however  impossible  to  get  rid  of  all 
the  silver  by  sulphuric  acid  ;  according  to  Pettenkofer  some  per 
cents,  of  silver  are  always  retained  by  the  gold.  If  gold  free  from 
silver  is  required,  chlorine  can  be  passed  into  the  molten  alloy  as 
explained  under  parting  in  the  dry  way,  or  the  gold  may  be  fused 
with  sodium  or  potassium  bisulphate  as  at  Freiberg,  or  the  gold  may 
be  dissolved  in  aqua  regia,  the  silver  remaining  behind  as  insoluble 
chloride,  whilst  the  gold  is  precipitated  from  the  solution  by  ferrous 
sulphate  or  chloride,  as  at  Lautenthal  or  Frankfort. 

Potassium  and  sodium  bisulphate  at  a  melting  heat  convert  the 
silver  in  the  gold  into  sulphate.  The  latter  can  be  leached  out  by 
boiling  the  mass  with  sulphuric  acid  and  then  with  water.  The 
usual  method  is  to  mix  the  dry  pulverulent  gold  with  one-fourth  its 
weight  of  calcined  Glauber's  salt,  transfer  the  mixture  to  a  cast-iron 
pot,  and  to  add  English  sulphuric  acid  in  small  quantities  (6  to  6| 
parts  of  acid  to  10  parts  of  salt).  After  the  first  portion  of  acid  has 
been  added,  the  pot  is  heated  until  its  contents  are  fused ;  when  no 
more  acid  fumes  are  evolved,  a  second  portion  of  acid  is  added  and 
the  heating  is  continued  for  a  while.  Finally  it  is  boiled  up  with  a 
large  quantity  of  sulphuric  acid.  By  this  means  the  gold  can  be 
brought  up  to  a  fineness  of  998  per  mil. 

The  purest  gold,  completely  free  from  silver,  is  obtained  by 
Roessler's  method,  which  consists  in  dissolving  the  gold,  after  it  has 
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beeu  boiled  in  sulphuric  acid,  in  aqua  regia  iu  a  porcelain  vessel, 
whilst  the  silver  remains  as  chloride,  and  any  osmiridium  present  is 
not  attacked,  and  can  be  filtered  off  from  the  gold  solution.  The 
gold,  precipitated  from  this  solution  by  means  of  ferrous  sulphate  or 
chloride,  is  dried  and  melted  in  crucibles  with  borax ;  it  is  thus 
obtained  999-4  to  999-9  per  mil.  fine. 

In  Lautenthal  6,400  ounces  of  granulated  gold-silver  bullion  are 
boiled  in  the  cast-iron  pots  shown  above  (Figs.  561, 562)  with  880  lbs. 
of  sulphuric  acid  of  66°B.  for  10  to  12  hours.  The  silver  sulphate 
solution  is  allowed  to  cool,  and  is  then  ladled  out.  The  residue  is 
removed  after  every  fourth  boiling,  so  that  it  represents  the  gold 
from  25,600  ounces  of  granulations.  After  being  boiled  with  concen- 
trated sulphuric  acid,  it  is  boiled  with  water  in  a  leaden  tank  by  the 
aid  of  steam  to  remove  the  anhydrous  sulphates.  It  is  then  boiled 
up  several  times  with  concentrated  sulphuric  acid  in  small  cast-iron 
pots.  The  gold  is  now  920  per  mil.  fine.  After  being  thoroughly 
washed  it  is  dissolved  in  aqua  regia,  in  a  vessel  of  the  shape  shown  in 
Fig.  565.     The  solution  is  filtered  off  from  the  precipitate,    which 
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consists  chiefly  of  chloride  of  silver,  and  is  warmed  on  the  sand- 
bath  with  ferrous  chloride  in  a  porcelain  vessel  of  the  shape  shown 
in  Fig.  566.  The  completion  of  the  precipitation  of  the  gold  is 
indicated  by  a  violent  evolution  of  nitrous  fumes,  produced  by  the 
reaction  of  the  excess  of  ferrous  chloride  upon  the  nitric  acid.  The 
precipitated  gold  is  washed  till  the  washings  are  free  from  iron.  It 
is  then  dried  in  a  porcelain  basin  and  fused  in  a  Hessian  crucible  with 
potash  and  meal.  Three  of  the  lumps  of  gold  thus  produced,  weigh- 
ing about  50  ounces  each,  are  melted  together  in  graphite  crucibles 
and  cast  into  bars.  The  chloride  of  silver  is  boiled  up  again  with 
aqua  regia  and  then  reduced  by  iron  and  sulphuric  acid.  The 
platinoid  metals  will  be  found  in  the  filtrate  from  the  precipitated 
gold. 

In  Freiberg^  12,900  to  16,000  ounces  of  granulations  are  treated 

^  Ann.  des  Mines,  1875,  vol.   vii.,p.  .339;  Bert/,   unci  Hiitt.  ZUj.,   1871,  p.    247;. 
Freiberys  Btrg.  n.  Hiitttnicestn,  1893,  p.  333. 
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with  twice  their  weight  of  sulphuric  acid  in  cast-iron  pots  for  8  to  12 
hours.  After  cooUng  for  10  to  12  hours,  the  sohition  of  sulphate  of 
silver  is  ladled  out,  and  a  fresh  charge  is  put  in  and  boiled  with 
sulphuric  acid  in  the  same  way.  The  residues  from  2  to  3  dis- 
solvings are  boiled  with  water  in  a  wooden  tank  lined  with  lead,  by 
means  of  steam,  boiled  twice  with  sulphuric  acid  in  a  small  cast-iron 
pot,  washed  with  water  in  a  porcelain  basin,  and  dried  on  a  graphite 
slab.  It  is  then  treated  in  a  cast-iron  pot  18*5  inches  high,  10'3 
inclies  diameter  at  the  mouth,  and  0'5  inch  thick,  with  fused  sodic 
bisulphate  in  the  proportions  of  1  :  2,  64  ounces  of  gold  being  treated 
at  a  time  for  a  space  of  2  to  3  hours.  The  fused  mass,  which  is 
yellowish  green  or  brownish,  is  poured  on  to  an  iron  slab,  and  after 
cooling  is  washed  with  hot  water  in  porcelain  vessels.  The  residual 
gold  is  dried  on  a  slab  of  graphite,  and,  to  remove  further  impurities, 
especially  platinum,  is  heated  slowly  in  quantities  of  100  to  120 
ounces  with  |  to  J  per  cent,  of  nitre  in  graphite  pots  for  5  to  6 
hours,  and  then  kept  melted  for  another  5  to  6  hours.  Gold  is  thus 
obtained  free  from  platinum ;  it  is  remelted  in  graphite  crucibles 
and  poured  into  iron  moulds.  The  platinum  is  converted  by  nitre 
into  j)latinate  of  potash,  which  goes  into  the  slag.  The  fineness  of 
the  gold  is  997  to  998  per  mil.  The  slags,  obtained  by  melting  the 
gold  with  bisulphate  of  soda  as  well  as  with  nitre,  contain  platinum. 
They  are  smelted  with  litharge  and  charcoal,  producing  platini- 
ferous  lead,  which  is  cupelled.  The  metal  thus  obtained  is  treated 
with  aqua  regia,  which  dissolves  the  platinum  ;  the  latter  is  re- 
covered by  precipitating  with  salamraoniac  and  igniting  the  pre- 
cipitate. 

At  the  mint  at  Kreninitz,  in  Hungary,  8,000  ounces  of  granu- 
lations are  boiled  with  twice  their  weight  of  sulphuric  acid  of 
66°B.  in  cast-iron  pots  for  4  to  5  hours.  The  residue  thus  obtained 
is  boiled  again  in  the  dissolving  pot  for  1^  hours  with  123  lbs.  of 
fresh  sulphuric  acid  of  66°B.,  and  then  boiled  up  from  2  to  5  hours 
more,  according  to  its  purity,  with  sulphuric  acid,  in  smaller  cast-iron 
pots,  23  inches  in  diameter  and  21^  inches  deep.  To  each  2,250 
ounces  of  gold  31  to  33  lbs.  of  sulphuric  acid  of  QQ°B.  are  added. 
The  time  of  a  boiling  up  is  4  to  5  hours,  and  the  fuel  consump- 
tion is  half  as  great  as  it  is  in  dissolving  the  gianalations  (see 
page  862). 

The  gold  is  boiled  with  water  in  stoneware  vessels  set  on  a  sand 
bath  to  remove  the  anhydrous  sulphates.  It  is  then  boiled  repeatedly 
with  dilute  nitric  acid,  in  order  to  remove  metallic  lead  and  an 
additional  quantity  of  silver,  in  stoneware  vessels  12  inches  high  and 
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20  inches  inside  diameter.  The  gold  is  then  washed  clean,  and  dried 
in  quantities  of  2,250  ounces  in  crucibles  set  in  air  furnaces,  the  heat 
being  raised  until  it  agglomerates  so  as  to  prevent  loss  in  the  form 
of  dust  when  it  is  being  melted. 

The  sintered  gold  is  melted  in  charges  of  1,600  to  3,200  ounces 
in  graphite  crucibles  under  a  cover  of  borax,  and  with  the  addition 
of  nitre.  If  the  gold  still  contains  traces  of  lead,  cupric  chloride  is 
added  to  remove  the  latter.  For  fusion,  the  fuel  consumption  is 
88  to  120  lbs.  of  coke  for  1,900  ounces  of  gold.  The  fineness  of  the 
gold  so  obtained  is  995  parts  per  mil. 

In  the  United  States  mint  at  New  York,  the  bullion  charge  is 
300  to  400  lbs.,  which  is  boiled  in  cast-iron  pots  with  sulphuric  acid, 
added  in  two  lots.  The  gold  is  boiled  up  7  times  more  with 
sulphuric  acid  in  pots  of  the  same  size  as  the  dissolving  pot.  After 
the  fifth  and  seventh  acid  boilings,  the  gold  is  boiled  with  hot  water ; 
finally  it  is  washed  upon  a  filter  of  cloth.  The  gold  so  obtained 
is  996  to  998  per  mil  fine.  Coarse-grained  gold  is  dried  and  melted 
in  graphite  pots ;  when  it  is  fine-grained  it  is  first  pi-essed  in  a 
hydraulic  press  before  drying  and  melting.  During  the  fusion  nitre 
and  boneash  are  added  to  soften  it. 

At  the  works  at  Balbach  in  Newark,  the  bullion  to  be  parted 
is  cast  in  thin  slabs.  About  8,000  ounces  of  these  slabs  are  charged 
into  the  cast-iron  dissolving  pots  and  dissolved  in  concentrated 
sulphviric  acid.  The  residual  gold,  amounting  to  about  1  per  cent, 
of  the  alloy,  is  melted  with  some  silver  and  then  parted  by  nitric 
acid.  Alloys  that  contain  platinum  (produced  from  the  anode  mud 
from  the  electrolysis  of  certain  kinds  of  copper)  are  treated  direct 
with  nitric  acid.  The  platinum  is  thus  dissolved  with  the  silver,  and 
after  the  latter  has  been  precipitated  as  chloride,  the  former  is 
thrown  down  by  means  of  zinc. 

At  the  San  Francisco  Assaying  and  Refining  Works  in  San 
Francisco,  a  portion  of  the  bullion  is  also  dissolved  in  the  form  of 
slabs  in  cast-iron  pots.  Another  portion  is  dissolved  in  the  form  of 
granulations.  The  alloy  in  slabs  contains  2  to  10  per  cent,  of  geld  ; 
the  granulations  contain  2  parts  of  gold  to  3  of  silver. 

The  bullion  is  dissolved  in  cast-iron  pots  26  inches  in  diameter 
and  I7f  inclies  deep.  They  are  provided  with  leaden  hoods,  from 
which  a  lead  pipe  carries  the  sulphurous  vapours  first  into  a  little 
lead  chamber  and  then  into  a  condensing  chamber  filled  with  wet 
coke.  The  charge  for  a  pot  is  about  3,200  ounces  in  the  form  of 
granulations,  or  4,800  ounces  in  bars.  The  sulphuric  acid  stands 
9  to  10  inches  high  in  the  pots.     The  dissolving  takes  3  to  4  hours. 

VOL.    I  3    K 


.f* 


866  METALLURGY 

The  silver  sulphate  solution  is  ladled  off,  and  the  gold,  if  produced 
from  granulations,  is  boiled  again  for  another  2  hours  with  sulphuric 
acid,  whereas  the  bars  are  brought  by  the  first  boiling  to  a  fineness 
of  996  per  mil,  and  do  not  need  a  second  boiling.  The  gold  in  either 
case  is  then  washed  first  with  acid,  next  with  hot  water,  pressed, 
dried  and  melted.     Its  fineness  is  990  to  994  per  mil. 

At  Oker  200  ounces  of  granulations  (containing  95  per  cent, 
silver  and  h  per  cent,  gold)  are  treated  with  31  lbs.  of  sulphuric  acid 
for  6  hours  in  a  porcelain  vessel.  After  the  gold  has  settled  for  5 
hours,  the  silver  sulphate  solution  is  poured  off  into  a  leaden  pan. 
The  gold  from  several  charges  is  boiled  repeatedly  with  sulphuric 
acid  in  a  porcelain  vessel,  washed,  dried  in  a  porcelain  dish,  and 
melted  in  quantities  of  160  ounces  in  graphite  crucibles  under  a 
borax  cover.  The  gold  is  poured  into  waxed  cast-iron  moulds  and  is 
985  parts  per  mil  fine. 

4.  Recovery  of  Silver  from  the  Silver  Sulphate  Solution 

The  silver  is  precipitated  from  the  sulphate  solution  by  means  of 
copper,  iron  or  ferrous  sulphate. 

When  copper  is  used,  the  solution  from  the  dissolving  pots  is 
transferred  to  tanks  generally  made  of  wood,  lined  with  lead,  in  which 
sheets  of  copper  are  set  or  suspended.  The  solution  is  diluted  with 
water  and  acid  washings,  and,  to  prevent  the  sulphate  of  silver  from 
separating  out  in  the  solid  state,  it  is  heated  to  boiling  by  the  intro- 
duction of  live  steam. 

As  soon  as  the  solution  no  longer  reacts  for  silver,  the  solution  of 
sulphate  of  copper  thus  formed  is  drawn  off  from  the  precipitated 
silver  known  as  cement  silver.  Theoretically,  to  precipitate  100  parts 
by  weight  of  silver,  29  parts  of  copper  are  required,  115  parts  of 
copper  sulphate  being  produced  ;  the  latter  is  crystallised  out  from 
the  solution. 

When  iron  is  employed  to  precipitate  the  silver,  the  sulphate  of 
silver  is  first  separated  out  in  the  solid  form.  With  this  object  the 
silver  solution  is  ladled  out  of  the  dissolving  pot  into  another  one, 
in  which  it  is  cooled  and  diluted,  until  the  greater  part  of  the 
sulphate  of  silver  is  precipitated  as  a  greenish-white,  cheesy  mass. 
This  mass  is  shovelled  into  a  lead-lined  wooden  tank,  whilst  the  acid 
solution  is  added  in  dissolving  fresh  lots  of  bullion.  The  sulphate  of 
silver  is  packed  in  layers  alternating  with  layers  of  sheet  iron  (button 
makers'  clippings  answer  best),  which  precipitates  the  silver  with  a 
marked  elevation  of  temperature.  To  accelerate  the  precipitation, 
the  mass  is  stirred  with  wooden  paddles.     The  iron  is  so  proportioned 
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as  to  precipitate  the  silver  only  and  not  the  copper.  In  consequence 
of  the  action  of  free  sulphuric  acid  upon  the  iron,  gases  are  evolved 
which  may  carry  with  them  particles  of  the  solution,  and  cause  loss 
of  silver.  To  overcome  this  objection,  the  precipitation  is  carried 
out  in  shallow  wooden  lead-lined  trays.  It  is  also  necessary  to  use 
steam  injectors  or  chimneys  with  powerful  draught  to  protect  the 
workmen  from  breathing  these  gases,  and  the  particles  of  solution 
carried  off  by  them. 

The  method  of  precipitation  by  iron  has  the  advantage  of 
economising  fuel  and  steam  for  heating  the  solution  and  of  employing 
a  cheaper  precipitant. 

When  the  silver  is  precipitated  by  ferrous  sulphate  (Gutzkow's 
method),  the  sulphate  of  silver  is  also  obtained  in  a  solid  (crystalline) 
form  by  cooling  and  diluting  the  solution.  The  crystals  of  sulphate 
of  silver  thus  separated  are  thrown  on  to  a  filter,  and  a  hot  solution 
of  ferrous  sulphate  is  run  on  to  them.  Metallic  silver  is  reduced, 
ferric  sulphate  being  formed  and  going  into  solution,  thus  : — 

Ag^SO,  +  2FeS0,  -  Ag,  +  Fe.^SoO,,- 

The  ferric  sulphate  solution  is  collected  in  a  leaden  tank  standing 
below  the  filter.  If  the  sulphate  of  silver  contains  copper,  a  copper- 
bearing  solution  runs  off  first,  which  is  collected  separately  and  the 
copper  precipitated  by  means  of  iron.  The  ferric  sulphate  solution 
is  converted  into  ferrous  sulphate  (which  is  used  to  precipitate  fresh 
quantities  of  silver  sulphate)  by  the  introduction  of  iron. 

Cement  silver,  produced  by  any  of  the  above  methods,  is  first 
freed  by  sieving  from  any  lumps  of  copper  it  may  contain,  and  is  then 
washed  with  water  on  filters  or  in  wooden  tubs,  until  the  washings  no 
longer  react  for  copper,  iron  or  sulphuric  acid.  The  silver  is  then  freed 
from  the  greater  portion  of  its  water  by  being  squeezed  in  linen,  or 
in  screw  or  hydraulic  presses,  the  last-named  being  preferable.  The 
cakes  of  silver,  so  obtained,  are  heated  on  iron  plates  or  in  round  or 
oval  cast-iron  pipes,  broken  up,  melted  in  clay  or  graphite  crucibles 
and  cast  into  bars.  In  order  to  remove  any  foreign  substances,  nitre 
is  added,  and  the  slag  formed  is  skimmed  before  the  silver  is  poured. 
The  moulds,  into  which  the  silver  is  poured,  are  coated  with  clay  or 
lime,  and  are  covered  up  as  soon  as  the  silver  has  been  poured  in. 
The  silver  thus  obtained  is  998-999  parts  per  mil  fine. 

The  solutions  left  after  the  precipitation  are  worked  up  for  blue- 
stone  or  green  vitriol  as  the  case  may  be. 

The  washings  ai^e  used  to  dilute  the  solutions  for  the  precipitation 
of  silver. 

3  K  2 
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The  dross  produced  in  melting  tlie  silver  and  also  the  gold  is 
smelted  with  potash  or  litharge,  or  added  during  the  cupellation  of 
work-lead. 

The  old  crucibles  are  broken  up  and  added  during  the  smelting  of 
silver  ores,  or  else  they  are  treated  with  dilute  sulphuric  acid  and 
amalgamated. 

In  Freiberg  the  silver  sulphate  solution,  after  being  allowed  to 
cool  for  10  or  12  hours  in  the  dissolving  jDot,  is  ladled  with  copper 
ladles  into  copper  vessels  and  from  these  into  wooden  tanks  lined 
with  hard  lead  (5  feet  2  inches  long,  4  feet  2  inches  broad,  and  3 
feet  4  inches  deep).  In  these  the  silver  is  precipitated  by  ineans  of 
sheet  copper,  the  solution  being  heated  by  steam  to  70°  C.  The  silver 
is  pressed  through  a  sieve  which  retains  all  pieces  of  copper,  washed 
with  hot  water  in  a  wooden  vat  furnished  with  a  false  bottom  and  a 
linen  filter,  pressed  in  a  hydraulic  press  into  cakes  80|  inches  in 
diameter,  dried  strongly  in  iron  retorts  3  feet  4  inches  long  and  0^ 
inches  in  diameter,  melted  in  black  lead  crucibles  37  inches  high,  and 
18h  inches  wide  at  the  mouth,  and  finally  cast  into  bars  of  960 
ounces  in  weight,  or  granulated.    The  silver  is  998  to  999  per  mil  fine. 

The  practice  in  Kreninitz  is  similar.  The  precipitating  boxes  are 
8  feet  2  inches  long,  4  feet  3  inches  broad  and  2  feet  8  inches  high. 
The  silver  suljohate  solution  is  diluted  to  24°  B.  before  the  silver  is 
precipitated.  The  cement  silver  is  washed  with  hot  water  in  a  filter 
supported  b}^  a  perforated  copper  funnel ;  it  is  pressed  into  cakes  by 
a  hydraulic  press,  heated  in  oval  cast-iron  retorts,  melted  in  charges 
of  16,000  to  19,000  ounces  in  graphite  crucibles,  and  finally  cast  into 
moulds.  The  fuel  consumption  in  the  air  furnace  for  the  above 
charge  is  220  to  310  lbs.  of  coke. 

The  solution  of  sulphate  of  copper  obtained  by  precipitating  the 
silver  is  evaporated  down  to  44^  B.,  and  then  allowed  to  crystallise. 
The  bluestone  crystallises  upon  twigs  of  birch  ;  the  coarse  bluestone 
thus  produced  is  dissolved  in  water,  the  solution  (at  37°  to  38°  B.) 
again  evaporated,  and  allowed  to  crystallise.  The  crystallising  pans 
are  heated  by  steam. 

In  the  New  York  mint  the  silver  is  also  precipitated  by  means  of 
copper.  The  precipitating  tanks  are  7  feet  long,  5  feet  wide,  and  3 
feet  10  inches  deep.  The  cojiper,  in  the  form  of  slabs,  is  stood  round 
the  sides,  and  laid  on  the  bottom  of  the  tank.  The  silver  sulphate 
solution  is  diluted  with  wash  water  to  20°  B.,  and  boiled  with  live 
steam  for  6  or  7  hours.  The  precipitated  silver  is  filtered  on  a  linen 
filter  supported  by  a  coj)per  vessel,  washed  in  a  leaden  tank  Avith  hot 
water,  pressed  in  a  hydraulic  press,  dried  by  live  steam  for  18  hours 
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in  a  copper  steam  drier,  and  melted  in  graphite  crucibles  in  charges 
of  4,500  to  6,000  ounces  with  nitre  and  boneash.  The  silver,  cast 
into  bars,  is  990  to  998  per  mil  fine. 

The  copper  sulphate  solution  is  concentrated  to  35  to  40°  B.,  and 
allowed  to  crystallise,  the  crystals  forming  on  strips  of  lead. 

The  precipitation  of  silver  by  iron  is  carried  on,  e.g.  at  Lautenthal 
in  the  Upper  Harz.  The  cooled  solution  of  sulphate  of  silver  is 
ladled  by  means  of  copper  ladles  into  a  cast-iron  pot  standing  beside 
the  dissolving  pot,  and  there  diluted  with  cold  water  down  to  58°  B., 
by  which  means  the  sulphate  of  silver  is  separated  as  a  greenish -white 
cheese-like  mass.  The  latter  is  transferred  to  a  lead-lined  wooden 
tank  for  the  reduction  of  the  silver,  whilst  the  solution  is  added  when 
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fresh  lots  of  bullion  are  being  dissolved.  The  precipitating  tank, 
together  with  the  tank  standing  beside  it  to  receive  the  washines 
from  the  silver  sulphate,  are  shown  in  Fig.  567.  iTis  the  precipitating 
tank,  K  the  tank  for  the  washings.  Both  have  inclined  bottoms,  are 
constructed  of  wood,  and  lead-lined.  The  sulphate  of  silver  is  placed 
in  layers  with  button-makers'  clippings,  which  are  added  gradually, 
and  very  cautiously  towards  the  end  of  the  precipitation.  The 
washings  contained  in  the  tank  iTare  added,  and  the  mass  stirred  with 
wooden  shovels  during  the  precipitation.  The  precipitation  is  com- 
plete when  salt  ceases  to  produce  any  turbidity  in  the  solution;  it 
lasts  2  to  3  hours.  The  precipitated  silver  is  transferred  to  a  filter 
of  linen  supported  in  a  vessel  made  of  perforated  sheet  copper  of  the 
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shape  shown  in  Fig.  568,  and  washed  with  hot  water  till  ferrocyanide 
of  potassium  no  longer  gives  an  iron  reaction  with  the  washings. 
The^latter  are,  as  already  stated,  collected  in  the  tank  K,  and  added 
during  the  precipitation  of  the  silver.  The  cement  silver  is  pressed 
in  a  hydraulic  press,  heated  in  a  cylindrical  cast-iron  retort,  melted 
with  nitre  in  quantities  of  6,400  to  8,000  ounces  in  graphite  crucibles, 
and  poured  into  cast-iron  moulds. 

I^The  solution  of  ferrous  sulphate  is  filtered  through   a   filter  of 
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granulated  lead,  evaporated  in  basins  with  the  addition  of  iron,  and 
allowed  to  crystallise  in  tanks. 

The  ground  plan  of  the  Lautenthal  parting  works  is  shown  in 
Fig.  569.  A  is  the  dissolving  pot,  B  the  pot  for  receiving  the  solution 
of  silver  sulphate,  C  a  leaden  tank  into  which  the  acid  is  ladled  from 
B,  from  off  the  solid  sulphate  of  silver,  to  be  subsequently  used  in 
preparing  further  solutions,  c  the  stack  for  carrying  off  the  sulphurous 
vapours,  R  the  precipitating  tank,  K  the  tank  for  washings,  M  the 
filter  on  which  the  cement  silver  is  washed,  Q  a  boiler  for  hot  water. 
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R  a  receiver  for  the  iron-bearing  solutions,  Y  the  hydraulic  press,  v 
the  retort  for  heating  the  pressed  silver,  V  the  air  furnace  for 
melting  silver,  W  for  melting  gold,  h  a  trough  with  a  filter  of 
granulated  lead  through  which  the  solutions  containing  iron  are  run, 
p  an  injector  to  convey  the  solutions  of  ferrous  sulphate  to  the 
evaporating  pans  D.  N,  N  are  crystallising  tanks  for  the  ferrous 
sulphate.  T  is  a  leaden  tank  for  freeing  the  gold  from  sulphates 
by  boiling  with  water,  o  being  the  steam  pipe  by  which  the  latter  is 
heated,  P  is  a  pot  for  boiling  the  gold  with  sulphuric  acid,  a  a  sand- 
bath,  7  a  work  bench,  ^S*  a  lead  lined  tank  for  collecting  crystallised 
green  vitriol. 

Gutzkow's  method  of  precipitating  the  silver  from  the  solution  of 
sulphate  by  means  of  ferrous  sulphate  was  in  use  at  the  San  Francisco 
Assaying  and  Refining  Works  ;  these  works  are  no  longer  in  existence. 
According  to  Egleston^  the  process  was  carried  out  as  follows  : — 

The  silver  sulphate  solution  was  drawn  off  from  the  dissolving  pot 
into  an  iron  tank  9  feet  long,  5  feet  wide,  and  20  inches  deep,  con- 
taining sulphuric  acid  at  58°  B.  (being  the  mother  liquor  drained  from 
precipitated  silver  sulphate),  and  was  then  heated  by  external  firing 
to  110°  C.  The  dilution  caused  the  precipitation  of  sulphate  of  lead, 
which  carried  down  any  suspended  particles  of  gold,  whilst  the  high 
temperature  kept  the  sulphate  of  silver  in  solution.  The  clear 
solution  was  drawn  off  into  a  second  iron  tank,  standing  in  a  leaden 
one,  and  cooled  by  the  circulation  of  cold  water  in  the  space  between 
the  two,  whereby  the  sulphate  of  silver  was  precipitated,  forming  a 
hard  yellow  crystalline  incrustation  on  the  bottom  of  the  tank,  this 
process  taking  9  hours.  At  the  end  of  this  time  the  supernatant 
mother  liquor  was  forced  back  into  the  first  iron  tank,  where  it  forms 
the  acid  at  58°  B.  used  for  diluting  sulphate  of  silver  solution. 

The  sulphate  of  silver,  which  contains  intermixed  cuprous  oxide 
as  a  red  powder,  was  transferred  to  wooden  boxes  lined  with  lead  and 
provided  with  false  bottoms,  4  feet  long,  35  inches  wide,  and  12 
inches  deep.  One  such  box  received  the  silver  sulphate  from  5 
dissolving  pots.  Hot  concentrated  solution  of  ferrous  sulphate  as 
neutral  as  possible  was  then  run  in ;  it  penetrated  through  the  layer 
of  silver  sulphate,  reducing  it  to  metal  and  becoming  converted  to 
ferric  sulphate,  and,  passing  through  the  false  bottom,  ran  off  by  a 
stopcock  close  to  the  true  bottom  of  the  tank.  The  solution  that 
escaped  first,  contained  the  copper,  and  was  therefore  blue ;  it  was  run 
into  a  special  lead-lined  tank.  As  soon  as  the  solution  was  free  from 
copper,  as  indicated  by  its  brown  colour,  it  was  run  into  a  tank  lined 

1  Op.  cit.,  p.  775. 
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with  lead,  18  feet  4  inches  long,  9  feet  2  inches  wide  and  3  feet  deep. 
As  soon  as  the  colour  of  the  escaping  solution  changed  to  green 
the  greater  part  of  the  silver  sulphate  had  been   reduced,  and  the 


Fig.  571. 


supply  of  ferrous  sulphate  solution  was  stopped.  The  entire  process 
lasted  4  to  5  hours,  and  the  mass  had  to  be  stirred  from  time  to  time 
in  order  to  expose  fresh  surfaces  of  the  silver  sulphate  to  the  ferrous 
sulphate  solution.     The  quantity  of  this  latter  used  was  7'9  gallons 
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to  100  ounces  of  silver.  The  solutions  escaping  contained  a  small 
amount  of  silver  sulphate,  about  7i  per  cent,  on  the  average.  The 
silver  was  precipitated  from  them  in  the  above-mentioned  tanks,  by 
means  of  copper  from  the  blue  solution  and  by  means  of  iron  from 
the  brown. 

The  precipitated  silver  amounted  to  90  joer  cent,  of  the  total  silver 
present,  but  it  still  retained  a  small  quantity  of  sulphate  of  silver. 
To  reduce  the  latter,  the  silver  was  transferred  to  a  tank  lined  with 
lead,  4  feet  long,  3  feet  wide,  and  3  feet  deep,  provided  with  a  false 
bottom  and  a  filter;  it  was  arranged  in  layers  10  inches  deep,  between 
which  were  copper  plates,  and  allowed  to  stand  in  hot  water  over 
night.  The  hot  water  dissolved  the  sulphate  of  silver  which  was 
reduced  by  the  copper. 

The  silver  was  then  washed  with  hot  water  on  a  filter  of  linen, 
dried,  pressed  in  a  hydraulic  press,  ignited  and  melted  in  blacklead 
crucibles ;  it  was  998  per  mil  fine. 

The  ferric  sulphate  solution  was  again  reduced  to  ferrous  sulphate, 
which  was  used  to  precipitate  fresh  quantities  of  silver  sulphate,  by 
being  boiled  with  scrap  iron. 

The  arrangement  of  these  works  is  shown  in  Figs.  570  and  571.^ 
B  are  the  dissolving  pots ;  M  the  draught  pipes  for  removing  the 
sulphurous  vapours;  N  small  lead  chambers,  communicating  with  a 
coke  tower  0 ;  B  are  sulphuric  acid  tanks ;  U  tanks  to  receive  the 
silver  sulphate  solution  ;  a  are  tanks  in  which  the  sulphate  of  silver 
is  crystallised  ;  e  is  a  tank  on  wheels  for  precipitating  the  silver  ;  /  is 
the  tank  for  the  solution  of  ferrous  sulphate  ;  o  the  tank  in  which  the 
ferric  sulphate  is  reduced  to  the  ferrous  state.  The  latter  solution  is 
drawn  by  the  steam-pump  2^  ii^^o  the  tank  K,  and  flows  from  the 
latter  into  the  reservoir  j. 

C.  Parting  of  Gold  by  the  Electrolytic  Method 

When  auriferous  gold  is  used  as  the  anode,  a  plate  of  silver  as  the 
cathode  of  an  electric  current,  and  a  highly  dilute  solution  of  silver 
nitrate  as  the  electrolyte,  the  silver  can  be  thi'own  down  at  the 
cathode,  whilst  the  gold  remains  in  a  pulverulent  form  at  the  anode, 
provided  that  a  current  of  suitable  strength  is  used. 

By  enveloping  the  anode  in  a  cotton  bag  the  gold  can  be  collected 

in  the  latter.     The  solution  of  the  anode  takes  a  comparatively  short 

time.     The  silver  so  obtained  is  free  from  gold,  whilst  the  gold  can 

be  freed  by  boiling  with  nitric  acid  from  the  small  quantity  of  silver 

^  Egleston,  op.  cit.,  p.  776. 
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which  it  still  contains,  and  cA,n  be  brought  to  a  fineness  of  over  990 
per  mil. 

If  the  bullion  is  impure,  it  must  first  be  refined  before  electrolysis, 
and  brought  to  a  fineness  of  at  least  950  per  mil.  A  large  proportion  of 
copper  should  be  more  particularly  avoided,  because  it  is  precipitated 
with  the  silver  at  the  cathode. 

Electrolytic  parting  of  gold  and  silver,  which  depends  on  the 
principles  above  enunciated,  has  been  introduced  by  Moebius  in 
Pittsburg  and  St.  Louis,  and  a  few  years  ago  in  the  parting  establish- 
ment at  Frankfort-on-the-Maine,  and  has  shown  itself  capable  not 
only  of  holding- its  own,  but  of  displacing  at  these  works  the  method 
of  parting  by  sulphuric  acid. 

It  can  be  used  on  silver  containing  0'2  of  gold  per  mil;  and,  apart 
from  its  greater  cheapness,  has  the  advantage,  compared  with  refining, 
that  no  injurious  vapours  are  evolved.  The  parting  is  moreover 
complete  in  48  hours,  and  the  losses  of  silver  are  less.  It  may 
therefore  be  expected  that  it  will  replace  refining  by  sulphuric  acid  in 
other  large  works. 

At  St.  Louis,  where  the  author  saw  the  electrolytic  method  in 
operation  at  the  works  of  the  St.  Louis  Smelting  and  Refining  Com- 
pany, which  commenced  operations  in  1891,  the  silver  to  be  parted 
contains  five  parts  of  gold  per  mil.  It  is  cast  into  anode  plates 
10  inches  long,  8  inches  wide  and  |  inch  thick  ;  these  plates  are  sus- 
pended, coupled  together  in  pairs,  to  form  an  anode  in  the  baths. 
The  cathode  plates  consist  of  thin  rolled  sheets  of  pure  silver.  The 
electrodes  are  suspended  in  ten  boxes,  made  of  pitch  pine  and  ren- 
dered watertight  with  ozokerite.  Each  of  these  boxes  has  seven 
divisions,  so  that  there  are  formed  seventy  baths  with  four  pairs  of 
electrodes  in  each.  The  difference  of  potential  in  the  bath  is  Ih 
volts,  and  the  current  density  is  33  amperes  to  the  square  foot.  The 
current  is  furnished  by  a  dynamo  with  a  strength  of  200  amperes  and 
a  tension  of  100  volts,  manufactured  by  the  United  States  Electric 
Light  Company,  and  consumes  15  H.P.  The  entire  works  are  sup- 
plied by  a  30  H.P.  Westinghouse  engine. 

The  anode  plates  are  enveloped  in  linen  sacks. 

The  silver  does  not  separate  out  in  the  compact  form  but  in 
crystals,  so  that  short-circuiting  readily  occurs.  A  scraping  arrange- 
ment is  therefore  used,  running  on  rollers  along  the  cover,  w^hich 
destroys  any  short  circuits,  and  at  the  same  time  keeps  the  solution 
in  movement.  The  silver  falls  into  a  wooden  box  set  under  the 
electrodes  of  each  bath,  and  provided  with  a  false  bottom  and  a  filter. 
The  false  bottom  is   perforated   and  covered  with  linen,  so  that  the 
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silver  is  retained  ou  it.  By  a  simple  -arrangement  this  box  can  be 
lifted  out  of  the  bath  when  desired. 

At  the  commencement  of  operations  the  electrolyte  consists  of 
water  with  J^  per  cent,  of  nitric  acid,  and  subsequently  of  a  very 
dilute  solution  of  silver  nitrate. 

The  anode  plates  are  consumed  in  36  to  40  hours.  The  gold 
collects  in  the  bass,  the  silver  in  the  filter  boxes.  The  former  is 
removed  once  a  week,  the  latter  every  evening,  by  lifting  the  boxes 
out  and  emptying  them  one  after  another  into  a  box  provided  with  a 
sieve,  which  is  pushed  along  from  bath  to  bath. 

The  gold  mud  still  contains  silver  and  is  therefore  boiled  with 
nitric  acid,  washed,  dried,  and  melted  with  sand  or  borax.  The  gold 
so  obtained  is  999  per  mil  fine.  The  nitrate  of  silver  thus  produced 
and  the  washings  of  the  gold  are  added  to  the  electrolyte  in  the 
bath. 

The  crystals  of  silver  are  washed  in  the  box  in  which  they  are 
collected,  which  is  also  furnished  with  a  filter,  then  dried  by  means 
of  air  drawn  through  it  and  melted.  The  silver  is  999'5  per  mil 
fine,  and  is  free  from  gold. 

With  the  above  installation,  30,000  ounces  of  auriferous  silver 
are  parted  every  24  hours. 

The  silver  treated  at  Pittsburg,  where  the  method,  has  been  in 
operation  since  1887,  also  contains  5  parts  of  gold  per  mil.  It  is 
cast  in  closed  moulds  into  plates  10  inches  wide,  16  inches  long,  and 
1^  inches  thick.  The  arrangement  is  similar  to  that  at  St.  Louis. 
The  anodes  are  consumed  in  48  hours. 

The  gold  mud  is  melted  with  some  silver  and  boiled  with  nitric 
acid  in  stoneware  pots ;  40,000  ounces  can  be  parted  in  24  hours 
with  a  consumption  of  20  H.-P.     Natural  gas  is  used  for  firing. 

The  works  of  the  German  Gold  and  Silver  Parting  Establishment 
at  Frankfort-on-the-Maine  is,  according  to  Dr.  Roessler,  intended  for 
parting  32,000  ounces  of  hlicJcsilver  per  24  hours.  The  dynamo  (on 
the  Schuckert  system)  requires  20  H.P.,  and  is  driven  by  a  25  H.P. 
gas  engine.  It  gives  a  current  of  150  amperes,  with  a  tension  of  100 
volts;  70  cells  are  in  use.,  each  of  which  absorbs  Ih  volts. 

The  anode  plates  are  rectangular,  are  0"4  inch  thick,  and 
weigh  each  48  ounces.  These  plates,  in  sets  of  four  contained  in  linen 
bags,  are  suspended  opposite  each  cathode,  which  is  made  of  rolled 
sheet  silver. 

The  electrolyte  is  a  feebly  acid  solution  of  cop23er  nitrate  con- 
taining 0  4  lb.  of  copper  and  0*05  lb,  silver  to  the  gallon.  In  36 
hours  the   anodes   are   consumed,  all  except  the  portions  projecting 
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from  the  solution.  Wliea  the  silver  is  rich  in  gold  and  copper,  the 
tension  required  is  markedly  higher  than  in  the  case  of  silver  with 
but  little  gold  and  copper. 

The  silver  is  removed  every  24  hours,  the  gold  every  72  hours, 
from  the  baths.  The  silver  is  in  small  sparkling  crystals,  and  can  be 
melted  direct,  being  then  999  per  mil  fine. 

The  gold  still  contains  silver,  peroxides  of  silver  and  of  lead,  and 
various  other  impurities ;  it  has  accordingly  to  be  refined. 

Quite  recently  attempts  have  been  made  at  Hamburg,  St. 
Petersburg,  etc.,  to  electro-deposit  pure  gold,  a  solution  of  gold  chloride 
being  used  as  the  electrolyte  and  the  silver  present  being  thrown 
down  as  chloride  in  the  anode-mud ;  platinoid  metals  are  said  to  pass 
partly  into  solution,  and  partly  to  be  deposited  in  the  anode-mud. 
The  method  is  technically  quite  feasible,  but  nothing  is  known  of  the 
economic  results  obtained. 
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